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DOCKET 

New  Cases  Filed  through  December  31,  1971 

Cal.  No.  Dept.  Premises  Affected 

790-71-A — F.D. — Packaging  of  combustible  mixture 
known  as  rubber  lubricant  concentrate  No.  60  in  high 
density  white  polyethylene  bottle,  one  gallon  capacity, 
not  in  compliance  with  the  regulations  of  the  Adminis¬ 
trative  Code. 


791-71-BZ — B.Bx. — 3397  East  Tremont  Avenue,  east  side, 
26.47  feet  north  of  Bruckner  Boulevard,  Block  5309,  Lots 
7,  54,  Borough  of  The  Bronx,  Community  Board  #10, 
Alt.  No.  490-71,  re-  change  of  use  group,  eating  and 
drinking  establishment,  Cl-2  in  R4  district. 


792-7 1-A — B.Bx. — 3030  Bruner  Avenue,  east  side,  168.42 
feet  south  of  Hammersley  Avenue,  Block  4776,  Lot  65, 
Borough  of  The  Bronx,  N.B.  514-69,  re-  sprinkler  sys¬ 
tem,  egress,  and  ventilation,  R4  district. 


793-71-BZ — B.M. — 351  to  357  Second  Avenue,  west  side, 
62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
30,  Borough  of  Manhattan,  Alt.  No.  1252-71,  Community 
Board  #6,  re-  accessory  parking  lot  to  a  funeral  estab¬ 
lishment,  R9  district. 


794-7 1-A — F.D. — Packaging  of  combustible  mixture 
known  as  Chrysler  parts  gum  and  sludge  remover  in 
32  ounce  sealed  metal  containers,  not  in  compliance  with 
the  regulations  of  the  Administrative  Code. 


795-7 1-A — F.D. — Packaging  of  combustible  mixture 
known _  as  Chrysler  parts  combustion  chamber  condi¬ 
tioner  in  16  and  24  ounce  sealed  metal  containers,  not  in 
compliance  with  the  regulations  of  the  Administrative 
Code. 


796-71-SM — Upco  Chemical  Division,  USM  Corporation, 
Upcon  for  high-strength  non-shrink  grout,  manufac¬ 
tured  by  Upco  Chemical  Division,  USM  Corporation, 
Material. 


797-71-A — B.B. — 178  West  Street,  east  side,  20  feet  south 
of  Green  Street,  Block  2521,  Lot  9,  Borough  of  Brook¬ 
lyn,  Alt.  No.  1281-71,  re-  review  of  a  decision  of  the 
Borough  Superintendent,  zoning  matter,  Ml-1  district. 


798-71-A — B.Bx. — 1010  to  1014  Hoe  Avenue,  east  side, 
100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5,  Bor¬ 
ough  of  The  Bronx,  Alt.  No.  414-70,  re-  smoke  detectors 
or  sprinklers,  R7-1  district. 


799-71-SM — Alarm  Lock  Corporation,  70R  and  L70R 
panic  device  hardware  for  exit  doors,  manufactured  by 
Alarm  Lock  Corporation,  Material. 


800-71-SM — R.  D.  Werner  Company,  Incorporated, 
Aluma-Plank  aluminum  and  plywood  scaffold  plank, 
manufactured  by  R.  D.  Werner  Company  Incorporated, 
Material. 


801-71-BZ — B.B. — 19  Stryker  Court,  north  side,  159 
feet  9  inches  west  of  West  1st  Street,  Block  7174,  Lot 
24,  Borough  of  Brooklyn,  Community  Board  #13,  re- 
two  family  dwelling,  R4  district. 


802-7 1-A — B.Bx. — F.D. — 1884  Monroe  Avenue  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx,  F.D,  Letter  of  12/29/71,  re¬ 


modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


803-71-A — F.D. — 349  Waverly  Avenue,  east  side,  112  feet 
south  of  Lafayette  Avenue,  Block  1945,  Lot  12,  Borough 
of  Brooklyn,  F.D.  Letter  of  12/29/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


804-71-A — F.D. — 93  to  95  Avenue  U,  north  side,  60  feet 
east  of  West  10th  Street,  Block  7096,  Lot  45,  Borough 
of  Brooklyn,  F.D.  Letter  of  12/29/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


805-71-BZ — B.B. — 2324  to  2328  West  13th  Street,  west 
side,  160  feet  south  of  Avenue  W,  Block  7160,  Lots  15, 
18,  Borough  of  Brooklyn,  Community  Board  #13,  Alt. 
No.  1017-70,  re-  proposed  two  storv  enlargement  to 
existing  synagogue,  Cl-2  and  R5  district. 


806-71-A — B.R. — 55  Scarboro  Avenue,  northwest  corner, 
Block  2831,  Lot  127,  Rosebank,  Borough  of  Richmond, 
N.B.  133-69,  re-  proposed  connection  of  a  six  inch  house 
drain  to  existing  four  inch  sanitary  sewer,  R6  district. 


807-71-A — F.D. — 212  5th  Avenue,  southwest  corner  of 
West  26th  Street,  Block  827,  Lot  44,  Borough  of  Man¬ 
hattan,  F.D.  Letter  of  12/17/71,  re-  elevators  in  readi¬ 
ness,  C5-2  district. 


808-7,1-A — B.M. — 126  to  138  Liberty  Street,  3  to  13  Al¬ 
bany  Street,  southeast  corner  of  Greenwich  and  Liberty 
Street,  and  124  to  140  Greenwich  Street,  and  133  to  151 
Washington  Street,  entire  block,  Block  54,  Lots  1,  3, 
6,  8,  15,  16,  18,  20,  21,  22,  23,  and  26,  Borough  of  Man¬ 
hattan,  N.B.  31-71,  re-  vertical  fire  division,  stairs,  cor¬ 
ridors,  exit  passageways,  escalators,  C6  district. 


809-71-SM — Lighting  Diffusers  Company,  Division  of 
B  &  L  Lighting  Company,  formed  vinyl  panels  for  light¬ 
ing  diffusers  in  luminous  ceilings,  manufactured  by  Light¬ 
ing  Diffusers  Company,  Division  of  B  &  L  Lighting 
Company,  Material. 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  1,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  1,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

377-51-BZ 

APPLICANT — Minnie  Roth,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  29, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  parking  of  motor  vehicles  for  tenants  and  customers 
(no  fee  to  be  charged). 

PREMISES  AFFECTED — 222-06  to  222-24  Hempstead 
Avenue,  southwest  corner  of  223rd  Street,  Block  11157, 
Lot  20,  Queens  Village,  Borough  of  Queens. 
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60-54-BZ — Vol.  II 

APPLICANT — Charles  Costa,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  7, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  a  gasoline 
service  station,  lubritorium,  auto  laundry  (non-automatic), 
minor  auto  repair  shop  (with  hand  tools  only),  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 904  Burke  Avenue,  southeast 
corner  of  Bronxwood  Avenue,  Block  4574,  Lot  25,  Borough 
of  The  Bronx. 


693-61-BZ 

APPLICANT — Cosmo  Pacetta,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  E  area 
district,  the  erection  of  a  one  story  building  with  less  than 
the  required  setback  for  an  E  area  district,  and  for  use  as 
a  refreshment  stand  for  the  sale  of  soda,  candy,  cigarettes, 
frankfurters  and  sandwiches,  sale  of  fishing  bait  and  tackle. 

PREMISES  AFFECTED — 120  Beach  9th  Street,  east  side 
(361.38  feet  mapped)  366.53  feet  south  of  Seagirt  Avenue, 
Block  15612,  Lot  55,  Far  Rockaway,  Borough  of  Queens. 


314-57-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Woodycrest  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  4, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 1227-1229  Woodycrest  Avenue, 
west  side,  146.57  feet  south  of  West  168th  Street,  Block 
2515,  Lots  29  and  37,  Borough  of  The  Bronx. 


565-71-BZ 

APPLICANT — Telchin  and  Campenella  for  Malka  Realty 
Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
shop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 

PREMISES  AFFECTED — 165  to  167  Bowery,  east  side, 
63.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  December  21,  1971,  for  hearing. 


592-71-BZ 

APPLICANT — Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  and  R2  district,  the  erection  of  a 
second  floor  to  an  existing  one  story  mixed  building  and  the 
change  in  occupancy  to  medical  and  professional  offices. 


PREMISES  AFFECTED — 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond. 

Laid  over  from  January  11,  1972,  for  hearing. 


351-70-BZ 

APPLICANT — Stanley  H.  Klein  for  Queens  Village  Super 
service,  Inc.,  owner. 

SUBJECT — Application  June  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automotive  service 
station  structure  previously  before  the  Board. 

PREMISES  AFFECTED — 220-14  Jamaica  Avenue,  south 
side,  382.65  feet  east  of  Springfield  Boulevard,  Block 
10789,  Lot  268,  Queens  Village,  Borough  of  Queens. 

764-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Cam-Himm  Wong, 
owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
family  dwelling  that  encroaches  on  the  required  front  yard 
and  rear  yard  and  the  erection  of  a  one  story  and  cellar 
store. 

PREMISES  AFFECTED— 99-11  to  99-13  63rd  Road,  north 
side,  101.73  feet  east  of  99th  Street,  Block  2110,  Lot  58, 
Rego  Park,  Borough  of  Queens. 


594-71-BZ 

APPLICANT — Albert  Melniker  for  Thomas  Paccione, 
owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of 
an  accessory  garage  to  a  one  family  dwelling,  that  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 40  Giffords  Lane,  northwest 
corner  of  Baltimore  Street,  Block  5436,  Lot  28,  Great 
Kills,  Borough  of  Richmond. 


605-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Hollis  Park 
Nursing  Home,  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
three  story  enlargement  to  an  existing  nursing  home  that 
creases  non-compliance  in  floor  area  ratio  and  encroach¬ 
ment  into  the  rear  yard. 

PREMISES  AFFECTED— 191-06  Hillside  Avenue,  south¬ 
east  corner  of  191st  Street,  Block  10456,  Lots  12  and  15, 
Hollis,  Borough  of  Queens. 


612-71-BZ 

APPLICANT — Larry  Meltzer  for  Harry  Auster  and  Al¬ 
bert  M.  Warren,  owner,  Humble  Oil  and  Refining  Com¬ 
pany,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 
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PREMISES  AFFECTED— 179-12  to  179-20  Hillside 
Avenue,  and  88-02  to  88-14  179th  Place,  southwest  corner, 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 


468-71-BZ 


4372-BZY — Vol.  VIII — B.Q. — 67-07  Burns  Street,  Block 

3234,  Lots  1,  3,  N.B.  7063-61. 


3609-BZY — Vol.  IX — B.Q. — 157-17  129th  Avenue,  Block 
12266,  Lot  59,  N.B.  7580-61. 


APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 

PREMISES  AFFECTED — 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

Laid  over  from  January  11,  1972,  for  continued  hear¬ 
ing. 


473-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  July  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED — 31  Washigton  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552, 
Lot  61,  Borough  of  Manhattan. 

Laid  over  from  January  11,  1972,  for  continued  hear¬ 
ing. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  1,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  February  1, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

Hearing  closed. 


4059-BZY — Vol.  IX — B.Q. — 58-30  76th  Street,  Block 

2822,  Lot  30,  N.B.  1222-61. 

- .  r"T! 

4233-BZY — Vol.  IX — B.B. — 3030  Emmons  Avenue,  Block 
7515,  Lot  42,  N.B.  3088-61. 


4277-BZY — Vol.  IX — B.R. — 67  Olympia  Boulevard, 
Block  3281,  Lot  10,  Alt.  No.  19-61. 


3997 — BZY — Vol.  IX — B.R. — 690  Castleton  Avenue, 
Block  134,  Lot  53,  N.B.  3261-61. 


5Q3-65-SA 

APPLICANT — Tappan  Company  —  Automatic  domestic 
dishwasher. 


722-65-SA 

APPLICANT — Reeve  Electrical  Company,  Incorporated — 
Fire  alarm. 


867-65-SA 

APPLICANT — Safety  First  Products,  Incorporated — Res¬ 
taurant  hood  fire  control  system. 

98-70-SM 

APPLICANT — Sprague  Meter  Company,  Division  of  Tex¬ 
tron,  Incorporated — Gas  pressure  regulators. 

285-70-SA 

APPLICANT — Autocall  Division,  Federal  Sign  and  Signal 
Corporation — Interior  fire  alarm  signaling  station. 

634-70-SM  ' 

APPLICANT — Proctor  and  Schwartz,  Incorporated — Drum 
dryer. 


661-70-SA 

APPLICANT — Autocall  Division — Fire  detection  systems. 


474-71-SA 

APPLICANT — Grove  Manufacturing  Company  —  Crane 
safety  device. 


635-71-SA 

APPLICANT — Three  B.  Electronics,  Incorporated — Fire 
alarm. 


154-71-BZ 


639-71-SA 


APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner 
SUBJECT— Application  March  16,  1971— decision  of  th 
Borough  Superintendent  under  Section  666,  of  the  Nev 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eigh 
story  nursing  home  that  exceeds  the  permitted  floor  are; 
ratio,  encroaches  on  the  required  front  yard,  side  yard  anc 
side  setback  and  penetrates  the  sky  exposure  plane 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north- 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29  30 
31,  32.  33,  37,  38,  Borough  of  The  Bronx. 

Hearing  closed, 


APPLICANT — Huebsch  Originators,  American  Laundry 
Machinery  Industries,  Divisions  of  McGraw-Edison  Com¬ 
pany-Drying  tumbler. 

700-71-SA 

APPLICANT— Gas-Fired  Products,  Incorporated— Infrared 
heater. 


701-71-SA 

APPLICANT— Gas-Fired  Products,  Incorporated— Infrared 
heater. 
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702-71-SA 

APPLICANT — Gas-Fired  Products,  Incorporated — Infrared 
heater. 


703-71-SA 

APPLICANT — Gas-Fired  Products,  Incorporated — Infrared 
heater. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED — 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 


712-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Nat  Di  Martino, 
owner. 

SUBJECT — Application  November  3,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 240  Sommer  Avenue,  south  side, 
180.00  feet  west  of  Graham  Avenue,  Block  2217,  Lots  10 
and  52,  Bulls  Head,  Borough  of  Richmond. 


760-71-A 

APPLICANT — Abraham  Grossman  for  Gertrude  W.  Kap¬ 
lan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 31  to  33  West  12th  Street, 
north  side,  325  feet  west  of  Fifth  Avenue,  Block  576,  Lot 
56,  Borough  of  Manhattan. 


780-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursu¬ 
ant  to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 29  Satterlee  Street,  east  side, 
280  feet  south  of  Amboy  Road,  Block  7945,  Lot  60,  Tot- 
tenville,  Borough  of  Richmond. 


781-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 33  Satterlee  Street,  east  side, 
320  feet  south  of  Amboy  Road,  Block  7945,  Lot  58,  Tot- 
tenville.  Borough  of  Richmond. 


782-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 


SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 37  Satterlee  Street,  east  side, 
360  feet  south  of  Amboy  Road,  Block  7945,  Lot  56,  Tot- 
tenville,  Borough  of  Richmond. 


783-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 41  Satterlee  Street,  east  side, 
400  feet  south  of  Amboy  Road,  Block  7945,  Lot  54,  Tot- 
tenville,  Borough  of  Richmond. 


784-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 45  Satterlee  Street,  south  side, 
440  feet  south  of  Amboy  Road,  Block  7945,  Lot  52,  Tot- 
tenville,  Borough  of  Richmond. 


785-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 49  Satterlee  Street,  east  side, 
480  feet  south  of  Amboy  Road,  Block  7945,  Lot  50,  Totten- 
ville,  Borough  of  Richmond. 


786-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 53  Satterlee  Street,  east  side, 
520  feet  south  of  Amboy  Road,  Block  7945,  Lot  48,  Totten- 
ville,  Borough  of  Richmond. 


787-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 55  Satterlee  Street,  east  side, 
560  feet  south  of  Amboy  Road,  Block  7945,  Lot  45,  Totten- 
ville,  Borough  of  Richmond. 


788-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 
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PREMISES  AFFECTED — 59  Satterlee  Street,  east  side, 
600  feet  south  of  Amboy  Road,  Block  7945,  Lot  43,  Totten- 
ville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  8,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  8,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

1304-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7E  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  nontransient  parking  of 
more  than  five  motor  vehicles ;  pleasure  cars  only  on  a 
weekly  or  monthly  basis. 

PREMISES  AFFECTED — 1082  Woodycrest  Avenue,  east 
side,  100  feet  south  of  West  166th  Street,  Block  2509,  Lots 
10,  11  and  12,  Borough  of  The  Bronx. 


1252-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 350  Wadsworth  Avenue,  west 
side,  72  feet,  3  inches  north  of  West  190th  Street,  Block 
2170,  Lot  281,  Borough  of  Manhattan. 


838-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  minor  auto  repairs,  office, 
sales,  storage  room,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 1866-1890  Westchester  Avenue 
and  1273-1291  White  Plains  Road,  southwest  corner,  Block 
3767,  Lots  53,  56,  57  and  59,  Borough  of  The  Bronx. 


553-56-BZ 

APPLICANT — Andrew  Di  Camillo  for  No.  14th  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expires  April  3,  1972— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permitting 


in  a  residence  use  district  the  parking  and  storage  of  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED — 449-453  Degraw  Street,  north 
side,  150  feet  west  of  Bond  Street,  Block  416,  Lots  50,  51, 
53  and  152,  Borough  of  Brooklyn. 

518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

Laid  over  from  December  14,  1971,  for  hearing. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs. 
Community  Board  #10. 

PREMISES  AFFECTED — 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn. 

Laid  over  from  January  11,  1972,  for  hearing. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 


364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stores  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 


715-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 


6 


CALENDAR 


ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  manufacturing 
building  and  the  change  in  occupancy  from  pharmaceutical 
factory  to  paint  repair,  storage  and  accessory  offices. 

PREMISES  AFFECTED — 4901  to  4911  Clarendon  Road, 
and  691  to  701  East  49th  Street,  northeast  corner,  Block 
4760,  Lots  38  and  40,  Borough  of  Brooklyn. 


716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live  load. 

PREMISES  AFFECTED — 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38  and  40,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  8,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  8, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters: 

2468-BZY — Vol.  IX— B.M.— 146  to  148  Ridge  Street, 
Block  345,  Lot  37,  N.B.  345-61. 


2469-BZY — Vo!.  IX— B.M.— 150  to  152  Ridge  Street, 
Block  345,  Lot  39,  N.B.  346-61. 


2470-BZY — Vol.  IX — B.M. — 95  Attorney  Street,  Block 
348,  Lot  64,  N.B.  180-61. 


2471-BZY— Vol.  IX— B.M.— 617  East  6th  Street,  Block 
389,  Lot  52,  Alt.  No.  47-61. 


3541-BZY— Vol.  VIII— B.Q.— 33-22  255th  Street,  Block 
8154,  Lot  2,  N.B.  3384-61. 


3542-BZY— Vol.  VIII— B.Q.— 33-04  255th  Street,  Block 
8154,  Lot  10,  N.B.  3388-61. 


3543-BZY— Vol.  VIII— B.Q.— 33-29  255th  Street,  Block 
8152,  Lot  24,  N.B.  3401-61.' 


3544-BZY— Vol.  VIII— B.Q.— 33-31  255th  Street,  Block 
8152,  Lot  25,  N.B.  3402-61.' 


3545-BZY— Vol.  VIII— B.Q.— 33-27  255th  Street,  Block 
8152,  Lot  23,  N.B.  3400-61. 


3546-BZY— Vol.  VIII— B.Q.— 33-21  255th  Street,  Block 
8152,  Lot  21,  N.B.  3398-61. 


3547-BZY— Vol.  VIII— B.Q.— 33-25  255th  Street,  Block 
8152,  Lot  22,  N.B.  3399-61. 


3548-BZY— Vol.  VIII— B.Q.— 33-17  255th  Street,  Block 
8152,  Lot  19,  N.B.  3396-61. 


3549-BZY— Vol.  VIII— B.Q.— 33-19  255th  Street,  Block 
8152,  Lot  20,  N.B.  3397-61. 


3550-BZY— Vol.  VIII— B.Q.— 33-09  255th  Street,  Block 
8152,  Lot  16,  N.B.  3393-61. 


3551-BZY— Vol.  VIII— B.Q.— 33-11  255th  Street,  Block 
8152,  Lot  17,  N.B.  3394-61. 


3552-BZY — Vol.  VIII — B.Q. — 33-15  255th  Street,  Block 
8152,  Lot  18,  N.B.  3395-61. 


3553-BZY — Vol.  VIII — B.Q. — 33-07  255th  Street,  Block 
8152,  Lot  15,  N.B.  3392-61. 


3554-BZY — Vol.  VIII — B.Q. — 33-03  255th  Street,  Block 
8152,  Lot  13,  N.B.  3390-61. 


3555-BZY — Vol.  VIII — B.Q. — 33-05  255th  Street,  Block 
8152,  Lot  14,  N.B.  3391-61. 


3556-BZY — Vol.  VIII — B.Q. — 33-24  255th  Street,  Block 
8154,  Lot  1,  N.B.  3383-61. 


3557-BZY — Vol.  VIII — B.Q. — 33-01  255th  Street,  Block 
8152,  Lot  12,  N.B.  3389-61. 


3558-BZY — Vol.  VIII — B.Q. — 33-18  255th  Street,  Block 
8154,  Lot  3,  N.B.  3385-61. 


3559-BZY — Vol.  VIII — B.Q. — 33-16  255th  Street,  Block 
8154,  Lot  4,  N.B.  3386-61. 


3560-BZ’i — Vol.  VIII — B.Q. — 33-02  255th  Street,  Block 
8154,  Lot  8,  N.B.  3387-61. 


2577-BZY — Vol.  IX — B.Bx. — 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 


2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 


2576-BZY — Vol.  IX — B.Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 


797-71-A 

APPLICANT — Augustin  Sumyk  for  Roman  Kwiatkowski, 
owner. 

SUBJECT — Application  December  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  conforming  store  to  non-conforming  residential 
use. 

PREMISES  AFFECTED — 178  West  Street,  east  side,  20.0 
feet  south  of  Green  Street,  Block  2521,  Lot  9,  Borough  of 
Brooklyn. 


802-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 
SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1884  Monroe  Avenue  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 


803-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Isaac  Kaplan. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 349  Waverly  Avenue,  east  side, 
112  feet  south  of  Lafayette  Avenue,  Block  1945,  Lot  12, 
Borough  of  Brooklyn. 
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806-71-A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
connection  of  a  6"  house  drain  to  an  existing  A"  sanitary 

sewer. 

PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  15,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  February  15,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor.  New  York,  N.  Y.  10013  on  the 
following  matters : 

617-71-BZ 

APPLICANT — Joseph  S.  Gottlieb  for  William  Kriger, 
owner;  Bagel  World  of  Jackson  Heights,  Incorporated, 
lessee. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit,  in  a  Cl-2  dis¬ 
trict,  in  an  existing  three  story  building,  the  addition  to  the 
use  of  the  first  floor  retail  bakery  to  include  wholesale 
establishment. 

PREMISES  AFFECTED — 89-14  Northern  Boulevard, 
south  side.  60  feet  west  of  90th  Street,  Block  1437,  Lot  7, 
Jackson  Heights,  Borough  of  Queens. 


677-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Coressel, 
owner;  Frank  Territo,  d/b/a  Gay  Manor,  lessee. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl- 1  district, 
in  an  existing  two  story  building,  the  addition  to  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 917  Manor  Road,  southeast 
corner  of  Tillman  Street,  Block  700,  Lot  8,  West  New 
Brighton,  Borough  of  Richmond,  Community  Board  #3. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  15,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  15,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-Pressurized  Products. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 


SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


662-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

580-71-A 

APPLICANT — Hector  Ferreras  for  Rita  Giovanucci, 
owner. 

SUBJECT — Application  October  20,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 91  Eastern  Loop  Road,  north 
side,  976.48  feet  west  of  Four  Corners  Road,  Block  884, 
Lot  19,  Todt  Hill,  Borough  of  Richmond. 


798-71-A 

APPLICANT — Kenneth  H.  Koons  for  Tippiansal  Holding 
Corporation,  owner ;  Hispanic  Association  for  Drug  Free 
Society,  lessee. 

SUBJECT — Application  December  29,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  smoke  de¬ 
tectors  or  sprinklers. 

PREMISES  AFFECTED — 1010-1014  Hoe  Avenue,  east 
side,  100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5, 
Borough  of  The  Bronx. 

804-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT— Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 93  to  95  Avenue  U,  north  side, 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 


807-71-A 

APPLICANT — Charles  Spindler  for  212  5th  Avenue  Asso¬ 
ciates,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED — 212  5th  Avenue,  southwest 
corner  of  West  26th  Street,  Block  827,  Lot  44,  Borough 
of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  11,  1972,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 

on  Tuesday  morning  and  afternoon  December  14,  1971  and 

December  21,  1971,  were  approved  as  printed  in  the  Bul¬ 
letins  of  December  23,  1971  and  December  30,  1971,  Vol.  56, 

Nos.  51  and  52. 

749-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  Yolanda  Radice, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  A'ariance  which  expired  July  24,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7e,  7A  and  7h  of  the  Zoning  Resolution  to 
permit  in  a  local  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car  wash, 
motor  vehicle  repairs  and  office  and  to  permit  the  parking 
of  cars  waiting  to  be  serviced,  with  a  business  entrance 
(curb  cut)  nearer  the  residence  use  district  than  is  per¬ 
mitted. 

PREMISES  AFFECTED — 222-19  Linden  Boulevard,  north¬ 
west  corner  of  223rd  Street,  Block  11323,  Lot  1,  Spring- 
field  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Allan  Kishner. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  24,  1956,  as  amended  through 
November  27,  1956,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  July  24.  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  3399-53) 


660-54-BZ 

APPLICANT — Arthur  Levine  for  Sylvia  Glicker,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  July  6,  1970 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e,  7h  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  lubritorium,  motor 
vehicle  repairs  and  office,  with  business  entrances  ( curb 
cuts)  and  signs,  and  to  permit  the  parking  of  motor  vehicles. 


PREMISES  AFFECTED— 45-04  Bowne  Street  and  142-16 
45th  Avenue,  southwest  corner,  Block  5202,  Lots  6  and  7, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  1,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  1,  1955,  as  amended  through 
December  13,  1955  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  on  condition  that 
the  sidewalks  be  maintained  free  of  weeds ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (N.B.  2821-54) 


59-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  6, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  of¬ 
fice,  sales,  storage  room,  lubritorium,  car  washing,  minor 
auto  repairs,  parking  and  storage  of  motor  vehicles,  sign, 
and  show  window  within  75  ft.  of  residence  use  district. 

PREMISES  AFFECTED— 264-12  to  264-20  Hillside  Ave¬ 
nue  and  84-02  to  84-10  265th  Street,  southwest  corner, 
Block  8794,  Lot  22,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Allan  Kishner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  6,  1957,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  6,  1957,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  November  6, 
1972,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
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respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  4028-56) 


946-61-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Green  Park  Essex,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  expired  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  in  an  existing 
six  (6)  story  multiple  dwelling  and  accessory  garage,  the 
use  of  a  portion  of  the  cellar  for  offices. 

PREMISES  AFFECTED— 41-02  to  41-26  (41-10  official) 
Bowne  Street,  west  side,  from  41st  Avenue  to  Barclay 
Avenue,  142-34  to  142-52  41st  Avenue,  142-33  to  142-51 
Barclay  Avenue,  Block  5046,  Lot  20,  Flushing,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  8,  1961,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  8,  1961,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  November  8,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt  1168-61) 


1059-63-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mary  Sasso, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  a  C8-1  and 
R5  district,  the  extension  of  a  proposed  public  parking  lot 
into  the  R5  district. 

PREMISES  >  AFFECTED— 2472-2474  Coney  Island  Ave¬ 
nue,  west  side,  115.18  feet  north  of  Avenue  V,  Block  7136, 
Lot  33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Allan  Kishner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1964,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
17,  1964,  by  adding  thereto: 

“that  an  auto  rental  establishment  shall  be  permitted  for 
a  term  of  five  years,  on  condition  that  such  use  shall  be 
restricted  to  the  C8-1  district  portion  of  the  premises, 
substantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  October  7,  1971’,  one  sheet; 
and  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Alt. 
1383-71) 


161-68-BZ 

APPLICANT — Alfonso  Duarte  for  Kinghaven  Corporation, 
owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  a  C5-2  dis¬ 
trict,  the  construction  and  maintenance  of  a  public  parking 
lot. 

PREMISES  AFFECTED — 6  to  8  East  33rd  Street,  south 
side,  100  feet  east  of  Fifth  Avenue,  Block  862,  Lot  69 
(formerly  Lots  69  and  70)  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  29,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
29,  1968,  by  adding  thereto: 

“that  the  premises  shall  be  reduced  in  area  by  omitting 
Lot  70;  and  that  this  parking  lot  shall  substantially 
conform  to  revised  drawing  of  proposed  conditions 
marked  ‘Received  December  1,  1971’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  1481-67) 


182-69-BZ 

APPLICANT — Alfonso  Duarte  for  Missionary  Sisters  of 
the  Sacred  Heart,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  time  to  com¬ 
plete  which  expired  June  24,  1971 — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  un¬ 
der  Sections  73-49,  73-641  and  73-642  of  the  Zon¬ 
ing  Resolution,  permitting  in  an  R7-2  district,  the 
erection  of  a  16  story  enlargement  to  an  existing  hospital 
that  encroaches  on  the  required  front  setback  and  rear 
yard  equivalent,  penetrates  the  sky  exposure  plane,  has  a 
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loading  berth  within  the  front  setback  and  with  roof 
parking. 

PREMISES  AFFECTED— 211  to  235  East  19th  Street, 
north  side,  166  feet  west  of  Second  Avenue,  212  to  238 
East  20th  Street,  Block  900,  Lot  9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  24,  1969,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  vear  from  the  date  of  this  amended  resolution.” 
(Alt.  948-66) 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 
PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  R.  Gray  and  Howard  Miller. 

For  Opposition:  Robert  and  Carmela  Johnson,  Alice 
Frey,  Rina  Glauda,  Lukas  Culen,  Mary  Rizzo,  William 
F.  Hasper,  Patrick  Cahill,  Charles  Butz,  Theresa  Reda, 
Jennie  Pellitteri  and  others. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 


496-71  BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972, 
at  2  P.M.  for  decision,  hearing  closed ;  previously  inspected. 


473-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  July  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district, 
the  conversion  of  an  existing  seven  story  building  from 
residential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED — 31  Washington  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552, 
Lot  61,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Benjamin  J. 

Taruskin,  Dr.  A.  P.  Brisman  and  Dr.  E.  M.  Karnoff. 
For  Opposition:  Doris  Derther,  Jean  Krampner,  Ruth 
Wittenberg,  J.  A.  Doyle,  Xanti  Scharvinsky,  John 
D’Agnello,  Edene  Leader  and  Gessila  Schavinsky. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


592-71-BZ 

APPLICANT — Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  and  R2  district,  the 
erection  of  a  second  floor  to  an  existing  one  story  mixed 
building  and  the  change  in  occupancy  to  medical  and  pro¬ 
fessional  offices. 

PREMISES  AFFECTED — 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond,  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  1,  Staten  Island. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs. 

PREMISES  AFFECTED — 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn,  Community  Board  #10. 

APPEARANCES— 

For  Applicant :  None. 

For  _  Opposition :  Edward  R.  Ellis,  Eugene  Aronski, 
Michael  T.  Dougherty,  Evelyn  Santoro  and  Thelma 
Dubac. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing  at  the  request  of  Community  Plan¬ 
ning  Board  No.  10,  Brooklyn. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 
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SUBJECT — Application  August  31,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


269-71-BZ 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  an  R3-2  district,  on  a  plot  with  greenhouses, 
the  addition  to  the  uses  to  include  the  sale  of  agricultural 
products  grown  off-site. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  7,  1971;  then  to  January 
11,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1971,  acting  on  N.  B.  Applic.  223/1962, 
reads : 

“1.  Amendment  to  include  the  sale  of  products  not 
produced  on  the  same  zoning  lot  is  contrary  to  Sec.  22-14 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Resol¬ 
ution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  on  a  plot  with  greenhouses,  the  addition  to 
the  uses  to  include  the  sale  of  agricultural  products  grown 


off-site,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  January 
6,  1972,”  7  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


270-71-A 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  building  area  ex¬ 
ceeds  the  tabular  limits. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1971  on  N.  B.  Applic.  223-62,  reads : 

“2.  Building  area  exceeds  the  tabular  limits  and  is 
contrary  to  Sec.  C26-254.0  of  the  1938  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  31,  1971,  acting  on  N.  B.  Applic. 
223/1962  Objection  No.  2,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  shall  conform  to  the  resolution  granted  this  day 
under  Calendar  No.  269-71-Bz,  and  that  all  other  laws, 
rules  and  regulations  be  complied  with. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner ;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 118-09  to  118-15  Atlantic 
Avenue,  northwest  corner  of  Lefferts  Boulevard,  Block 
9350,  Lots  32,  34,  35,  and  36,  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Joseph  M.  Mattone 
and  James  J.  Mannix. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  .  4 
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Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  7,  1971;  then  to 
January  11,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1971,  acting  on  N.  B.  Applic  463/1969,  reads: 

“1.  Proposed  automotive  service  station  (Use  Group 
16B)  on  a  lot  located  in  a  C2-2  mapped  in  R5  District 
is  contrary  to  Sec.  32-00  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  erection  and  maintenance 
of  the  automotive  service  station  with  accessory  uses,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  July  2,  1971,”  4  sheets, 
and  “January  5,  1972,”  2  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


512-71-BZ 

APPLICANT- — Geoffrey  E.  Fulton  for  Bernstein  and  Bern¬ 
stein,  owner;  WNJU-TV  A  Division  of  Screen  Gems 
Stations,  Incorporated,  lessee. 

SUBJECT — Application  July  26,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-30  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  on  the  roof  of 
an  existing  18  story  multiple  dwelling,  the  installation  of 
television  antennas  and  a  television  bulkhead  and  tower. 
PREMISES  AFFECTED — 1020  Grand  Concourse,  south¬ 
east  corner  of  East  165th  Street,  Block  2461,  Lot  94, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Jared  Jussim  and  Geoffrey  E.  Fulton. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  23,  1971,  acting  on  Alt.  Applic.  168/1971,  reads: 

“A-l  Proposed  installation  of  non-accessory  tele¬ 
vision  antennas  and  T.V.  bulkhead  on  roof  of  above 
building  will  be  in  violation  of  Sec.  22-10  Zoning  Reso¬ 
lution  as  a  permitted  use  as  of  right.  This  application 
not  further  considered.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 


spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-30  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-30  of  the  Zoning  Resolution,  to  permit, 
for  a  term  of  three  years,  in  an  R8  district,  on  the  roof  of 
an  existing  18-story  multiple  dwelling,  the  installation  of 
television  antennas  and  a  television  bulkhead  and  tower,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  July  26,  1971,”  6  sheets, 
and  on  further  condition  that  adequate  protection  be  pro¬ 
vided  against  sounds,  transmission  to  apartments  in  the 
building,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 

529-71-BZ 

APPLICANT — Leo  D.  Fakler  for  DGGV  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  cellar  supermarket  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — 84-12  97th  Avenue,  southeast 
corner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  7,  1971;  then  to  January 
11,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  28,  1971,  acting  on  N.B.  Applic.  660/1971,  reads: 

“1.  Commercial  use  (Supermarket)  is  not  per¬ 
mitted  in  Residence  district  Sec.  21-00  of  Z.  R. 

2.  Accessory  parking  for  commercial  use  in  R5 
district  is  contrary  to  Sec.  21-00  of  Z.  R. 

3.  Min.  10'  front  yard  not  provided  for  is  contrary 
to  Sec.  23-45  of  Z.  R. 

Note:  There  are  no  side  yard  or  loading  provisions 
covering  this  case.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
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an  R5  district,  the  erection  of  a  one-story  and  cellar  super¬ 
market  with  accessory  parking  in  the  open  area,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  August  4,  1971,”  5  sheets, 
and  “January  5,  1972,”  3  sheets,  and  on  further  condi¬ 
tion  that  there  shall  be  no  deliveries  from  84th  Street, 
and  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

547-71-BZ 

APPLICANT — Philip  P.  Agusta  and  Frank  J.  Meier  for 
Benjamin  Nedbor,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
one  story  warehouse  that  encroaches  on  the  required  yard 
along  a  district  boundary. 

PREMISES  AFFECTED — 61-10  Maurice  Avenue,  east 
side,  49.08  feet  north  of  61st  Street,  Block  2371,  Lots  112 
and  120,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Opposition:  None. 

RECOMMENDATION  OF.  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  10,  1971,  acting  on  N.B.  Applic.  346/1971, 
reads : 

“1.  The  proposed  structure  within  30'  required  rear 
yard  is  contrary  to  Sec.  33-292  of  Z.  R.  (No  change  in 
zone  or  conditions).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-50  of  the  Zoning  Resolution,  to  permit  in 
a  C8-1  district,  the  erection  of  a  one-story  warehouse  that 
encroaches  on  the  required  yard  along  a  district  boundary. 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  August  16,  1971,” 
4  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with  and  that  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


682-71-BZ 

APPLICANT — Harry  Simmons  for  Temple  Petach  Tikvah, 
owner ;  Ann’s  Community  Play  Center,  Incorporated,  Con¬ 
tract  Vendee. 

SUBJECT — Application  October  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement  of 
an  existing  two  story  building  to  be  occupied  as  a  day  care 


center  that  increases  the  degree  of  non-compliance  in  lot 
coverage. 

PREMISES  AFFECTED — 249  to  253  Rochester  Avenue, 
east  side,  60  feet  south  of  St.  John’s  Place,  Block  1386, 
Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Simmons. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  2,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  17,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1970,  acting  on  Alt.  Applic.  1038/1970, 
reads : 

“1.  Proposed  two  story  extension  to  a  Telephone 
exchange,  Use  Group  6,  in  an  R6  District  is  contrary  to 
Section  32-15  of  the  Zoning  Resolution  and  is  permitted 
only  by  special  permit  of  the  Board  of  Standards  & 
Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning,  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-641  of  the  Zoning  Resolution ;  and 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  enlargement  of  an  existing  two-  and 
three-story  building  to  be  occupied  as  a  day  care  center 
that  increases  the  degree  of  non-compliance  in  lot  coverage, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  October  20,  1971,” 
5  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  resolution. 


Adjourned:  2:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  11,  1972,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan. 

522-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  cellar  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  minimum  distance 
between  buildings  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Stanley  Klein. 
For  Opposition :  None. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Nolan  .  1 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  .  3 

Absent :  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin:  then  laid  over  to  December  21,  1971;  laid  over  to 
January  11,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1971,  acting  on  N.B.  Applic.  384/1971,  reads: 

“2M — Proposed  two  story  Class  A  Multiple  Dwell¬ 
ing  exceeds  the  bulk  regulations  in  an  R3-2  District  and 
is  contrary  to  Sections  23-141,  23-222,  23-45,  23-462, 
23-463,  23-631  and  23-70  of  the  Zoning  Resolution. 

7M — Required  off-street  parking  located  in  R3-2 
Zone  is  contrary  to  Sec.  25-23  Z.R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  after  consideration  finds  it  is  unable 
to  make  a  grant  on  this  application. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated,  June  29,  1971  on  N.  B.  #384/71,  Objection  Nos. 
2m  &  7M,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


523-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  front  and  side  yard, 
provide  access  to  entrance  hall  for  wheel  chair  individuals. 
PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121  - 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Stanley  Klein. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant. 


713-71-BZ 

APPLICANT — Edward  J.  Hurley  for  A.  Feltz  and  Sons, 
Incorporated,  owner. 

SUBJECT — Application  November  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R6  district,  the 
enlargement  in  area  of  an  existing  food  manufacturing 
and  freezing  establishment  previously  before  the  Board. 


PREMISES  AFFECTED— 1241  to  1249  Randall  Avenue, 
628  Barretto  Street,  northwest  corner  and  615  Manida 
Street,  Block  2765,  Lots  232,  228  and  227,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Frank  Farinella. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  . 0 

Absent :  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  11,  1972;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  Ml-1  and  R6  district; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  3,  1971,  acting  on  Alt.  Applic.  256/1971, 
reads ; 

“5.  Proposed  extension  is  contrary  to  BSA  Cal. 
#78-59-BZ.  This  application  is  therefore  referred  to 
the  Board  of  Standards  and  Appeals  for  its  determina¬ 
tion  as  per  Sec.  11-412  N.  Y.  C.  Zoning  Res. 

6.  Since  there  are  no  bulk,  parking,  or  loading 
regulations  for  proposed  use  in  residence  district,  this 
application  is  referred  to  the  Board  for  its  determina¬ 
tion.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  Ml-1  and  R6  district,  the  enlargement  in 
area  of  an  existing  food  products  manufacturing  and  freezing 
establishment  previously  before  the  Board,  on  condition  that 
all  work  shall  conform  to  the  drawings  filed  with  this  appli¬ 
cation  marked  “Received  November  3,  1971,”  3  sheets,  and 
“November  15,  1971,”  1  sheet,  and  that  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant.  Edwin  Storch. 

For  Opposition :  None. 
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ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.,  for  decision;  applicant  to  furnish  additional  in¬ 
formation. 


720-71-BCR 

APPLICANT — Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT — Request  by  letter  dated  October  21,  1971,  Re¬ 
ceived  October  27,  1971  to  modify  Section  504.  (a)  Refer¬ 
ence  Standard  RS  10-3.  Letter  of  November  12,  1971, 
Received  November  16,  1971  requesting  that  letter  of 
October  21,  1971  be  set  aside  at  this  time.  Letter  of 
November  26,  1971  Received  November  29,  1971  requesting 
that  Section  504. (a)  Reference  Standard  RS  10-3  (ACI 
318-1963,  Building  Code  requirements  for  reinforced  con¬ 
crete)  be  modified. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  D.  of  B. 

For  Opposition :  S.  V.  DeSimone,  Lawrence  F.  Hicky, 
Raymond  C.  Heun  and  Edward  P.  Vignone. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.  for  continued  hearing. 


1905-BZY — Vol.  VII — B.Bx. — 2666  Netherland  Avenue, 
N.  B.  1482-60. 

APPEARANCES— 

For  Applicant :  Isadore  A.  Seltzer. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at  2 
P.M.  for  continued  hearing ;  applicant  to  submit  additional 
information  as  to  financing. 


708-71-A 

APPLICANT — C  and  C  Laboratories,  owner. 

SUBJECT — Application  November  3,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Put-Away  in  4  ounce  Poly 
Vinyl  Chloride  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  C.  Henry  Cretors. 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt. 
John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  1,  1971  on  Folder  No.  4232,  reads : 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Put-Away’  a  combustible  mixture 
having  a  flash  point  of  115°  F.  in  containers  as  follows: 
4  oz.  Poly  Vinyl  Chloride  is  disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C19-62.0.b  of  the  NYC  Administrative  Code 
requires  that  metal  or  glass  containers  be  used  to 
package  combustible  mixture  products.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 


Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
October  1,  1971,  acting  on  Folder  No.  4232  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  container  shall  comply  with  drawing 
filed  November  3,  1971,  1  sheet,  and  on  further  condition 
that  the  label  on  the  container  shall  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner,  and 
in  all  other  respects,  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


714-71-A 

APPLICANT — Penray  Company,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of 
flammable  mixture  known  as  Nox-Ice  in  12  ounce  metal 
cans  with  rip-top  not  in  compliance  with  the  regulations 
of  the  Administrative  Code  of  New  York. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 
John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  28,  1971  on  Folder  No.  122-2570,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  Nox-Ice  a  flammable  mixture  with 
a  flash-point  below  75°  in  containers  as  follows:  12  oz. 
metal  cans  with  rip-top  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit.  Sec. 
C19-59.0.C  NYC  Adm.  Code  requires  containers  for 
flammable  mixture  to  be  equipped  with  replaceable  tops 
or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  28,  1971,  acting  on  Folder  No.  122-2570  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  substantially  com¬ 
ply  with  drawing  filed  November  5,  1971,  1  sheet,  and  that 
the  label  have  prominently  displayed  instructions  that  the 
entire  contents  are  to  be  emptied  upon  initial  opening,  and 
that  the  label  shall  be  in  such  style  that  is  satisfactory  to 
the  Fire  Commissioner,  and  that  in  all  other  respects,  all 
applicable  rules,  laws  and  regulations  are  to  be  complied 
with. 


727-71-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Century  Villa  Incorporated,  owner. 

SUBJECT — Application  November  17,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  full  time  paid 
attendant  for  thirteen  cars,  portion  of  building  is  less  than 
8%  of  the  total  perimeter. 

PREMISES  AFFECTED — 9515  Avenue  N,  north  side, 
102.1054  feet  west  of  East  96th  Street,  Block  8279,  Lot  6, 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  . 4 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  IS,  1971  on  N.  B.  Applic.  259-71,  reads: 

“L  The  feasibility  of  a  full  time  paid  attendant  for 
and  the  arrangement  and  design  of  parking  located 
within  the  driveway  is  questioned  under  Sec.  25-62  of 
Zoning  Resolution. 

2.  The  proposed  building  is  contrary  to  Sec. 
C26-401.1  of  Adm.  Bldg.  Code  since  the  portion  of  the 
building  which  is  facing  on  a  street  is  less  than  8% 
of  the  total  perimeter  of  said  building.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  15,  1971,  acting  on  N.  B.  Applic.  259-71, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


728-71-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Century  Villa  Incorporated,  owner. 

SUBJECT — Application  November  17,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  full  time 
paid  attendant  for  thirteen  cars,  portion  of  building  is  less 
than  8%  of  the  total  perimeter. 

PREMISES  AFFECTED — 9516  Avenue  M,  south  side, 
103.5^4  feet  east  of  East  95th  Street,  Block  8279,  Lot  43, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  15,  1971  on  N.  B.  Applic.  260-71,  reads: 

“1.  The  feasibility  of  a  full  time  paid  attendant 
for  13  cars  and  the  arrangement  and  design  of  parking 
located  within  the  driveway  is  questioned  under  Sec. 
25-62  of  Zoning  Resolution. 

2.  The  proposed  building  is  contrary  to  Sec. 
C26-401.1  of  Adm.  Bldg.  Code  since  the  portion  of  the 
building  which  is  facing  on  a  street  is  less  than  8%  of 
the  total  perimeter  of  said  building.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  15,  1971,  acting  on  N.  B.  Applic.  260-71, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


772-71-A 

APPLICANT — Penray  Company,  owner. 

SUBJECT — Application  December  17,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  Penray  5  Minute  Engine 
Cleaner  in  sealed  metal  can,  32  fluid  ounce  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt. 
John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  13,  1971  on  Folder  No.  122-2759,  reads : 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Penray  5  Minute  Engine  Cleaner’  a 
combustible  mixture  having  a  flash  point  of  102°F.  in 
containers  as  follows :  sealed  metal  can,  32  fl.  oz.  is 
disapproved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C.19-62.0.b  NYC  Adm. 
Code  requires  that  containers  for  combustible  mixtures 
be  equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  December  13,  1971,  acting  on  Folder  No.  122-2759,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  container  shall  substantially 
comply  with  the  drawing  filed  December  17,  1971,  1  sheet, 
and  that  the  label  have  prominently  displayed  instructions 
that  the  entire  contents  are  to  be  emptied  upon  initial  open¬ 
ing,  and  that  the  label  be  in  such  style  as  is  satisfactory  to 
the  Fire  Commissioner,  and  in  all  other  respects,  all  applica¬ 
ble  laws,  rules  and  regulations  shall  be  complied  with. 


480-71- A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

For  Opposition :  Ruth  Wittenberg. 

For  Administration:  I.  Minkin,  Dept.  Bldgs. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
2  P.M.  for  continued  hearing. 
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662-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  F.  Petraglia,  F.  D. 

For  Opposition :  William  J.  Williams. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972, 
at  2  P.M.  for  continued  hearing  and  a  progress  report. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  F.  Petraglia,  F.  D. 

For  Owner :  William  J.  Williams. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972, 
at  2  P.M.  for  continued  hearing  and  a  progress  report. 


698-71-A 

APPLICANT — Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — review  of  Fire 
Department  Regulations  Covering  Pressurized  Products 
re-  (Jet-Start  Starting  Fluid  Injection  System). 

APPEARANCES— 

For  Applicant:  Bill  G.  Davis. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 
John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  data  requested  by  the  Board. 


712-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Nat  Di  Martino, 
owner. 

SUBJECT — Application  November  3,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 240  Sommer  Avenue,  south 
side,  180.00  feet  west  of  Graham  Avenue,  Block  2217, 
Lots  10,  and  52,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Monica  Armour. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 

2  P.M.  for  applicant  to  amend  his  application. 


Adjourned:  4:30  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  October  12,  1971,  as  they 
appeared  in  Bulletin  No.  42,  Vol.  56,  are  hereby  corrected 
to  read  as  follows : 

585-62-A 

APPLICANT — Charles  M.  Spindler  of  Hobb  Realty  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  sprinkler  system;  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED — 541-545  West  34th  Street,  north 
side,  225  feet  east  of  11th  Avenue,  Block  706,  Lots  10,  13 
and  54,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1964,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  May  27,  1969; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7, 
1964  as  amended  through  May  27,  1969  by  adding  thereto: 
“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  June 
24,  1971’,  four  sheets,  and  August  31,  1971  three  sheets 
on  condition  that  the  occupancy  shall  be  limited  to  the 
number  of  persons  shown  thereon,  including  the  ‘Schedule 
of  Employees’  shown  on  the  second  floor  plan;  and 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (F.  D. 
No.  541634) 

^Correction :  In  the  Resolved  section  of  the  Resolution  the 
matter  in  italics  has  been  inserted  to  correct. 


19 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


Of 


^  Ill* 

vevhsox 

&*'■*!  in- 

\3rt)aria  ’ 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


20 


w 

336 


BULLETIN 


OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LVII 


Subscription 
$25.00  a  year 


January  27,  1972 


By  Mail,  65  cents  (Cash  only) 
Single  Copies.  50  cents 


No.  4 


DIRECTORY 


— 


BOARD  OF  STANDARDS  AND  APPEALS 


... . ,  ,  ... 

CONT. 

S  .  n  n  ic 

.  1 


w= 


Mil 


P'S  Lr 


Docket. 

Notice  of  Hearing  of  Calendar. 


THOMAS  F.  GALVIN.  Chairman 

Samuel  L.  Becker.  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


Herman  M.  Karson.  R.  A..  Deputy  Director 
James  P.  Mulroy.  Secretary 


John  B.  Cincotta.  Chief  Clerk 


Office — 80  Lafavette  Street.  9th  Floor,  Manhattan.  New 
York.  N.  Y.  10013. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Jan¬ 
uary  18,  1972,  Affecting  Calendar  Numbers — 


906-50- BZ— Vol.  II 

517-71-BZ 

590-71-BZ 

437-56-BZ 

546-71-BZ 

591-71-BZ 

833-57-BZ 

595-71-BZ 

737-71-BZ 

1085-61-BZ 

555-71-BZ 

758-71-BZ 

239-69-BZ 

556-71-A 

408-71-BZ 

444-69- A— Vol.  II 

578-71-BZ 

457-71-BZ 

275-71-BZ 

597-71-BZ 

527-71-BZ 

332-71-BZ 

587-71-BZ 

581-71-BZ 

443-71-BZ 

588-71-BZ 

585-71-BZ 

485-71-BZ 

589-71-BZ 

674-71-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Jan¬ 

uary  18,  1972,  Affecting  Calendar  Numbers — 
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976-64-SA 

153-56-SA 

484-71-SA 

1005-64-SA 

820-57-SM 

631-71-SA 

1006-64-SA 

821-57-SM 

659-71-SA 

720-71-BCR 

201-59-SA 

684-71-SA 

232-71-A 

1266-61-SA 

685-71-SM 

228-71-A 

13-64-SA 

687-71-SA 

924-68- A— Vol.  II 

495-64-SA 

699-71-SA 

449-71- A 

1032-64-SA 

62-61-SA 

652-71-A 

915-66-SM 

358-61-SA 

653-71-A 
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1135-61-SM 
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744-70-SM 
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672-71-A 

865-64-SM 

Correction  Affecting  Calendar  Number — 

616-65-BZ— Vol.  II 


Telephone — 566-5174. 
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DOCKET 

New  Cases  Filed  up  to  January  18,  1972 

Cal.  No.  Dept.  Premises  Affected 

1-72-SM — Leitner  Equipment  Company,  Division  of 
Vendo  Company,  Whirl-Kleen  various  sizes,  for  grease 
filter,  manufactured  by  Leitner  Equipment  Company, 
Division  Vendo  Company,  Material. 


2-72-SM — Glaros  Products  Incorporated,  glaros  metal 
panel  systems,  insul-lap  urethane,  insulated  panel,  4 
configurations,  tri-crest,  bi-crest,  chevron,  and  terrace 
used  as  insulated  wall  system  for  commercial  and  in¬ 
dustrial  buildings,  manufactured  by  Glaros  Products 
Incorporated,  Material. 


3-72-SM — Vickers  Tulsa  Division,  Thimble  to  secure 
wire  rope  to  winch  drum,  manufactured  by  Vickers 
Tulsa  Division,  Material. 


4-72-A — B.R. — 80S  Pelton  Avenue,  east  side,  100  feet 
north  from  Bard  Avenue,  Block  294,  Lot  6,  West 
Brighton,  Borough  of  Richmond,  N.B.  334-71,  re-  build¬ 
ing  not  fronting  legal  street,  General  City  Law. 


5-72-BZ — B.Q. — 89-10  63rd  Drive,  east  side,  320  feet 
north  of  Carlton  Street,  Block  3117,  Lot  17,  Rego  Park, 
Borough  of  Queens,  Community  Board  #6,  re-  proposed 
conversion  of  Doctor’s  office  to  an  apartment  in  celler, 
R3-1  district. 


6-72-BZ — B.B. — 1078  to  1082  Utica  Avenue,  north  west 
corner  of  Beverly  Road,  Block  4734,  Lot  32,  Borough 
of  Brooklyn,  Community  Board  #9,  Alt.  No.  1205-71, 
re-  one  story  enlargement  to  automotive  repair  station, 
C8-1  district. 


7-72-BZ — B.B. — 2405  Avenue  P.  north  side,  37  feet  east 
of  East  24th  Street,  Block  6771,  Lot  50,  Borough  of 
Brooklyn,  Community  Board  #14,  re-  proposed  exten¬ 
sion  of  medical  offices,  R6  district. 


8-72- A — B.B. — 2405  Avenue  P,  north  side,  37  feet  east 
of  East  24th  Street,  Block  6771,  Lot  50,  Borough  of 
Brooklyn,  Community  Board  #14,  re-  proposed  ex¬ 
tension  of  the.  office  uses  within  a  frame  building,  live 
load,  R6  district. 


9-72-A— B.R. — 1781  Arthur  Kill  Road  northwest  corner 
of  Arden  Avenue,  Block  6169,  Lot  16,  Arden  Heights, 
Borough  of  Richmond,  N.B.  878-70,  re-  review  of  a 
decision  of  the  Borough  Superintendent,  zoning  matter, 
R3-2  district. 


10-72-A — B.R. — 224  St.  Johns  Avenue,  southwest  corner 
of  Beethoven  Street,  Block  3005,  Lot  9,  Rosebank, 
Borough  of  Richmond,  N.B.  2380-63,  re-  three  story 
frame  dwelling,  R3-2  district. 


1 1-72-SM — -Master  Builders  Division  of  Martin-Marietta, 
M.asterflow  713  Grout,  manufactured  by  Master  Builders 
Division  of  Martin-Marietta,  Material. 


12-72-BZ — B.Q. — 138-10  135th  Avenue,  southeast  corner 
of  Van  Wyck  Expressway,  Block  12093,  Lot  20,  South 
Ozone  Park,  Borough  of  Queens,  Community  Board 
#12, _  ES  200,  201,  203-71,  re-  proposed  three  signs  are 
within  one  hundred  feet  of  a  street  line,  are  excessive 
in  area,  extends  above  curb,  C4-2  district. 


13-72-A — F.D. — 920  Broadway,  southeast  corner  of  East 
21st  Street,  Block  849,  Lot  63,  Borough  of  Manhattan, 
F.D..  letter  of  12/28/71,  re-  elevators  in  readiness,  Ml-5 
district. 


14-72-A — B.R. — 476  St.  Pauls  Avenue,  west  side,  226.22 
feet  south  of  Trossach  Road,  Block  611,  Lot  71,  Stapel- 
ton,  Borough  of  Richmond,  N.B.  256-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


15-72-BZ — B.Q. — 96-22  Rockaway  Boulevard,  southwest 
corner  of  97th  Street,  Block  9167,  Lot  7,  Woodhaven, 
Borough  of  Queens,  Community  Board  #10,  ES  444  to 
447-71,  re-  proposed  illuminated  signs,  Cl-2  district. 


16-72-SM — American  Steel  Products  Corporation,  Amer¬ 
ican  Steel  Products  Corporation  sliding  elevator  en¬ 
trances,  manufactured  by  American  Steel  Products 
Corporation,  Material. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  8,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  8,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  'New  York,  N.  Y.  10013  on  the 
following  matters ; 

1304-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  nontransient  parking  of 
more  than  five  motor  vehicles ;  pleasure  cars  only  on  a 
weekly  or  monthly  basis. 

PREMISES  AFFECTED — 1082  Woodycrest  Avenue,  east 
side,  100  feet  south  of  West  166th  Street,  Block  2509,  Lots 
10,  11  and  12,  Borough  of  The  Bronx. 


1252-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 350  Wadsworth  Avenue,  west 
side,  72  feet,  3  inches  north  of  West  190th  Street,  Block 
2170,  Lot  281,  Borough  of  Manhattan. 


838-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  minor  auto  repairs,  office, 
sales,  storage  room,  parking  and  storage  of  motor  vehicles. 
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PREMISES  AFFECTED— 1866-1890  Westchester  Avenue 
and  1273-1291  White  Plains  Road,  southwest  corner,  Block 
3767,  Lots  53,  56,  57  and  59,  Borough  of  The  Bronx. 


553-56-BZ 

APPLICANT — Andrew  Di  Camillo  for  No.  14th  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expires  April  3,  1972 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district  the  parking  and  storage  of  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED — 449-453  Degraw  Street,  north 
side,  150  feet  west  of  Bond  Street,  Block  416,  Lots  50,  51, 
53  and  152,  Borough  of  Brooklyn. 


518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

Laid  over  from  December  14,  1971,  for  hearing. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs. 
Community  Board  #10. 

PREMISES  AFFECTED — 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn. 

Laid  over  from  January  11,  1972,  for  hearing. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 


364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stores  to  an  existing 


three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 


715-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  manufacturing 
building  and  the  change  in  occupancy  from  pharmaceutical 
factory  to  paint  repair,  storage  and  accessory  offices. 

PREMISES  AFFECTED— 4901  to  4911  Clarendon  Road, 
and  691  to  701  East  49th  Street,  northeast  corner,  Block 
4760,  Lots  38  and  40,  Borough  of  Brooklyn. 


716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live  load. 

PREMISES  AFFECTED— 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38  and  40,  Borough  of  Brooklyn. 

595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
establishment  with  accessory  repairs. 

PREMISES  AFFECTED — 5312  21st  Avenue,  west  side,  100 
feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


597-71-BZ 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 1598  East  98th  Street,  west  side, 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 
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517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  ex¬ 
tension  in  use  of  an  existing  plastics  manufacturing  estab¬ 
lishment  and  the  erection  of  a  second  floor  for  residential 
use  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  into  the  front  and  side  yards. 

PREMISES  AFFECTED — 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


555-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castle- 
ton  Corners,  Borough  of  Richmond. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


556-71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 


587-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
2.16  feet  west  of  147th  Place,  Block  4986,  Lot  16.  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-71  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


590-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  January  18,  1972,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 
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FEBRUARY  8,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  8, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

2468-BZY — Vol.  IX— B.M.— 146  to  148  Ridge  Street, 
Block  345,  Lot  37,  N.B.  345-61. 


2469-BZY— Vol.  IX— B.M.— 150  to  152  Ridge  Street, 
Block  345,  Lot  39,  N.B.  346-61. 


2470-BZY — Vol.  IX — B.M. — 95  Attorney  Street,  Block 
348,  Lot  64,  N.B.  180-61. 


2471-BZY— Vol.  IX— B.M.— 617  East  6th  Street,  Block 
389,  Lot  52,  Alt.  No.  47-61. 


3541-BZY— Vol.  VIII— B.Q.— 33-22  255th  Street,  Block 
8154,  Lot  2,  N.B.  3384-61. 


3542-BZY— Vol.  VIII— B.Q.— 33-04  255th  Street,  Block 
8154,  Lot  10,  N.B.  3388-61. 


3543-BZY— Vol.  VIII— B.Q.— 33-29  255th  Street,  Block 
8152,  Lot  24,  N.B.  3401-61. 


3544-BZY— Vol.  VIII— B.Q.— 33-31  255th  Street,  Block 
8152,  Lot  25,  N.B.  3402-61. 


3545-BZY— Vol.  VIII— B.Q.— 33-27  255th  Street,  Block 
8152,  Lot  23,  N.B.  3400-61. 


3546-BZY— Vol.  VIII— B.Q.— 33-21  255th  Street,  Block 
8152,  Lot  21,  N.B.  3398-61. 


3547-BZY— Vol.  VIII— B.Q.— 33-25  255th  Street,  Block 
8152,  Lot  22,  N.B.  3399-61. 


3548-BZY— Vol.  VIII— B.Q.— 33-17  255th  Street,  Block 
8152,  Lot  19,  N.B.  3396-61. 


3549-BZY— Vol.  VIII— B.Q.— 33-19  255th  Street,  Block 
8152,  Lot  20,  N.B.  3397-61. 


3550-BZY— Vol.  VIII— B.Q.— 33-09  255th  Street,  Block 
8152,  Lot  16,  N.B.  3393-61. 


3551-BZY— Vol.  VIII— B.Q.— 33-11  255th  Street,  Block 
8152,  Lot  17,  N.B.  3394-61. 


3552-BZY— Vol.  VIII— B.Q.— 33-15  255th  Street,  Block 
8152,  Lot  18,  N.B.  3395-61. 


3553-BZY— Vol.  VIII— B.Q.— 33-07  255th  Street,  Block 
8152,  Lot  15,  N.B.  3392-61. 


3554-BZY— Vol.  VIII— B.Q.— 33-03  255th  Street,  Block 
8152,  Lot  13,  N.B.  3390-61. 


3555-BZY— Vol.  VIII— B.Q.— 33-05  255th  Street,  Block 
8152,  Lot  14,  N.B.  3391-61. 


3556-BZY— Vol.  VIII— B.Q.— 33-24  255th  Street,  Block 
8154,  Lot  1,  N.B.  3383-61. 


3557-BZY— Vol.  VIII— B.Q.— 33-01  255th  Street,  Block 
8152,  Lot  12,  N.B.  3389-61. 


3558-BZY— Vol.  VIII— B.Q.— 33-18  255th  Street,  Block 
8154,  Lot  3,  N.B.  3385-61. 


3560-BZY— Vol.  VIII— B.Q.— 33-02  255th  Street,  Block 
8154,  Lot  8,  N.B.  3387-61. 


2577-BZY— Vol.  IX— B.Bx.— 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 


2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 


2576-BZY — Vol.  IX — B.Bx.— 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 


664-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 343  to  347  Kingsland  Avenue, 
west  side,  180  feet  north  of  268  Monitor  Street,  Block  2608, 
Lot  82,  Borough  of  Brooklyn. 


665-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 


924-68-A— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 47  to  49  West  14th  Street,  north 
side,  220  feet  east  of  Avenue  of  the  Americas,  Block  816, 
Lot  13,  Borough  of  Manhattan. 


652-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 515  Oder  Avenue,  east  side, 
195.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 


653-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 517  Oder  Avenue,  east  side, 
223.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 


654-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


3559-BZY— Vol.  VIII— B.Q.— 33-16  255th  Street,  Block 
8154,  Lot  4,  N.B.  3386-61. 
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PREMISES  AFFECTED — 521  Oder  Avenue,  east  side, 
251.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  15, 
Fox  Hills,  Borough  of  Richmond. 


670-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Haredi  Realty  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 108-02  Otis  Avenue,  northeast 
corner  of  Van  Cleef  Street,  Block  1962,  Lot  1,  Corona, 
Borough  of  Queens. 


797-71-A 

APPLICANT — Augustin  Sumyk  for  Roman  Kwiatkowski, 
owner. 

SUBJECT — Application  December  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  conforming  store  to  non-conforming  residential 
use. 

PREMISES  AFFECTED — 178  West  Street,  east  side,  20.0 
feet  south  of  Green  Street,  Block  2521,  Lot  9,  Borough  of 
Brooklyn. 


802-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 
SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1884  Monroe  Avenue  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 


803-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Isaac  Kaplan. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 349  Waverly  Avenue,  east  side, 
112  feet  south  of  Lafayette  Avenue,  Block  1945,  Lot  12, 
Borough  of  Brooklyn. 


806-71-A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
connection  of  a  6"  house  drain  to  an  existing  4"  sanitary 
sewer. 

PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  15,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  February  15,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

627-51-BZ 

APPLICANT — McGee  and  Morsellino  for  Benson  Chev¬ 
rolet,  Incorporated,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
11,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  7e,  7f,  7h,  and 
7i  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  building  to  be 
used  as  a  motor  vehicle  repair  shop  incident  to  authorized 
automobile  dealer’s  use,  including  a  non-storage  garage 
for  more  than  five  but  not  more  than  seventy  motor 
vehicles ;  an  automobile  showroom  for  authorized  auto¬ 
mobile  dealer ;  storage,  sale  and  display  of  more  than  five 
but  not  more  than  25  used  motor  vehicles ;  free  parking 
of  more  than  five  but  less  than  30  motor  vehicles  for 
patrons  and  employees  only,  office,  conference  room  and 
storage  of  bulk  auto  parts ;  with  a  roof  sign  not  in  con¬ 
formity  with  zoning  resolution. 

PREMISES  AFFECTED— 1553-1583  86th  Street  and 
8514-8524  16th  Avenue,  northwest  corner  and  1558-1562 
85th  Street,  Block  6341,  Lot  30,  Borough  of  Brooklyn. 


355-45-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Italia  Tanga,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  28,  1971 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building  from 
auto  laundry  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 50-24  Queens  Boulevard,  south 
side,  193.20  feet  east  of  50th  Street,  Block  2283,  Lot  43, 
Woodside,  Borough  of  Queens. 


862-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  25,  1971 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto.  washing,  lubrication,  office  and  acces¬ 
sory  sales  and  parking  of  motor  vehicles  awaiting  service, 
with  curb  cuts,  signs  and  show  windows  within  75  ft. 
of  the  residence  use  district. 

PREMTSES  AFFECTED — 1781-1791  Bay  Ridge  Parkwav 
and  7416-7422  18th  Avenue,  northwest  corner,  Block  6215, 
Lot  47  and  49,  Borough  of  Brooklyn. 


605-56-BZ 

APPLICANT — Barnett  Ross  Associates  for  Humble  Oil 
Refining  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
11,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7e,  7f,  7h  and  7i 
of  the  Zoning  Resolution,  permitting  in  a  residence,  retail 
and.  restricted  retail,  D  area  district  a  gasoline  service 
station,  lubritorium,  auto  laundry  (non  automatic)  minor 
auto  repair  shop  with  hand  tools  only  and  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 2511  Westchester  Avenue, 
northwest  corner  of  St.  Peters  Avenue,  Block  3980,  Lot 
1,  Borough  of  The  Bronx. 


•j 


CALENDAR 


546-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Robert  P.  Marrone, 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  catering  establish¬ 
ment  previously  before  the  Board. 

PREMISES  AFFECTED — 5305  to  5317  Avenue  N,  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 
Laid  over  from  January  18,  1972. 


617-71-BZ 

APPLICANT — Joseph  S.  Gottlieb  for  William  Kriger, 
owner;  Bagel  World  of  Jackson  Heights,  Incorporated, 
lessee. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  in  an  existing  three  story  building,  the  addition  to  the 
use  of  the  first  floor  retail  bakery  to  include  wholesale 
establishment. 

PREMISES  AFFECTED — 89-14  Northern  Boulevard, 
south  side,  60  feet  west  of  90th  Street,  Block  1437,  Lot  7, 
Jackson  Heights,  Borough  of  Queens. 


677-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Coressel, 
owner;  Frank  Territo,  d/b/a  Gay  Manor,  lessee. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district, 
in  an  existing  two  story  building,  the  addition  to  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 917  Manor  Road,  southeast 
corner  of  Tillman  Street  Block  700,  Lot  8,  West  New 
Brighton,  Borough  of  Richmond,  Community  Board  #3. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  15,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  February  15,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

55-72-BCR 

APPLICANT — Joseph  Stein  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT — Application  January  13,  1972,  Received  January 
20,  1972 — Section  10.14  of  Reference  Standard  RS10-1 
(Masonry),  Modification  of. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-Pressurized  Products. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 


SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


662-71 -A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT  Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

228-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


449-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


672-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 753  to  755  Grand  Street,  north 
side,  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 


680-71-A 

APPLICANT — Hector  Ferreras  for  Rita  Giovanucci, 
owner. 

SUBJECT — Application  October  20,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 91  Eastern  Loop  Road,  north 
side,  976.48  feet  west  of  Four  Corners  Road,  Block  884, 
Lot  19,  Todt  Hill,  Borough  of  Richmond. 
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798-7  l-A 

APPLICANT — Kenneth  H.  Koons  for  Tippiansal  Holding 
Corporation,  owner;  Hispanic  Association  for  Drug  Free 
Society,  lessee. 

SUBJECT — Application  December  29,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  smoke  de¬ 
tectors  or  sprinklers. 

PREMISES  AFFECTED— 1010-1014  Hoe  Avenue,  east 
side,  100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5, 
Borough  of  The  Bronx. 


804-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 93  to  95  Avenue  U,  north  side. 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 


807-71-A 

APPLICANT— Charles  Spindler  for  212  5th  Avenue  Asso¬ 
ciates,  owner. 

SUBJECT— Application  December  30,  1971— appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED— 212  5th  Avenue,  southwest 
corner  of  West  26th  Street,  Block  827,  Lot  44,  Borough 
of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  22,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  22,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 


PREMISES  AFFECTED— 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 


598-71-BZ 

APPLICANT— Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
area  for  bank  into  the  residential  district. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  sidg, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 


599-71-A 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 


613-71-BZ 

APPLICANT — Larry  Meltzer  for  Temple  Hillel  of  Flat- 
lands,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  synagogue, 
community  center  and  school  that  increases  the  degree  of 
non-compliance  into  the  front  yeard. 

PREMISES  AFFECTED— 2164  to  2190  Ralph  Avenue, 
and  5913  to  5923  Avenue  L,  northwest  corner.  Block 
7839,  Lot  1,  Borough  of  Brooklyn. 


704-71-BZ 

APPLICANT — Anthony  T.  Nappi  for  62-64  West  138th 
Street  Corporation,  owner. 

SUBJECT — Application  October  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  the  conversion  of  an  abandoned  garage  to  office 
use. 

PREMISES  AFFECTED— 62  to  64  West  138th  Street, 
south  side,  127  feet  east  of  Lenox  Avenue,  Block  1735, 
Lot  65,  Borough  of  Manhattan,  Community  Board  #10. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  18,  1972,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


906-50-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Martin  Siegel, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  December  11, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  7f,  7i  and  7  A  of  the  Zoning  Resolution,  permitting  in 
a  retail  use  district,  the  proposed  change  of  use  from 
parking  and  storage  of  motor  vehicles  to  auto  showroom, 
new  and  used  cars,  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  office  and  sales,  storage, 
parking  and  storage  of  motor  vehicles,  proposed  show  win¬ 
dows,  signs,  curb  cuts  within  75  feet  of  the  residence  use 
district.. 

PREMISES  AFFECTED — 8101-8111  3rd  Avenue  and  302- 
312  81st  Street,  southeast  corner,  Block  5997,  Lot  7  (for¬ 
merly  Lots  7  and  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Allan  Kishner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  December  11,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  11,  1956,  as  amended  through  November  25,  1958,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  December  11,  1971, 
to  permit . . .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  2186-55). 


437-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  11, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  21  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use,  E-l  area 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubrication,  office  and  accessory 
sales,  minor  repairs  with  hand  tools  only. 

PREMISES  AFFECTED — 148-20  Cross  Island  Parkway, 
west  side,  102.67  feet  south  of  14th  Avenue,  Block  4645, 
Lot  3,  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Allan  Kishner. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  11,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  18,  1972,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
11,  1956,  as  amended  through  July  2,  1957,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  December  11,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certicate  of  Occupancy  shall 
be  obtained.”  (N.B.  1828-56) 


833-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Irving  Krakow 
and  Moe  M.  Atlas,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
21  of  the  Zoning  Resolution,  permitting  in  a  D  area  district, 
a  two  story  extension  of  an  existing  shop  for  the  manufac¬ 
ture  of  canvas  covers  occupying  more  than  the  permitted 
area. 

PREMISES  AFFECTED — 8802-8810  Foster  Avenue,  south¬ 
east  corner  of  East  88th  Street,  Block  7967,  Lot  35,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  25,  1958,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
25,  1958,  by  adding  thereto : 

“that  the  building  may  be  arranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  condi¬ 
tions  marked  ‘Received  December  3,  1971’,  two  sheets, 
on  condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  1767-71) 


1085-61-BZ 

APPLICANT — Louis  B.  Santangelo  for  Ralph  Giannone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  21, 
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1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  area  for  the  non-transient  parking 
and  storage  of  pleasure  type  automobiles. 

PREMISES  AFFECTED— 3523  Hull  Avenue,  west  side, 
133.4  feet  south  of  East  211th  Street,  Block  3356,  Lots  101 
and  103,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  L.  B.  Santangelo. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  21,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  21,  1961,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  November  21, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  392-61) 


239-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Sheldon  H. 

Solow  d/b/a  Solovieff  Realty  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  December  16, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-20  of  the  Zoning 
Resolution,  permitting  in  a  Cl-9  and  R8  district  in  con¬ 
junction  with  the  erection  of  a  45  story  mixed  building, 
the  installation  of  one  theatre. 

PREMISES  AFFECTED— 1261  to  1281  2nd  Avenue,  251 
East  66th  Street,  northwest  corner,  222-250  East  67th 
Street,  Block  1421,  Lot  21,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Arthur 
Geller. 

For  Opposition :  Bernard  Botein. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  16,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  December  8,  1970,  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 


ber  16,  1969,  as  amended  through  December  8,  1970,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  16,  1971.”  (N.B.  13-69) 


444-69- A — Vol.  II 

APPLICANT — Blue  Fox  Industries,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  combustible  mixture 
in  one  gallon  rectangular,  y2  gallon  and  one  quart  plastic 
containers  with  metal  screw  caps  not  in  compliance  with 
regulation  requirements  of  New  York  City  Administrative 
Code;  previously  granted  on  condition. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  14,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1970,  by  adding  thereto : 

“that  the  trade  name  of  this  product  may  be  changed  to 
‘Blue  Fox  Windshield  Washer  Anti-Freeze  &  Cleaner 
With  De-Icer’,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (F.  D.  No.  122-4129) 

275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT— Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family 
dwelling  that  increases  the  degree  of  non-compliance  within 
the  rear  yard. 

PREMISES  AFFECTED— 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
10  A.M.,  for  hearing,  in  order  for  the  applicant  to  notify 
the  affected  property  owners. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73*-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
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on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  at  the  request  of  the  applicant,  for  the  Corpora¬ 
tion  Counsel  to  complete  title  vesting,  for  decision;  pre¬ 
viously  Inspected. 


443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

For  Opposition :  Stephen  Andretta  and  Philomena 
Andretta. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  to  submit  additional  information ;  previously 
inspected. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant  and 
Community  Planning  Board  No.  13,  Queens;  previously 
inspected. 


517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  ex¬ 
tension  in  use  of  an  existing  plastics  manufacturing  estab¬ 
lishment  and  the  erection  of  a  second  floor  for  residential 
use  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  into  the  front  and  side  yards. 


PREMISES  AFFECTED— 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Milton  Bassin  and  Alphonse  J.  Russo. 
For  Opposition:  Marion  Springle,  Odessa  Clemmons, 
Alfred  A.  Jenkins,  Reuben  H.  Avery  and  Stella  Fleming. 
ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
plans ;  previously  inspected. 


546-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Robert  P.  Marrone 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT- — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  erec¬ 
tion  of  a  two  story  enlargement  to  an  existing  catering 
establishment  previously  before  the  Board. 

PREMISES  AFFECTED— 5305  to  5317  Avenue  N,  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico  and  Robert  P.  Marrone. 
For  Opposition:  Francis  P.  McCarrick,  Vincenzo  Pas- 
quarilli,  Larry  T.  Cullington  and  Sebastian  J.  Pennise. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  18,  Brooklyn,  and  Councilman  Monroe 
Cohen. 


595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
establishment  with  accessory  repairs. 

PREMISES  AFFECTED — 5312  21st  Avenue,  west  side,  100 
feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Norman  L.  Reiffman. 
For  Opposition:  Frank  R.  Werner,  John  Maurello,  Richard 
J.  Johannesen  and  Ray  Kelly. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information. 


555-71-BZ 

APPLICANT— Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  John  A.  Fuseo  and  Aldo  Furetti. 
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ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  re¬ 
vised  plans;  previously  inspected. 


556-71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  re¬ 
vised  plans;  previously  inspected. 


578-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Felicia  Schenkel, 
owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  on  a  plot  with  two  existing  automotive  service 
stations,  the  reconstruction  to  provide  for  one  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 833  to  847  4th  Avenue  south¬ 
east  corner  of  30th  Street,  Block  673,  Lots  1  and  5  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


597-71-BZ 

APPLICANT— Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT— Application  September  2,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  _  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 1598  East  98th  Street,  west  side, 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  Stephen  Sauter,  Kathleen  Normandy 
Stephen  Garvey  and  F.  Z.  Ippolito. 

OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  ’the 
applicant  submitting  additional  information  \  previously 
inspected. 


587-71-BZ 

APPLICANT  McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT— -Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  lias  less  than  the  required  open  space  ratio,  lot  area 


and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Louis  M.  Ferrara 
and  Elizabeth  Piliero. 

For  Opposition:  Joseph  Bendick. 

ACTION  OF  BOARD— Laid  over  to  February  8,  1972, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information ;  previously  inspected. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
2.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Louis  M.  Ferrara 
and  Elizabeth  Piliero. 

For  Opposition:  Joseph  Bendick. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information ;  previously  inspected. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Louis  M.  Ferrara 
and  Elizabeth  Piliero. 

For  Opposition:  Joseph  Bendick. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 


590-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  front 
yard. 
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PREMISES  AFFECTED— 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Louis  M.  Ferrara 
and  Elizabeth  Piliero. 

For  Opposition :  Joseph  Bendick. 

ACTION  OF  BOARD— Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino,  Louis  M.  Ferrara 
and  Elizabeth  Piliero. 

For  Opposition :  Joseph  Bendick. 

ACTION  OF  BOARD— Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 


737-71-BZ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  City 
Board  of  Education  Office  of  School  Building,  owner. 

SUBJECT — Application  November  29,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  73-19  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the 
erection  of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 1666  Hancock  Street,  south¬ 
east  corner  of  Cypress  Avenue,  Block  3549,  Lot  44, 
Ridgewood,  Borough  of  Queens.  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


758-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  211  East  70th  Street  Company,  owner. 

SUBJECT— Application  December  10,  1971— decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  and  Cl-9  district,  the 
erection  of  a  34  story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  in  the  R8  district  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 204  to  220  East  71st  Street, 
north  side,  80  feet  east  of  Third  Avenue,  and  205  to  215 
East  70th  Street,  Block  1425,  Lot  5,  Borough  of  Manhat¬ 
tan.  Community  Board  #8. 


APPEARANCES— 

For  Applicant:  Martin  B.  Swarzman,  Mark  Lebow, 
Samuel  H.  Lindenbaum,  Howard  Zipser,  Richard  Roth, 
Roger  Starr  and  Jack  Rudin. 

For  Opposition:  Donald  Q.  Devine,  William  J.  Diamond, 
Bryan  Webb,  J.  J.  Urstadt,  Lenox  Hill  Neighborhood 
Assoc,  by  David  J.  Stein,  John  J.  McClean,  Francis  Van 
Heemstra,  Louis  Gardner,  Bronson  Binger,  William  H. 
Forsyth,  Jr.  and  Marie  Frost. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


408-71-BZ 

APPLICANT — Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  James  J.  Wedick. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


457-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Ment 
Brothers  Iron  Works,  owner. 

SUBJECT— Application  June  29,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
steel  produce  manufacturing  and  fabrication  plant,  the 
storage  of  finished  products  in  the  open  area. 

PREMISES  AFFECTED— 144  Pilling  Street,  east  side,  100 
feet  south  of  Central  Avenue,  Block  3458,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati. 

For  Opposition:  None. 

RECOMMENDATION  OF  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  . •_ .  0 

Absent :  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  18,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971,  acting  on  Alt.  Applic.  105/1971,  reads : 
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“1.  Proposed  storage  of  steel  products  in  a  Ml-1 
district  in  the  open  yard  within  200  ft.  of  a  residence 
district  boundary  is  contrary  to  Sec.  42-42  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1 
district,  at  an  existing  steel  products  manufacturing  and  fab¬ 
rication  plant,  the  storage  of  finished  products  in  the  open 
area,  on  condition  that  all  work  conform  to  drawings  filed 
with  this  application  marked  “Received  June  29,  1971,”  1 
sheet,  and  “January  6,  1972,”  5  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


527-71-BZ 


APPLICANT — Dominick  T.  Farruggio  for  Guy  Volpe, 
owner. 

SUBJECT— Application  August  2,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  RS  district,  the  erection  of  a  one  story 
enlargement  to  a  two  family  dwelling  that  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED — 1760  57th  Street,  south  side 
200.0  feet  west  of  18th  Avenue,  Block  5498,  Lot  30,  Borough’ 
of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Dominick  T.  Farruggio. 

For  Opposition :  None. 

RECOMMENDATION  OF  COMMUNITY 
BOARD — No  recommendation  received. 

AC  [TON  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Ivlein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


5 

0 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  19/ 1,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  18,  1972;  and 
,  /^J^^eas,  the  decision  of  the  Borough  Superintendent, 
da^ed  June  29,  1971,  acting  on  Alt.  553/1971,  reads: 

1.  The  proposed  one  story  enlargement  encroaches 
^efiuired  rear  yard  and  is  contrary  to  Section 
Z6- 4/  ot  Z.  R. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
.  A  hereas,  the  Board  has  determined  that  the  evidenct 
m  the  record  supports  the  findings  required  to  be  mad< 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  ol 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  each  and  every  one  of  the  required  findings 


and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one-story  enlargement  to  a 
two-family  dwelling  that  encroaches  on  the  required  rear 
yard,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  August  2,  1971,” 
4  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


581-71-BZ 

APPLICANT — Larry  Meltzer  for  Mrs.  J.  Serpico,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  enlarge¬ 
ment  in  area  of  the  second  floor  of  a  one  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  encroachment  into  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 3581  Bedford  Avenue,  east  side, 
300  feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 

RECOMMENDATION  OF  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  21,  1971,  laid  over  to 
January  18,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  30,  1971,  acting  on  Alt.  Applic.  1202/1971, 
reads : 

“1.  The  proposed  construction,  in  an  R2  District,  of 
enlargements  at  the  front  and  rear  of  the  second  floor  of 
an  existing  two  story  and  cellar  one  family  dwelling 
where  the  existing  ‘floor  area  ratio’  exceeds  the  maxi¬ 
mum  allowable  of  0.50,  will  further  increase  the  degree 
of  non-compliance  and  is  contrary  to  Section  23-141  and 
Section  54-31  of  the  Zoning  Resolution. 

2.  The  proposed  construction,  in  an  R2  District,  of 
enlargements  at  the  front  and  rear  of  the  second  floor 
of  an  existing  two  story  and  cellar  one  family  dwelling 
where  the  existing  ‘open  space  ratio’  is  less  than  the 
minimum  allowable  of  150,  will  further  increase  the 
degree  of  non-compliance  and  is  contrary  to  Section 
23-141  and  Section  54-31  of  the  Zoning  Resolution. 

3.  The  proposed  construction,  in  an  R2  District,  of 
an  enlargement  at  the  rear  of  the  second  floor  of  an 
existing  two  story  and  cellar  one  family  dwelling,  will 
encroach  upon  the  required  30'-0"  open  rear  yard  and  is 
contrary  to  Section  23-47  and  Section  54-31  of  the 
Zoning  Resolution. 

4.  The  proposed  construction,  in  an  R2  District,  of 
enlargements  at  the  front  and  rear  of  the  second  floor 
of  an  existing  two  story  and  cellar  one  family  dwelling 
will  encroach  upon  the  required  5'-0"  open  side  yard 
and  is  contrary  to  Section  23-461  and  Section  54-31  of 
the  Zoning  Resolution.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  enlargement  in  area  of  the  second  floor 
of  a  one-family  dwelling  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  en¬ 
croachment  into  the  required  side  and  rear  yards,  on  con¬ 
dition  that  the  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  August  31,  1971,”  6  sheets, 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


585-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Alphonse  and  Catherine  Licata,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  maintenance  of  an 
accessory  garage  to  a  two  family  dwelling  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— (1216  to  1218  official)  1226 
East  92nd  Street,  west  side,  264.13/8  feet  north  of  Avenue 
J,  Block  8199,  Lot  59,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

For  Opposition :  None. 

RECOMMENDATION  OF  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  20,  1971,  acting  on  N.B.  Applic.  350/1971, 
reads : 

“1.  The  proposed  construction  of  an  accessory  pri¬ 
vate  garage  located  in  an  R4  zone  within  a  required  side 
yard  is  contrary  to  Sec.  23-44  and  23-49,  and  within  a 
portion  of  the  required  front  yard  increases  the  degree 
of  non-compliance  for  such  yards  contrary  to  Sec.  23-44 
and  23-45  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 


and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  maintenance  of  an  accessory  garage  to 
a  two-family  dwelling  that  encroaches  on  the  required  front 
and  side  yards,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Sep¬ 
tember  1,  1971,”  3  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


674-71-BZ 


APPLICANT — George  Fuchs  for  White  Castle  Systems 
Incorporated,  owner. 

SUBJECT  Application  October  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  at  an 
existing  drive-in  refreshment  stand  the  installation  of  ac¬ 
cessory  business  signs  that  exceed  the  surface  area  along 
a  district  boundary. 

PREMISES  AFFECTED — 446  Utica  Avenue,  northwest 
corner  of  East  New  York  Avenue,  Block  1430,  Lot  34, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Fuchs. 

For  Opposition :  None. 

RECOMMENDATION  OF  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan . 

Negative :  . 

Absent:  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  8,  1971,  acting  on  E.  S.  Applic.  500,  501  and 
502/1970,  reads: 

‘  L  Proposed,  business  and  accessory  signs  in  a  C8-2 
Zone  along  district  boundaries  of  R7-1  and  R6  Zone 
exceeding  50  sq.  ft.  is  contrary  to  Sect.  32-643  and  32-67 
of  Zone  Resolution.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Whereas,  inspection  shows  that  buildings  within  close 
proximity  to  these  premises  have  similar  signs. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C8-2  district,  at  an  existing  drive-in  refreshment  stand, 
the  installation  of  accessory  business  signs  that  exceed  the 
surface  area  along  a  district  boundary,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  October  13,  1971,”  8  sheets,  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
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and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


Adjourned :  5 :45  P.M. 

James  P.  Mulroy,  Secretary 
REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  18,  1972,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan. 

166-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Larry 
Lawrence,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  in  an  exist¬ 
ing  one  story  auto  repair  shop  previously  before  the  Board, 
the  addition  to  the  uses  to  include  body  repairs. 
PREMISES  AFFECTED— 3413  to  3415  Fort  Hamilton 
Parkway,  south  side,  150  feet  east  of  Chester  Avenue, 
Block  5303,  Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Shapiro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

TFIE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 


451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner;  Karl  Kuntzler  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan .  l 


153-56-SA 

APPLICANT — Pennco  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 

APPEARANCES— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
153-56-SA — Amendment  to  resolution  as  to  additional  models 
of  gas-fired  boilers. 

Pennco  Industries,  Incorporated,  Warren,  Pennsylvania, 
requested  that  the  resolution  adopted  March  11,  1958  and 
as  amended  through  September  29,  1970  under  Cal.  153-56- 
SA  be  reopened  and  amended  so  as  to  include  additional 
models  of  gas-fired  boilers. 

PROPOSED  USE:  Gas  fired  boilers. 

DESCRIPTION :  The  requested  boilers  known  as  Series 
26H  are  the  same  as  the  presently  approved  Series  26  with 
the  exception  of  cabinet  styling.  All  ratings  of  the  two 
series  are  the  same. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  11,  1958  and  as 
amended  through  September  29,  1970  under  Cal.  153-56-SA 
be  reopened  and  amended  so  as  to  include  the  Series  26H 
Gas-fired  boilers  on  condition  that  the  requirements  of  the 
resolution  adopted  March  11,  1958  and  as  amended  through 
September  29,  1970  under  Cal.  153-56-SA  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  mantained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


820-57-SM 

APPLICANT — Reeves-Bowman  Division  Cyclops  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  rec¬ 
ommendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 


Negative :  .  o 

Absent :  Commissioner  Madigan  . ”  i 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

820-57-SM— Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Reeves-Bowman  Division,  Cyclops  Corporation  requested 
that  the  resolution  adopted  September  20,  1960  and  as 
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amended  through  January  25,  1966  under  Cal.  820-57-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Incombustible  roof  deck. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  deck. 

The  request  is  to  show  a  change  of  the  corporate  name 
from  Bowman  Building  Products  Division,  Cyclops  Corpora¬ 
tion  to  Reeves-Bowman  Division,  Cyclops  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1960  and  as 
amended  through  January  25,  1966  under  Cal.  820-57-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name  of  the  owner-manufacturer ;  new  name  being,  Reeves- 
Bowman  Division  Cyclops  Corporation  on  condition  that  the 
requirements  of  the  resolution  adopted  September  20  1960 
and  as  amended  through  January  25,  1966  under  Cal.  820-57- 
SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
a-v'roval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


821-57-SM 


APPLICANT— Reeves-Bowman  Division,  Cyclops  Corpo¬ 
ration,  owner. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
xution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  . .  .  4 

Negative:  . | .  q 

Absent :  Commissioner  Madigan . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

821-57-SM— Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Reeves-Bowman  Division,  Cyclops  Corporation  requested 
that  the  resolution  adopted  September  20,  1960  and  as 
amended  through  January  25,  1966  under  Cal.  821-57-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 


PROPOSED  USE:  Incombustible  roof  deck. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  deck. 

The  request  is  to  show  a  change  of  the  corporate  name 
from  _  Bowman  Building  Products  Division,  Cyclops  Cor¬ 
poration  to  Reeves-Bowman  Division,  Cyclops  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20.  1960  and 
as  amended  through  January  25,  1966  under  Cal.  821-57-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  corpor¬ 


ate  name  of  the  owner-manufacturer ;  new  name  being, 
Reeves-Bowman  Division,  Cyclops  Corporation  on  condition 
that  the  requirements  of  the  resolution  adopted  September 
20,  1960  and  as  amended  through  January  25,  1966  under 
Cal.  821-57-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval.  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

201-59-SA 


APPLICANT — Heil-Quaker  Corporation,  owner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  . 

Negative:  . 

Absent :  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

201-59-SA— Amendment  to  resolution  as  to  additional 
furnaces. 

Heil-Quaker  Corporation,  Nashville,  Tennessee,  requested 
that  the  resolution  adopted  October  27,  1959  and  amended 
through  October  14,  1970  under  Calendar  Number  201-59-SA 
be  reopened  and  amended  as  to  additional  furnaces 
PROPOSED  USE:  Gas  Fired  wall  furnace. 

DESCRIPTION :  The  additional  models  and  their  differ¬ 
ences  from  previously  approved  models  are  as  follows: 
Quaker  Sealed  Combustion  Chamber,  Fan  Type 


Model  Number—  BTU/Hr. 

Type  Gas  Rating 


DVF30A-1-N  or  -LP  30,000 
DVF50A-3-N  or  -LP  50,000 


Type  Control 

Rob.  7000AER  or  AE 
G.C.  B-59SL  or  BM 


Above  units  are  the  same  as  previously  approved  models,  but 
have  an  improved  motor  mount  and  alternate  G.E.  motor 
instead  of  Redmond. 

Sears  Sealed  Combustion  Chamber,  Fan  Type 
Model  Type  BTU/Hr. 

Number  Gas  Rating  Type  Control 


867.736212 

N 

867.736213 

N 

867.736252 

LP 

867.736253 

LP 

867.736414 

N 

867.736415 

N 

867.736452 

LP 

867.736453 

LP 

867.736416 

N 

867.736417 

N 

867.736454 

LP 

867.736455 

LP 

30,000  W-R  —  36B05-202 

30,000  H  —  V8277E 

30,000  W-R  —  36B01-202 

30,000  H  —  V8277F 

50,000  W-R  — 3669-837 

50,000  H  —  V8129H 

50,000  W-R  — 3669-835 

50,000  H  —  V8129H 

50,000  W-R  — 3669-837 

50,000  H  —  V8129H 

50,000  W-R  — 3669-835 

50,000  H  —  V8129H 
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Above  units  are  the  same  as  previously  approved  models 
except  a  different  control  on  the  30M  size  and  new  and 
improved  motor  mounts  and/or  alternate  G.E.  motors  instead 
of  Redmond. 

INSPECTION  AND  TEST :  The  furnaces  have  been  ap¬ 
proved  by  the  American  Gas  Association  under  the  require¬ 
ments  of  USASI  Z21.44. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  27,  1959  and 
amended  through  October  14,  1970  under  Calendar  Number 
201-59-SA  be  reopened  and  amended  as  to  the  additional 
furnaces  listed  above  on  condition  that  the  requirements  of 
the  original  resolution  and  previous  amendments  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer.  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1266-61-SA 

APPLICANT — Heil-Quaker  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1266-61-SA — Amendment  to  resolution  as  to  additional 
models  of  furnaces. 

Heil-Quaker  Corporation,  Nashville,  Tennessee,  requested 
that  the  resolution  adopted  February  25,  1964  and  amended 
through  October  14,  1970  under  Calendar  Number  1266- 
61-SA  be  reopened  and  amended  as  to  additional  models  of 
furnaces. 

PROPOSED  USE:  Gas  fired  wall  furnaces. 

DESCRIPTION :  The  additional  models  and  their  differ¬ 
ences  from  previously  approved  models  are  as  follows: 


Quaker  Standard  Vent  Gravity  Wall  Furnaces 
WRF35A-1-N  or-LP  35,000  Rob— 7000  AE  or  AER 

WRF50A-3-N  or-LP  50,000  G.C.— B59  SL  or  BM 

WRF65A-3-N  or-LP  65,000  G.C.— B59  SL  or  BM 

These  units  are  the  same  as  the  ones  approved  in  1970  except 
a  new  motor  mount  and  alternate  G.E.  fan  motor  are  used. 


Sears  Standard  Vent  Fan  Type  Wall  Furnaces 


Model 

Type 

Rate 

Type 

Number 

Gas 

BTU/Hr. 

Controls 

867.736112 

N 

35,000 

W-R 

—  36B05-202 

867.736113 

N 

35,000 

H 

—  V8277E 

867.736152 

LP 

35,000 

E-R 

—  36B01-202 

867.736153 

LP 

35,000 

H 

—  V8277F 

867.736314 

N 

50,000 

W-R 

—  3669-8 37 

867.736315 

N 

50,000 

H 

—  V8129H 

867.736352 

LP 

50,000 

W-R 

—  L3669-835 

867.736353 

LP 

50,000 

H 

—  V8129H 

867.736316 

N 

50,000 

W-R 

—  3669-83 7 

867.736317 

N 

50,000 

H 

—  V8129H 

867.736354 

LP 

50,000 

W-R 

—  L3669-835 

867.736355 

LP 

50,000 

H 

—  V8129H 

867.736324 

N 

65,000 

W-R 

—  3669-837 

867.736325 

N 

65,000 

H 

—  V8129H 

867.736362 

LP 

65,000 

W-R 

—  L3 669-83 5 

8 67.736363 

LP 

65,000 

H 

—  V8129H 

The  above 

models  have  either  a  new 

fan  mount  or  new  1 

mount  and  alternate  G.E.  motor.  Otherwise,  they  are  the 
same  as  the  previously  approved  1970  models. 


867.733622  N 

867.733623  N 

867.733662  LP 

867.733663  LP 


50,000  W-R  —  36B05-202 

50,000  H  —  V8277E 

50,000  W-R  — 36B01-202 

50,000  H  —  V8277F 


The  above  models  have  a  new  control  valve,  otherwise  they 
are  the  same  as  the  previously  approved  1970  models. 

INSPECTION  AND  TEST :  The  new  models  have  been 
certified  by  American  Gas  Association  Incorporated  Labora¬ 
tories  under  the  provisions  of  USASI  Z21.49. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  25,  1964  and 
amended  through  October  14,  1970  under  Calendar  Number 
1266-61-SA  be  reopened  and  amended  as  to  the  additional 
models  of  furnaces  listed  above,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Quaker  Standard  Vent  Gravity  Furnaces 
Model  Number —  Rate  Type 

Type  Gas  BTU/Hr.  Controls 


WGS25-22-N  or-LP  25,000  H-VS8194  E  or  F 

WGS35-22-N  or-LP  35,000  H-VS8194  E  or  F 

WGD50-22-N  or-LP  50,000  H-VS8194  E  or  F 


Above  models  are  the  same  as  the  ones  approved  in  1970  ex¬ 
cept  for  the  use  of  the  Honeywell  VS8194  control  valve. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


13-64-SA 

APPLICANT — Crane  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  reopened  and  resolu- 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
13-64-SA — Amendment  to  resolution  as  to  additional  gas  fired 
boilers. 

Crane  Company,  Chicago,  Illinois  requested  that  the  reso¬ 
lution  adopted  March  23,  1965  and  as  amended  through  May 
23,  1967  under  Calendar  13-64-SA  be  reopened  and  amended 
so  as  to  include  additional  models  of  gas  fired  boilers. 
PROPOSED  USE:  Low  pressure  gas  fired  boilers. 
DESCRIPTION :  The  requested  boilers  known  as  Series 
100  Boiler  is  basically  the  same  as  the  presently  approved 
102A  Series  differing  only  as  to  exterior  appearance.  The 
requested  boilers  have  the  same  BTU  input  as  the  corres¬ 
ponding  102A  Series. 

INSPECTION  AND  TEST :  The  requested  series  has 
been  approved  by  the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  23,  1965  and  as 
amended  through  May  23,  1967  under  Calendar  13-64-SA  be 
reopened  and  amended  so  as  to  include  the  Series  100  and 
permit  the  boilers  to  be  marketed  by  National-U.  S.  on  condi¬ 
tion  that  the  requirement  of  the  resolution  adopted  March  23, 
1965  and  as  amended  through  May  23,  1967  under  Calendar 
13-64-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


495-64-SA 

APPLICANT — Scully  Electronic  Systems,  Incorporated,  a 
subsidiary  of  Scully  Signal  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
495-64-SA — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Scully  Electronics  System,  Incorporated  requested  that  the 
resolution  adopted  June  30,  1964  and  as  amended  through 
April  27,  1971  under  Calendar  495-64-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Liquid  level  alarm. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  alarm. 

The  request  is  to  show  a  change  of  corporate  name  from 
Scully  Signal  Company  to  Scully  Electronic  System,  Incor¬ 
porated,  a  subsidiary  of  Scully  Signal  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  30,  1964  and  as 
amended  through  April  27,  1971  under  Calendar  495-64-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  cor¬ 
porate  name;  new  name  being  Scully  Electronic  System  In¬ 
corporated,  a  subsidiary  of  Scully  Signal  Company  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  June 
30.  1964  and  as  amended  through  April  27,  1971  under  Cal¬ 
endar  495-64-SA  are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1032-64-SA 

APPLICANT — Hastings  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1032-64-SA — Amendment  to  resolution  as  to  additional 
models  of  gas-fired  heaters. 

Hastings  Industries,  Incorporated,  Omaha,  Nebraska  re¬ 
quested  that  the  resolution  adopted  June  2,  1965  and  as 
amended  through  October  26,  1971  under  Cal.  1032-64-SA  be 
reopened  and  amended  so  as  to  include  additional  make-up 
air  heaters. 

PROPOSED  USE:  Gas  fired  make-up  air  heaters. 

DESCRIPTION :  The  requested  model  are  designated  as 
Models  DH-6  and  DH-8  and  are  designed  as  stock  models. 
They  are  designed  for  a  maximum  of  720,000  and  960,000 
BTU/Hr.  input. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1965  and  as 
amended  through  October  26,  1971  under  Cal.  1032-64-SA 
be  reopened  and  amended  so  as  to  include  the  additional  gas- 
fired.  make-up  air  heaters;  Models  DH-6  and  DHr8  on 
condition  that  the  requirements  of  the  resolution  adopted 
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June  2,  1965  and  as  amended  through  October  26,  1971 
under  Cal.  1032-64-SA  are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


915-66-SM 

APPLICANT — Apache  Foam  Products  Division  of  Mill- 
master  Onyx  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

915-66-SM— Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  an  additional  panel. 

Apache  Foam  Products,  Division  of  Millmaster  Onyx 
Corporation  requested  that  the  resolution  adopted  June  20, 
1967  under  Cal.  915-66-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer  and  to  include  an 
additional  panel. 

PROPOSED  USE:  Combustible  insulation. 

DESCRIPTION :  The  approved  panel  consists  of  a  rigid 
cellular  urethane  foam  plastic  core  integrally  bonded  to  a 
skin  material  such  as  aluminum  foil  or  asphalt  saturated  felt. 

The  requested  panel  consists  of  the  same  core  material  with 
an  asphalt  saturated  felt  on  one  face  and  a.  H"  thick  ex¬ 
panded  perlite  fiberboard.  The  panels  range  in  thickness 
from  \]/A  to  3  inches  and  in  weight  from  0.98  to  1.25  lbs./sq.  ft. 

The  applicant  has  submitted  an  affidavit  showing  that  Mill- 
master  Onyx  Corporation  has  purchased  all  rights,  assets, 
etc.  of  Apache  Foam  Products  and  that  the  owner-manufac¬ 
turer  is  known  as  Apache  Foam  Products  Division  of  Mill- 
master  Onyx  Corporation. 

INSPECTION  AND  TEST :  The  requested  panel  has  been 
approved  by  the  Underwriters’  Laboratories  and  Factory 
Mutual  as  a  roof  insulation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  20,  1967  under  Cal. 
915-66-SM  be  reopened  and  amended  so  as  to  include  the 
additional  panel  as  herein  described  and  known  as  Apache 
Millox®  Board  Roof  Insulation  and  to  show  a  change  of 
owner-manufacturer,  new  owner-manufacturer  being  Apache 
Foam  Products  Division  of  Millmaster  Onyx  Corporation 
on  condition  that  the  requirements  of  the  resolution  adopted 
June  20,  1967  under  Cal.  915-66-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 


address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

934-68-SA 

APPLICANT — Crane  Company,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

934-68-SA — Amendment  to  resolution  as  to  additional  models 
of  oil  burners. 

Crane  Company,  Chicago,  Illinois  requested  that  the  reso¬ 
lution  adopted  May  6,  1969  under  Calendar  934-68-SA  be 
reopened  and  amended  so  as  to  include  additional  oil  burners. 
PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  Models  CFR-D5  and 
CFR-D6  are  the  same  construction  as  the  presently  ap¬ 
proved  CFR  Series  differing  as  to  the  firing  rate ;  the  Model 
CFR-D5  having  3.00  to  3.50  GPH  and  the  Model  CFR-D6 
3.25  to  3.75. 

.  The  requested  LCFR  Series  differs  from  the  CFR  Series 
insofar  as  the  Motor  fan  and  oil  pump  operate  at  1725  RPM 
instead  of  3450  RPM.  The  firing  rates  are  as  follows: 
LCFR-C2-0.75  to  1.25  GPH,  LCFR-C4-1.00  to  1.65  GPH 
and  LCFR-C6-1.60  to  1.85  GPH. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters,  Laboratories  under  MP 
1998. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  6,  1969  under  Calen¬ 
dar  934-68-SA  be  reopened  and  amended  so  as  to  include  the 
additional  oil  burners  as  herein  described  on  condition  that 
the  requirements  of  the  resolution  adopted  May  6,  1969  under 
Calendar  934-68-SA  are  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

94-70-SM 

APPLICANT — Cultique  Marble  Products,  Ltd.,  owner. 
APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
94-70-SM — Cultique  Marble  Products,  Ltd.,  Ontario,  Canada 
filed  for  approval  of  the  Royal  Shell  Vanity  Top  RSS-30 
under  the  provisions  of  RS  16,  P102.2(b)  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Vanity  top  with  integral  bowl. 
DESCRIPTION :  The  vanity  top  with  lavatory  bowl  is 
an  integral  casting  made  from  polyester  resin  with  a  cultured 
marble  effect.  The  bowl  may  or  may  not  be  provided 
with  an  overflow,  and  is  provided  with  a  waste  line  \z/2" 
in  diameter. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  CSA  Testing  Laboratories, 
a  Division  of  Canadian  Standards  Association,  showing  that 
this  bowl  complies  with  the  requirements  of  CSA  Standard 
B4S.  1-1963  and  LRP-4.  The  absorption  was  found  to  be 
0.30%. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Royal  Shell 
Vanity  Top  RSS-30  under  the  provisions  of  RS  16, 
P  102.2(b)  and  PI 04  of  the  Building  Code  of  the  City  of 
New  York.  Each  bowl  shall  bear  a  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
94-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


744-70-SM 

APPLICANT — Leon  A.  Beerman  for  Bonded  Products, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Leon  A.  Beerman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
744-70-SM — Leon  A.  Beerman  for  Bonded  Products,  Incor¬ 
porated,  South  Orange,  New  Jersey,  filed  for  approval  of 
Bath-O-Liner  200  under  the  provisions  of  RS  16,  P102.2(b) 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Plastic  liner  for  damaged  bathtubs. 
DESCRIPTION :  The  bathtub  liners  are  made  of  gel 
coated,  glass  fiber  reinforced  polyester.  The  minimum  thick¬ 
ness  is  0.15".  Two  gaskets,  an  inner  gasket  and  an  outer 
gasket,  are  used  to  seal  the  waste  outlet.  Both  gaskets  are 
under  compression.  An  epoxy  paste  is  placed  in  the  space 
between  the  gaskets.  A  compression  gasket  is  cemented  in 
place  around  the  overflow.  A  flange  section  of  the  liner  is 
attached  to  the  floor  with  screws.  The  liner  is  attached  to 
the  tub  and  seams  are  sealed  with  epoxy  paste.  Silicone 
caulking  is  applied  to  all  visible  seams. 

INSPECTION  AND  TEST:  Reinforced  Plastics  Testing 
Laboratory,  Lindenhurst,  New  York  (Report  No.  5151), 
found  the  bathtub  liner  to  meet  the  requirements  of  ASTM 
D570  as  to  water  absorption  (0.11%). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Bath-O-Liner  200  as  a  plastic  liner 
for  bathtubs  under  the  provisions  of  RS  16,  P  102.2(b)  of 
the  Building  Code  of  the  City  of  New  York.  The  liners  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  744-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  .Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

149-71-SA 

APPLICANT — Cleaver-Brooks  Division,  owner. 
APPEARANCES— 

For  Applicant:  Frank  P.  Bergonzi. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
149-71-SA — Cleaver-Brooks  Division,  Milwaukee,  Wiscon¬ 
sin,  filed  for  approval  of  Cleaver-Brooks  Model  4  Watertube 
Boilers,  M4W,  M4S  and  M4HP,  Series  700,  under  the  pro¬ 
visions  of  RS  14  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Natural  gas  fired  high  and  low  pres¬ 
sure  steam  or  hot  water  boilers. 
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DESCRIPTION :  The  burner  is  integral  with  the  front 
panel  of  the  boiler  and  is  a  high  radiant  multi-port  type. 
The  burner  has  high,  low  and  off  settings  and  ignites  in  the 
low  fire  position.  The  gas  pilot  is  the  premix  type  with 
automatic  electric  ignition.  An  electronic  detector  monitors 
the  pilot  so  that  the  primary  gas  valve  cannot  open  until 
pilot  flame  has  been  established.  The  combustion  air  damper 
and  butterfly  gas  valve  are  controlled  by  the  damper  motor 
which  regulates  the  burning  rate  according  to  load  demand. 
Combustion  air  is  supplied  by  a  blower  connected  to  a  rigidly 
mounted  flanged  type  motor.  The  blower  wheel  is  an 
enclosed  centrifugal  type.  Gas  piping  includes  a  diaphragm 
type  gas  shutoff  valve,  which  is  controlled  by  the  program¬ 
ming  relay  to  start  or  stop  the  burner  and  close  automatically 
in  case  of  power  failure,  flame  failure,  or  a  low  water  con¬ 
dition.  A  lubricated  plug  valve  and  a  gas  pressure  regulator 
are  located  ahead  of  the  primary  gas  valve.  Controls  include 
ignition  timing,  starting  and  stopping  of  boiler,  pre-combus¬ 
tion  purge,  post-combustion  purge,  a  U.  V.  scanner  which 
shuts  down  the  burners  in  the  event  of  ignition,  pilot,  or 
main  flame  failure,  and  a  manual-automatic  switch  which 
permits  continuous  firing  at  the  low  fire  or  high  fire  rate 
when  automatic  firing  is  not  desired. 

The  boiler  is  a  steel  welded  membrane  wall  watertube 
type.  Input  ratings  vary  from  1,000,000  to  6,000,000  BTU, 
in  multiples  of  1,000,000.  Requirements  are  IS  to  350  lb. 
steam  or  30  to  125  lb.  hot  water.  Steam  boiler  trim  includes 
a  water  column,  feedwater  pump  control,  low  water  cutoff, 
steam  pressure  gauge,  safety  relief  valves,  steam  pressure 
controls,  and  blowdown  tapping.  Hot  water  boiler  trim  in¬ 
cludes  hot  water  connections,  dip  tube,  pressure  and  tempera¬ 
ture  gauges,  relief  valves,  temperature  controls,  drain  tap¬ 
ping  and  low  water  cutoff. 

INSPECTION  AND  TEST :  The  boilers  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (MP1002,  71NK- 
6868).  The  boilers  are  built  according  to  the  ASME  Code. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Cleaver- Brooks  Model  4  Watertube 
Boilers,  M4W,  M4S,  and  M4HP,  Series  700  under  the  pro¬ 
visions  of  RS  14  of  the  Building  Code  of  the  City  of  New 
York.  The  boilers  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  149-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,. certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


150-71-SA 

APPLICANT — Cleaver-Brooks  Division,  owner. 
APPEARANCES— 

For  Applicant:  Frank  P.  Bergonzi. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
150-71-SA — Cleaver-Brooks  Division,  Milwaukee,  Wisconsin, 
filed  for  approval  of  Cleaver- Brooks  Model  4  Watertube 
Boilers,  M4W,  M4S  and  M4HP,  Series  100,  under  the 
provisions  of  RS  14  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  No.  2  oil  fired  high  and  low  pressure 
steam  or  hot  water  boilers. 

DESCRIPTION :  The  burner  is  integral  with  the  front 
panel  of  the  boiler  and  is  a  pressure  atomizing  type.  The 
burner  has  high,  low  and  off  settings  and  ignites  in  the  low 
fire  position.  Automatic  electric  ignition  of  the  low  fire 
oil  supply  is  provided  by  a  6,000  volt  transformer  and  heavy 
duty  electrodes.  The  combustion  air  damper  and  high  or 
low  fire  oil  valves  are  controlled  by  the  damper  motor  which 
regulates  the  burning  rate  according  to  load  demand.  Com¬ 
bustion  air  is  supplied  by  a  blower  connected  to  a  rigidly 
mounted  flanged  type  motor.  The  blower  wheel  is  an  enclosed 
centrifugal  type.  Fuel  oil  piping  includes  an  oil  pressure 
regulating  device,  four  solenoid  shutoff  valves,  pressure 
gauge,  fuel  strainer,  and  an  oil  pump  which  is  belt  driven 
from.  the  blower  motor.  Controls  include  ignition  timing, 
starting  and  stopping  of  the  boiler,  pre-combustion  purge, 
post-combustion  purge,  a  flame  scanner  which  shuts  down 
the  burner  in  the  event  of  ignition,  pilot,  or  main  flame 
failure,  and  a  manual-automatic  switch  which  permits  con¬ 
tinuous  firing  at  the  low  fire  or  high  fire  rate  when  auto¬ 
matic  firing  is  not  desired. 

The  boiler  is  a  steel  welded  membrane  wall  watertube 
type.  Input  ratings  vary  from  1,000,000  to  6,000,000  BTU, 
in  multiples  of  1,000,000.  Requirements  are  15  to  350  lb. 
steam  or  30  to  125  lb.  hot  water.  Steam  boiler  trim  includes 
a  water  column,  feedwater  pump  control,  low  water  cutoff, 
steam  pressure  gauge,  safety  relief  valves,  steam  pressure 
controls,  and  blowdown  tapping.  Hot  water  boiler  trim 
includes  hot  water  connections,  dip  tube,  pressure  and 
temperature  gauges,  relief  valves,  temperature  controls,  drain 
tapping,  and  low  water  cutoff. 

INSPECTION  AND  TEST:  The  boilers  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (MP1002,  71NK6868). 
The  boilers  are  built  according  to  ASME  Code. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Cleaver-Brooks  Model  4  Watertube 
Boilers,  M4W,  M4S  and  M4HP,  Series  100,  under  the 
provisions  of  RS  14  of  the  Building  Code  of  the  City  of 
New  York.  The  boilers  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  150-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  well  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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151-71-SA 

APPLICANT — Cleaver-Brooks  Division,  owner. 

SUBJECT — Application  March  IS,  1971 — Cleaver-Brooks 
Model  4  Watertube  Boiler  Model  numbers  M4W,  M4S 
and  M4HP  Series  200  (Number  2  Oil  and  Gas). 

APPEARANCES— 

For  Applicant:  Frank  P.  Bergonzi. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
151-71-SA — Cleaver-Brooks  Division,  Milwaukee,  Wiscon¬ 
sin,  filed  for  approval  of  Cleaver-Brooks  Model  4  Water- 
tube  Boilers,  M4W,  M4S  and  M4HP,  Series  200,  under  the 
provisions  of  RS  14  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Natural  gas  and  No.  2  oil  fired  high 
and  low  pressure  steam  or  hot  water  boilers. 
DESCRIPTION :  The  burner  is  integral  with  the  front 
panel  of  the  boiler  and  is  a  combination  of  the  pressure 
atomizing  type  for  oil  and  the  high  radiant  multi-port  type 
for  gas.  The  burner  has  high,  low  and  off  settings  and  ignites 
in  the  low  fire  position.  The  gas  pilot  is  a  premix  type  with 
automatic  electric  ignition.  An  ultra  violet  scanner  monitors 
the  pilot  so  that  the  primary  fuel  valve  cannot  open  until 
pilot  flame  has  been  established.  The  combustion  air  damper 
and  high  or  low  fire  oil  valves  and  butterfly  gas  valve  are 
controlled  by  the  damper  motor  which  regulates  the  burning 
rate  according  to  load  demand.  Combustion  air  supplied 
by  a  blower  connected  to  a  rigidly  mounted  flange  type 
motor.  The  blower  wheel  is  an  enclosed  centrifugal  type. 
Fuel  oil  piping  includes  four  solenoid  shutoff  valves,  a  pres¬ 
sure  gauge,  and  an  oil  pump  which  is  belt  driven  from  the 
blow  motor.  Gas  piping  includes  a  diaphragm  type  gas 
shutoff  valve,  which  is  controlled  by  the  programming  relay 
to  start  or  stop  the  burner  and  close  automatically  in  case  of 
power  failure,  flame  failure,  or  a  low  water  condition.  A 
lubricated  plug  valve  and  a  gas  pressure  regulator  are 
located  ahead  of  the  primary  gas  valve.  Controls  include 
ignition  timing,  stopping  and  starting  of  the  boiler,  pre¬ 
combustion  purge,  post-combustion  purge,  a  U.  V.  scanner 
which  shuts  down  the  burner  in  the  event  of  ignition,  pilot,  or 
main  flame  failure,  an  oil-gas  selector  switch,  and  a  manual- 
automatic  switch  which  permits  continuous  firing  at  the 
low  fire  or  high  fire  rate  when  automatic  firing  is  not  desired. 

The  boiler  is  a  steel  welded  membrane  wall  watertube 
type.  Input  ratings  vary  from  1,000,000  to  6,000,000  BTU, 
in  multiples  of  1.000,000.  Requirements  are  15  to  350  lb. 
steam  or  30  to  125  lb.  hot  water.  Steam  boiler  trim  includes 
a  water  column,  feedwater  pump  control,  low  water  cutoff, 
steam  pressure  gauge,  safety  relief  valves,  steam  pressure 
controls,  and  blowdown  tapping.  Hot  water  boiler  trim  in¬ 
cludes  hot  water  connections,  dip  tube,  pressure  and  tempera¬ 
ture  gauges,  relief  valves,  temperature  controls,  drain  tap¬ 
ping,  and  low  water  cutoff. 

INSPECTION  AND  TEST :  The  boilers  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (MP1002,  7INK6868). 
The  boilers  are  built  according  to  ASME  Code. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Cleaver-Brooks  Model  4  Watertube 
Boilers,  M4W,  M4S,  and  M4HP,  Series  200,  under  the  pro¬ 
visions  of  RS  14  of  the  Building  Code  of  the  City  of  New 
York.  The  boilers  shall  be  permanently  labeled:  “Approved 
bv  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  151-71-SA.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


333-71-SA 

APPLICANT — Joseph  H.  Lorenz  for  Kohler  Company, 
owner. 

SUBJECT — Application  May  24,  1971 — K-1405-06  “Bar¬ 
bados”  K-1400  “The  Bath”  K-1436  “Trinidad”  K-1448 
“Tobago”,  approval  of. 

APPEARANCES— 

For  Applicant :  Joseph  H.  Lorenz. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

333-71-SA — Kohler  Company,  Kohler,  Wisconsin,  filed  for 
approval  of  the  K-1405-06  Barbados,  K-1436  Trinidad,  and 
K-1448  Tobago  sanitary  showers  and  the  K-1400.  The  Bath 
bathtub  under  the  provisions  of  RS-16,  P102  ‘and  P104  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Sanitary  showers  and  bathtub. 
DESCRIPTION :  The  showers  and  bathtub  are  made  of 
fiberglass.  The  bathtub  is  supported  by  a  plaster  of  paris 
base.  The  shower  is  nailed  to  the  studs  of  the  framing 
structure  which  encloses  it  on  three  sides.  Drains  for  the 
showers  and  bathtub  are  2"  in  diameter.  Dimensions  of  the 
bathtub  are  84"  x  66"  x  16^4".  Dimensions  of  the  showers  are 
36"  x  34"  x  75"  (Trinidad),  59J4"  x 33^4"  x  75"  (Barbados), 
and  48"  x  36"  x  75"  (Tobago).  The  Barbados  is  a  combina¬ 
tion  bathtub  and  shower. 

INSPECTION  AND  TEST :  The  Bathtub  and  showers 
were  tested  and  approved  in  accordance  with  USASI 
Z124.1-1967  by  the  National  Association  of  Home  Builders 
Research  Foundation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  K-1405-06  Barbados,  K-1436 
Trinidad,  and  K-1448  Tobago  sanitary  showers  and  the 
K-1400  and  C26-504.10.d.  The  Bath  bathtub  under  the  pro¬ 
visions  of  RS-16,  P102  and  P104,  of  the  Building  Code 
of  the  City  of  New  York.  The  showers  and  bathtub  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  333-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
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of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


380-71-SA 

APPLICANT — Gearmatic  Company  Limited,  owner. 

APPEARANCES— 

For  Appliant :  A.  Oullette. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
380-71-SA — Gearmatic  Company,  Ltd.,  Surrey,  British 
Columbia,  Canada,  filed  for  approval  of  Models  S0106  and 
50123  Hondus  under  the  provisions  of  New  York  City  Local 
Law  No.  73,  1969. 

PROPOSED  USE:  Wedge  used  to  anchor  the  hoisting 
cable  to  the  cable  drum  of  a  hydraulic  hoist. 

DESCRIPTION :  The  Hondu  is  made  of  cast  iron  and 
is  to  wedge  wire  cable  into  a  tapered  slot  that  is  cast  in  the 
cable  drum.  The  cable  is  wrapped  around  the  Hondu  and 
the  Hondu  is  inserted  in  the  opposite  end  of  the  slot  from 
which  the  cable  is  suspended.  Increasing  tension  on  the 
cable  forces  the  Hondu  further  and  more  securely  into  the 
slot.  The  50106  Hondu  is  used  for  cable  up  to  Y"  in  diam¬ 
eter.  It  is  used  to  anchor  cable  to  Gearmatic  cable  drum 
numbers  1108,  1110,  2207,  and  2208  with  Models  11,  22,  and 
23  winches.  The  50123  Hondu  is  used  for  cable  34"  in  diam¬ 
eter.  It  is  used  to  anchor  cable  to  Gearmatic  cable  drum 
numbers  2200  and  2205  with  Models  22  and  23  winches. 
INSPECTION  AND  TEST:  The  Hondus  were  load 
tested  to  loads  which  caused  failures  in  the  cables  they  sup¬ 
ported,  as  certified  by  G.  C.  Tanner,  P.E.,  of  Warnock 
Hersey  International  Limited.  The  50106  Hondu  supported 
a  §4"  cable  until  the  cable  failed  at  27,500  lbs.  The  50123 
Hondu  supported  a  34"  cable  until  the  cabled  failed  at 
39.800  lbs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  Approval  of  the  Model  50106  Hondu  to  be  used 
with  cable  with  an  ultimate  breaking  strength  of  up  to  27,500 
lbs.,  and  factor  of  safety  as  required,  and  the  Model  50123 
Hondu  to  be  used  with  cable  with  an  ultimate  breaking 
strength  of  up  to  39,800  lbs.,  and  factor  of  safety  as  required, 
to  anchor  the  hoisting  cable  to  the  cable  drum  of  a  hydraulic 
hoist  under  the  provisions  of  Local  Law  73,  1969.  The  Hondus 
ffiall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  380-71-SA.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director. 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


432-71-SM 

APPLICANT — Bethlehem  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  E.  G.  Pederson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan . 4 

Negative:  . . .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
432-71-SM — Bethlehem  Steel  Corporation,  Bethlehem,  Penn¬ 
sylvania,  filed  for  approval  of  Bethlehem  Steel  Corporation 
Open  and  Closed  Swaged  Wire  Rope  Sockets  for  ropes  and 
strands  1",  1)4",  1/4",  and  134"  in  diameter  under  the  pro¬ 
visions  of  New  York  City  Local  Law  No.  73,  1969. 
PROPOSED  USE:  Sockets  which  are  cold  swaged  on 
wire  rope  to  produce  boom  pendants. 

DESCRIPTION :  Swaged  sockets  are  steel  fittings  placed 
over  a  wire  rope  or  strand  end  and  attached  by  a  cold  work 
process  called  swaging.  Under  high  pressure  and  using 
special  dies,  the  sleeve  diameter  is  reduced  so  that  the  steel 
flows  around  the  wires  of  the  strands  of  the  rope,  forming  a 
union  between  fitting  and  wire  rope  or  strand  that  is  at 
least  as  strong  as  the  wire  or  strand  to  which  it  is  attached. 
The  open  socket  has  an  open  or  clevis  style  end  with  two 
ears  with  pin  holes  and  a  steel  pin.  The  closed  socket  has  a 
solid  end  with  a  hole  through  it  that  will  accommodate  the 
ears  and  pin  of  the  open  swage  socket.  The  sockets  are 
available  for  ropes  1",  1)4",  1)4",  and  134"  in  diameter. 
INSPECTION  AND  TEST :  The  sockets  were  load  tested 
at  the  Williamsport  Plant  of  the  Bethlehem  Steel  Corpora¬ 
tion.  The  tests  were  witnessed  by  Assistant  Engineer  S. 
Lowenthal.  The  tests  were  conducted  to  destruction  upon 
wire  strand,  stronger  than  wire  rope  of  the  same  diameter, 
in  the  sockets.  In  all  tests,  the  wire  strand  failed  before 
the  socket.  Results  are  as  follows :  1"  open  and  closed 

sockets — 123.470  lbs.,  1)4",  open  and  closed  sockets — 171,920 
lbs.,  D4"  open  and  closed  sockets — 210,840  lbs.,  1  34"  open 
and  closed  sockets — 242,860  lbs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Bethlehem  Steel  Corporation  Open 
and  Closed  Swaged  Wire  Rope  Sockets  for  ropes  and 
strands  1",  1)4",  1/4"  and  1 34"  in  diameter  under  provisions 
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of  Local  Law  No.  73,  1969  on  condition  that  they  shall  be 
used  in  accordance  with  the  following  catalogue  ultimate 
strengths:  1"  open  and  closed  sockets— 122,000  lbs.,  1 
open  and  closed  sockets— 156,000  lbs.,  l1/^"  open  and  closed 
sockets — 192,000  lbs.,  1  y%"  open  and  closed  sockets — 232,000 
lbs.,  and  a  proposal  for  each  use  shall  be  submitted  by  the 
user  to  the  Department  of  Buildings.  The  sockets  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  432-71 -SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


484-71-SA 

APPLICANT — James  F.  Reid  for  Automotive  and  Diesel 
Parts  Company,  owner. 

APPEARANCES— 

For  Applicant:  James  F.  Reid. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
484-71-SA— Automotive  and  Diesel  Parts  Company,  New 
York,  New  York  owner,  James  F.  Reid  agent,  filed  for 
approval  of  the  Sentronic  Safety  Device  for  Cranes  under 
the  provisions  of  New  York  City  Local  Law  No.  73. 

PROPOSED  USE:  Safety  device  for  cranes. 

DESCRIPTION :  The  system  consists  of  a  sheave  as¬ 
sembly  containing  a  load  cell  mounted  on  the  boom  through 
which  the  main  hoist  cable  is  passed,  an  angle  transducer 
also  mounted  on  the  boom  and  a  computer  assembly  mounted 
in  the  cab. 

The  working  range  (operating  capacity)  of  the  cranes 
us  mg  this  system  is  supplied  by  the  crane  manufacturer’s 
lifting  capacity  charts  mounted  in  the  crane  cab. 

This  system  monitors  various  conditions  namely  load  and 
boom  angle  and  provides  a  visual  signal  and  audible  alarm 
when  entering  the  danger  zone  with  a  load. 

The  details  of  the  basic  components  are  as  follows  : 

1.  Sheave  Assembly — The  sheave  assembly  consists  of  a 
floating  pulley  wheel  between  two  fixed  in  line  pulley  wheels 
The  hoisting  cable  line  is  routed  through  the  wheels  in  such 


a  manner  that  when  a  weight  is  lifted  the  hoisting  cable  line 
tension  draws  against  the  floating  wheel  of  the  sheave 
assembly.  The  floating  wheel  in  turn  compresses  the  load 
cell.  The  load  cell  is  a  matched  set  of  strain  gages  that  are 
connected  as  a  full  four  arm  Wheatstone  bridge.  The  output 
signal  of  the  cell  is  proportional  to  the  weight  impressed  upon 
it.  This  signal  is  sent  to  the  meter  box  moment  computer. 

2.  Angle  Transducer — This  unit  mounted  on  the  boom, 
contains  a  pendulum  that  moves  with  various  positions  of 
the  boom.  An  electrical  signal  is  sent  out  from  this  unit 
to  the  meter  box  indicator. 

3.  Computer  Assembly  Meter  Box — 

(a)  One  component  of  the  meter  box  is  the  crane 
capacity  meter.  This  meter  indicates  the  lifting  capacity 
of  the  crane  as  a  function  of  the  boom  angle  and  load 
being  lifted. 

For  each  make  and  type  of  crane  there  is  a  plug  in 
module  calibrated  to  the  manufacturers  ratings  to  indi¬ 
cate  to  the  meter  the  proper  load  angle  position  of  the 
crane  at  any  time  during  the  operation  of  the  crane. 

Each  module  is  electrically  profiled  to  the  individual 
crane,  based  on  the  manufacturers  load  and  angle  limits. 

The  meter  is  calibrated  in  1000  lb.  increments.  The 
moving  scale  is  marked  in  green,  amber  and  red  and 
is  synchronized  with  illuminated  signals  and  an  audible 
danger  signal.  The  illuminated  signals  are  as  follows : 
Green  Safe  normal  area  lower  light 

Amber  Caution  area  middle  light 

Red  Danger  area  top  light 

There  is  an  on  and  off  push  button  to  control  the 
meter.  Also  a  test  button  to  check  out  the  system.  When 
the  button  is  pressed  the  capacity  meter  reads  full  scale 
and  the  red  warning  lamp  lights,  and  the  audible  alarm 
sounds. 

Number  of  Lines  Selector  Switch — 

(b)  A  four  position  rotary  switch  is  provided  to 
function  as  a  multiplier  of  the  crane  capacity  meter 
reading  gross  weight  indicator.  The  switch  positioning 
corresponds  to  the  number  of  lines  used  on  the  boom. 
Thus  if  the  number  of  lines  is  four  parts  and  the  needle 
on  the  scale  reads  fifteen  then  four  times  fifteen  equals 
60,000  lbs. 

The  system  operates  on  either  12  or  24  volts  DC. 

Boom  Switch — 

(c)  The  markings  on  the  boom  selector  switch  indi¬ 
cate  in  feet  the  length  of  the  boom  selected  for  use. 

Jib  Switch — 

(d)  The  markings  on  the  jib  selector  switch  indi¬ 
cate  in  feet  the  length  of  jib  being  used  on  the  crane. 

Angle  Set — 

(e)  When  the  operator  is  continually  hoisting  from 
the  same  spot,  such  as  in  concreting  operations  this 
switch  enables  him  to  mark  the  boom  angle,  getting  a 
signal  when  the  boom  reaches  the  required  angle. 

Weight  Szvitch — 

.  (f)  A  monetary  pushbutton  type  switch  is  pro¬ 

vided  to  permit  the.  crane  operator  to  read  the  gross 
weight  (in  1000  lb.  increments)  of  the  load  irrespective 
of  the  boom  angle. 

INSPECTION  AND  TEST :  The  Sentronic  Safety  Device 
for  Cranes  was  inspected  and  tested  by  Commissioner  Wil¬ 
liam  A.  Nolan  at  the  site  of  Roosevelt  High  School  in  the 
Bronx.  A  known  weight  was  hoisted  and  extended  through 
safe  caution  and  dangerous  positions  of  boom.  The  green 
light  was  on  for  the  safe  position,  the  amber  light  was  on 
during  the  caution  position  and  the  red  light  warned  of  the 
danger  area.  An  audible  horn  sounded  also  in  the  danger 
area.  The  boom  angle  indicator  constantly  gave  the  boom 
angle  reading.  The  test  was  satisfactory. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Sentronic  Safety  Device  for  use 
on  truck  and  crawler  cranes  with  standard  boom  and  jib 
equipment  under  the  provisions  of  Local  Law  73  and  C26- 
1909.3(d)  of  the  Building  Code  of  the  City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  William  A.  Nolan, 

Commissioner, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


631-71-SA 

APPLICANT — American  Super  Heater  Company  Division 
of  AFE  Industries,  owner. 

APPEARANCES— 

For  Applicant:  Gerald  Solrud. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  ....  4 


N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
631-71-SA — American  Super  Heater  Company,  Division  of 
AFE  Industries,  Incorporated,  Lake  Zurich,  Illinois,  filed  for 
approval  of  American  Super  Heaters,  Models  100D,  200D, 
300S,  400S,  and  S00S,  under  the  provisions  of  Article  14 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Portable  space  heaters  used  to  heat 
buildings  under  construction. 

DESCRIPTION :  The  heaters  burn  LP  or  natural  gas. 
They  are  mounted  on  platforms  on  tires  for  portability. 
Details  are  as  follows : 


SPECIFICATIONS 

Model  10QD  Model  200D  Model  200S  Model  300S  Model  400S  Model  500S 


Maximum  BTU  Output . 

CFM  Air  Delivery  (est.)  . 

Fan  Motor . 

Fan  Size,  Diameter . 

Overall  Length . 

Overall  Height . 

Overall  Width  . 

Outlet  Size  . 

Tire  Size  . 

Approximate  Weight  . 

Fuel  (Gas)  . 

LP  Gas  Supply  Pressure . 

Natural  Gas  Supply  Pressure . 

♦Minimum  Natural  Gas  Pressure  . . . . 
♦BTU’s  at  Minimum  Pressure  . 


1,000,000 

2,000,000 

2,000,000 

4,800 

6,000 

6,000 

1)4  HP 

3  HP 

3  HP 

2-125/6" 

18" 

18" 

8' 

9'  3" 

9'  3" 

40" 

49)4" 

49)4" 

30" 

36)4" 

36)4" 

155/6"  x  27" 

21)4"  dia. 

21)4"  dia. 

10"  dia. 

4.80/4.00-8 

4.80/4.00-8 

400# 

447# 

440# 

LP  or  Nat. 

LP  or  Nat. 

LP  Only 

23  oz. 

10  psi 

10  psi 

55  oz. 

4  psi 

N.A. 

4"  w.c. 

4"  w.c. 

N.A. 

360,000 

500,000 

N.A. 

3,000,000 

4,000,000 

5,000,000 

12,000 

15,000 

18,000 

5  HP 

7)4  HP 

10  HP 

24" 

24" 

24" 

IP  9" 

IP  9" 

IP  9" 

5  6Va" 

56J4" 

S6J4" 

64)4" 

64)4" 

64)4" 

273/4"  dia. 

27-)4"  dia. 

2714"  dia. 

6.70/15 

6.70/15 

6.70/15 

740# 

740# 

740# 

LP  or  Nat. 

LP  or  Nat. 

LP  or  Nat. 

25  psi 

25  psi 

25  psi 

4  psi 

5  psi 

6  psi 

3  psi 

3  psi 

3  psi 

2,000,000 

3,000,000 

4,000,000 

*  Without  Regulator. 

The  components  and  safety  features  are  as  follows : 
Model  100D  for  natural  gas  operation — 

1.  Gas  line  strainer,  J4" 

2.  Gas  pressure  regulator,  Fisher  733 

3.  Hand  valve,  ball  type 

4.  Modulating  valve  with  exhaust  temperature  in¬ 
dicator,  Penn  controls  #VP47PB-3 

5.  Safety  valve,  direct  lift  solenoid,  General  Con¬ 
trols,  ITT,  '#S301 

6.  Baso  switch  #861.1  with  Baso  thermocouple 
#87-D-36  for  flame  detection 

7.  Direct  spark  ignition  transformer 

8.  Burner  high  limit  control,  Honeywell  #T497A- 

1028 

9.  Control  circuit  fusing 

10.  Sail  switches  (two,  one  for  each  blower), 
Honeywell  #S437A 

11.  30  amp  motor  contractor  with  overload  pro¬ 
tection,  GE  #CR124C028 

Model  200D  for  natural  gas  operation — 

1.  Gas  line  strainer,  J4" 

2.  Gas  pressure  regulator,  Fisher  733C,  optional 

3.  Hand  valve,  ball  type 

4.  Safety  valve,  manual  reset,  Y"  Maxon 

5.  Baso  switch  #861-1  with  Baso  thermocouple 


#87-D-36  for  flame  detection 

6.  Direct  spark  ignition  transformer 

7.  Burner  high  limit  control,  Honeywell  #T 
497A-1028 

8.  Sail  switch,  Honeywell  #S437A 

9.  Control  circuit  fusing 

10.  Motor  starter  with  overload  protection,  GE 
#CR106K002 

Models  300S,  400S,  S00S  for  natural  gas  operation — 

1.  Gas  line  strainer,  1  )4" 

2.  Gas  pressure  regulator,  Fisher  S202 

3.  Hand  valve,  plug  lubricated 

4.  Safety  valve,  manual  reset,  Maxon  1  )4" 

5.  Cycling  (solenoid)  valve,  diaphragm  operated, 
General  Controls,  ITT,  series  K3E 

6.  Baso  switch  #861-1  with  Baso  thermocouple 
#87-D-36  for  pilot  flame  detection 

7.  Ignition  transformer  for  spark  ignited  pilot 

8.  Burner  high  limit  control,  Honeywell  #T497A- 

1028 

9.  Sail  switch,  Honeywell  #S437A 

10.  Low  gas  pressure  switch,  Honeywell  Pressurestat 
#AP7021 

11.  Constant  pilot  with  room-type  thermostat 
(Honeywell) 
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12.  Control  circut  fusing 

13.  Motor  starter  with  overload  protection,  NEMA 
rated  for  the  particular  motor  hp.,  GE  series  CR  106. 

INSPECTION  AND  TEST:  The  heaters  have  been  cer¬ 
tified  by  Frank  Bleier,  P.  E.  No.  8526,  Illinois,  to  comply 
with  the  National  Fire  Prevention  Association  specifications 
(No.  58)  pertaining  to  portable  heaters  used  inside  of 
buildings. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  American  Super  Heaters,  Models 
100D,  200D,  300S,  400S,  and  500S,  under  the  provisions 
of  Article  14  of  the  Building  Code,  on  the  following  condi¬ 
tions. 

1.  The  heaters  shall  be  put  into  operation  by  a 
licensed  plumber. 

2.  When  the  heaters  are  in  use,  a  standby,  part  time 
plumber  or  a  fire  guard  with  a  certificate  of  fitness  from 
the  Fire  Department  shall  be  on  the  job  site. 

3.  The  heaters  shall  be  installed  and  ventilated  in 
accordance  with  NFPA  No.  54  and  RS16  of  the  Building 
Code 

4.  The  heaters  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  631-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


659-71-SA 

APPLICANT — Fraser  Laundry  Equipment  Company  for 
Hammond  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
659-71-SA — Fraser  Laundry  Equipment  Company,  Memphis, 
Tennessee,  for  Hammond  Industries,  Incorporated,  Waco, 
Texas,  filed  for  approval  of  Hammond  Washer-Extractors, 
Models  225-S  and  90  SA,  under  the  provisions  of  the  Rules 
of  the  Board  of  Standards  and  Appeals  adopted  under  Calen¬ 
dar  Numbers  156-62-SR  and  432-62-SR  and  RS-16  of  the 
Building  Code  of  the  City  of  New  York. 


PROPOSED  USE:  Washer-extractor  with  water  solvent. 


DESCRIPTION :  The  washer-extractors  are  open  pocket, 
end  loading  units.  Wash  speed  reversal,  high  speed  extrac¬ 
tion,  and  dispensing  of  chemicals  are  controlled  automatically. 
The  springs  and  shock  absorbers  suspension  system  allows 
high  RPM  spinning.  The  cylinder  is  driven  through  a  uni¬ 
versal  joint  and  a  two  clutch  transmission  using  heavy  duty 
components  and  sealed  bearings.  Two  motors  with  their 
appropriate  electrical  controls,  complete  the  drive  system. 
Stainless  steel  construction  is  used  in  this  tub  and  cylinder, 
supply  dispenser,  front  panel  and  some  side  panel  area.  All 
painted  areas  are  finished  in  durable  baked  enamel.  The 
frame  is  made  of  welded  angle-iron.  Bearing  housings, 
pulleys,  etc.,  are  heavy  gray  iron  castings. 

Specifications  are  as  follows : 

MODEL  90-SA 
Overall  Height  64" 

Depth  S6Ya"  (45SA-50J4") 

Width  36" 

Net  Weight  (approx.)  1400  lbs. 

Cylinder  Size  30^"  x  18"  (45SA-30K"  x  12") 

(7.6  cu.  ft.) 


Wash  Speed 
Spin  Speed 
Water  Inlet  Valves 


41-42  RPM 
800-825  RPM 

Ya"  Solenoid  operated,  diaphragm 
type 


Drain  Valve 
Power  Requirements 


Water  Supply 


2 y2"  Air  operated,  normally  open 
208-230  V.  3  Ph.  60  Cycle  3-wire. 
All  components  operate  on  208- 
230  volts.  Fifty  cycle  or  other 
voltages  on  special  order. 

Ya"  ID  minimum,  Hot  and  Cold 
lines  90SA — average  hot  water 
usage  120  GPH  at  160°F.  Total 
usage  170  GPH.  45 S A — average 
hot  water  usage  90  GPH.  Total 
usage  120  GPH.  Pressure  20-100 
PSI.  Fill  time  30-90  Sec.  Three 
foot  hoses  supplied  with  ma¬ 
chine. 


Drain  4  ft.  hose  ending  in  2j4  Male 

Pipe  thread.  Machine  must  drain 
within  30  seconds.  4"  sewer  line 
recommended. 


Wash  Motor 


Spin  Motor 


Controls 


Water  Level 
Compressed  Air  Supply 


1  HP,  1800  RPM,  208-230  V.,  3 
Ph.  Protected  by  manual  re-set 
overload  in  washer  rear  control 
box.  Normal  current  draw  3.2 
amps.  Top  motor  in  right  rear 
corner  of  washer  is  wash  motor. 

2  HP,  1800  RPM,  208-230  V.,  3 
Ph.  Protected  by  manual  re-set 
overload  in  washer  rear  control 
box.  Normal  current  draw  6.2 
amps.  Spin  acceleration  imposes 
temporary  overload  to  7-9  amps. 
Spin  Motor  is  bottom  one  at  right 
rear  corner  of  washer. 

All  control  components  operate 
on  208-230  V.,  single  phase.  440- 
480  volt  power  supply  requires 
step  down  transformer  of  150 
watts  minimum  capacity. 

2-4  inches  on  inner  glass  door. 
Built-in  air  compressor  operates 
clutch  and  Dump  Valve.  Yz  Cu. 
Ft.  or  less  at  50  PSI  per  cycle. 

Compressor  Pressure  Switch  set¬ 
ting— Off  80  PSI,  On  60  PSI  ± 

5  PSI. 


* 
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Safety  Pop-off  Valve  Setting — 
90-100  PSI 

Pressure  Regular  Setting — SO 
PSI 

Compressor  Motor  Vz  HP,  1725 
RPM,  208-230  V.  Single  Phase. 
Internal  automatic  re-set  over¬ 
load  protection.  Normal  current 
draw  5  amps. 

MODEL  225 -S 

Controls 

Hammond  Dual-Trol:  The  cycle  timer  and  supply  dis¬ 
penser  are  built  together  as  a  unit.  The  control  element  is 
a  drum  with  grooves  cut  on  its  surface  to  receive  the  con¬ 
tact  bars  which  actuate  the  various  switches  controlling  the 
functions  of  filling,  draining,  spinning,  etc.  Two  sets  of 
grooves  are  provided,  either  set  of  which  may  be  brought  into 
alignment  with  the  actuating  rollers  of  the  bank  of  control 
switches.  A  washing  formula  up  to  one  hour’s  duration  may 
be  set  up  in  each  of  the  grooves  and  put  into  operation  by 
shifting  the  control  drum  right  or  left  to  the  desired  formula. 

The  contact  bars  are  cut  to  length  from  extruded  rubber 
stock.  These  bars  may  be  removed  or  put  in  place  by  the 
operator  to  change  or  install  a  new  formula  without  any  dis¬ 
mantling,  except  the  removing  of  the  plastic  window. 

The  cams  which  serve  to  dump  the  supply  buckets  are 
mounted  on  the  same  shaft  as  the  control  drum.  Two  cams 
are  provided  for  each  bucket.  One  engages  the  bucket  trigger 
when  the  control  drum  is  shifted  to  the  left  position  and  the 
other  engages  the  trigger  when  the  control  drum  is  shifted 
to  the  right  position.  The  two  sets  of  grooves  and  two  sets 
of  cams  are  necessary,  so  that  two  separate  formulas  can  be 
set  up. 

The  wash  motor  reverses  three  times  per  minute  during 
the  washing  period.  In  the  event  the  load  in  the  cylinder 
does  not  distribute  evenly  in  the  cylinder  at  the  beginning  of 
the  spin,  the  controls  return  the  cylinder  to  its  washing  speed 
for  a  period  of  two  or  three  seconds  to  re-shuffle  the  load 
and  then  induce  another  spin.  This  recycling  will  continue 
until  the  load  is  properly  distributed  or  balanced.  All  elec¬ 
trical  components,  valves,  etc.,  operate  on  208-240  V. 

Drive  Motor 

Wash  Motor,  2  HP.,  220  or  208  Volts,  60  Cycle,  3-phase. 
Spin  Motor,  5  HP.,  220  or  208  Volts,  60  Cycle,  3-phase. 
Single-phase  motors  cannot  be  applied;  440  volt  motors  are 
available  on  special  order. 

Cylinder 

14  GA.  Stainless  Steel.  40"  diameter  x  26 length  inside. 
Conventional  extractor  basket  construction.  Five  perforated 
ribs.  Washing  speed — 32  RPM.  Spin  speed — 700  RPM. 
19.3  cu.  ft. 

Tub 

14  GA.  Stainless  Steel  with  removable  cast  front.  This 
assembly  is  suspended  from  the  frame  structure  by  coil 
springs  and  is  stabilized  by  four  shock  absorbers  at  the 
bottom  of  the  tub.  The  cylinder  is  driven  through  universal 
joints. 

Fill  Valves 

lJA"  Piston  type,  full  port  opening,  solenoid  operated, 
normally  closed. 

Drain  Valve 

normally  closed,  air-operated. 

Bearings 

Cylinder  Shaft:  One  double  row  deep  groove  ball  bearing 
and  one  double  taper  roller  bearing.  The  application  permits 
the  removal  and  replacement  of  cylinder  shaft,  bearing  and 
seals  without  dismounting  the  tub  assembly  or  removing  the 
tub  front.  Bearings  are  totally  enclosed  and  operate  in  oil 
bath. 


Final  Drive  Bearing  Assembly:  One  single  row  deep 
groove  ball  bearing  and  one  bronze  bushing,  totally  enclosed 
operating  in  oil. 

Step  Pulley  Bearings:  One  single  row  deep  groove  ball 
bearing  and  one  bronze  bushing,  totally  enclosed  and  oper¬ 
ating  in  oil. 

Clutch  Assembly:  Clutch  shaft  carried  on  two  single  row 
deep  groove  ball  bearings  totally  enclosed,  operated  in  oil. 
Clutch  pulley  carried  on  two  sealed  ball  bearings. 

Frame  Structure 

Steel  Angles  and  plate.  Joints  Arc  Welded. 

Transmission 

The  transmission  is  a  V-belt  drive  incorporating  two 
motors,  a  pneumatic  clutch,  variable  pitch  motor  pulley  and 
a  step  pulley. 

INSPECTION  AND  TEST :  The  machines  are  subject  to 
the  limitation  in  capacity  of  2.8  lbs.  per  cubic  foot  of  cylin¬ 
der.  The  limitation  sets  the  capacity  for  the  Model  90  SA  at 
21  lbs.  and  the  Model  225-S  at  54  lbs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Hammond  Washer- Extractors,  Models 
225-S  and  90  SA,  under  the  provisions  of  the  Rules  of  the 
Board  of  Standards  and  Appeals  adopted  under  Calendar 
Numbers  156-62-SR  and  432-62-SR  and  RS-16  of  the  Build¬ 
ing  Code  on  condition  that  they  be  installed  with  air  gaps  or 
approved  vacuum  breakers  in  the  water  supply  line.  The 
washer-extractors  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  659-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


684-71-SA 

APPLICANT — Kweller  and  Dubin  Associates  for  Harvest 
Consolidated  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Appliance  aproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
684-71-SA — Kweller  and  Dubin  Associates,  Jamaica,  New 
York,  for  Harvest  Consolidated  Industries,  Incorporated, 
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Buffalo,  New  York,  filed  for  approval  of  Capri  Universal 
Dry  Cleaning  Machines  under  the  provisions  of  the  Rules 
of  the  Board  of  Standards  and  Appeals  Covering  Coin- 
Operated  and  Non-Coin-Operated  Dry  Cleaning  Establish¬ 
ments  and  C26-705  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Coin-operated  and  non-coin-operated 
dry  cleaning  machines. 

DESCRIPTION :  The  machines  use  DuPont  Valclene  sol¬ 
vent  (trichlorotrifluoroethane)  and  detergent.  The  solvent  is 
non-flammable  and  has  no  flash  point.  Details  are  as 
follows : 

Capacity — 16  lbs. 

Basket  Diameter — 2 7j4" 

Basket  Depth — 16)4" 

Washing  Speed — 42  RPM 
Extracting  Speed — 430  RPM 
Length — 67)4" 

Depth — 39)4" 

Height— 73" 

Weight — 3250  lbs. 

Solvent  Load — 35  gal. 

Water  required — 3.5  gal.  per  minute 
Maximum  Electric  Power — 10.5  KW 
Electric  Service — -3  phase,  60  cycle,  220  volts 
Capacity  of  Tanks — 25  gal.,  11.8  gal.,  39.5  gal. 

Air  Pressure — 80  psi 

INSPECTION  AND  TEST :  The  machine  does  not  exceed 
the  maximum  of  2.8  lbs.  capacity  per  cubic  foot  of  cylinder, 
as  specified  by  the  Rules  of  the  Board.  The  machine  meets 
the  requirements  of  the  Building  Code  for  low  hazard  in¬ 
stallations  by  using  a  solvent  which  does  not  have  a  flash 
point  below  138.2°  F. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Capri  Universal  Dry  Cleaning  Ma¬ 
chines  under  the  provisions  of  the  Rules  of  the  Board  of 
Standards  and  Appeals  Covering  Coin-Operated  and  Non- 
Coin-Operated  Dry  Cleaning  Establishments  and  C26-705 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  their  installations  shall  comply  with  these  provisions 
as  to  location,  egress,  fire  prevention,  and  ventilation.  The 
dry  cleaning  machines  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  684-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


685-71-SM 

APPLICANT — The  Gibson-Homans  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
685-71-SM — The  Gibson-Homans  Company,  Cleveland,  Ohio 
filed  for  approval  of  Eternaflex  roofing  materials  under  the 
provisions  of  C26-503.7  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Class  A  roof  covering. 
DESCRIPTION :  Eternaflex  roof  coverings  are  made  from 
neoprene  and  hypalon  synthetic  rubbers.  They  are  coatings 
applied  in  the  same  manner  as  a  heavy  bodied  paint  and 
cure  to  a  rubber-like  membrane. 

When  the  Eternaflex  materials  are  used  on  a  concrete 
roof,  a  neoprene  coating  is  applied  at  the  rate  of  3  gallons  per 
100  square  feet  (gphsf)  and  is  permitted  to  dry.  A  second 
coating  of  2  gphsf  of  neoprene  or  1)4  gphsf  of  hypalon  is 
then  applied. 

A  2)4  gphsf  coating  of  neoprene  is  applied  to  hard  in¬ 
sulation  board  and  a  2  gphsf  coating  of  neoprene  primer  is 
applied  to  soft  insulation  board.  After  the  first  coat  dries, 
a  second  coat  of  2  gphsf  of  neoprene  or  \y2  gphsf  of 
hypalon  is  applied. 

On  plywood,  a  2  gphsf  coat  of  neoprene  is  applied  and 
permitted  to  dry.  The  second  coat  is  2  gphsf  of  neoprene 
or  1)4  gphsf  of  hypalon. 

The  first  coat  applied  over  tar  is  either  3  gphsf  of  neoprene 
applied  over  a  glass  mat  or  3  to  4  gphsf  of  neoprene  applied 
on  a  tar  surface  requiring  extensive  preparations.  The 
second  coat,  applied  after  the  first  coat  dries,  is  either  2 
gphsf  of  neoprene  or  1)4  gphsf  of  elastomeric  aluminum 
coating. 

Metal  surfaces  require  a  first  coat  of  2  gphsf  of  neoprene 
and  after  the  first  coat  dries,  a  second  coat  of  2  gph  of 
neoprene  or  1  y2  gph  of  hypalon. 

Each  individual  coating  dries  to  a  thickness  of  approxi¬ 
mately  0.01".  Each  system  weighs  less  than  20  pounds  per 
100  square  feet. 

INSPECTION  AND  TEST:  The  neoprene  and  hypalon 
coatings  were  determined  to  be  Class  A  roof  coverings  by 
Underwriters’  Laboratories  (R4655,  65K3933,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Eternaflex  roofing  materials  as  a  Class 
A  roof  covering  under  the  provisions  of  C26-503.7  of  the 
Building  Code  of  the  City  of  New  York.  Proposed  plans 
for  this  construction  submitted  to  the  Department  of  Build¬ 
ings  and  the  packaging  of  the  materials  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
685-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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687-71-SA 

APPLICANT — National  Riverside  Company,  owner. 

APPEARANCES— 

For  Applicant :  Daniel  M.  Vlaun. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
687-71-SA — National  Riverside  Company,  Cucamonga,  Cali¬ 
fornia,  filed  for  approval  of  National  Riverside  Space  Heater, 
Model  150  FA,  under  the  provisions  of  Article  14  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Portable  propane  fired  heater  for  con¬ 
struction  sites. 

DESCRIPTION  :  The  Model  150  FA  is  an  unvented  space 
heater  designed  for  temporary  use  on  construction  sites. 
It  is  a  motor  driven,  fan  operated,  forced  air  heater  fired  by 
propane.  It  is  rated  at  150,000  BTU.  The  motor  contains 
a  centrifugal  switch  which  shuts  down  the  heater  if  the 
motor  is  obstructed  or  malfunctions,  and  a  thermal  over¬ 
load  protector,  which  shuts  down  the  heater  if  the  motor 
becomes  overheated.  A  high  temperature  limit  switch 
(240°F.)  shuts  down  the  heater  if  it  becomes  too  hot.  The 
combustion  chamber  is  made  of  20  gauge  stainless  steel.  The 
combustion  chamber  housing  has  an  air  scoop  for  cooling. 
A  transformer  provides  an  automatic  spark  plug  electric 
ignition.  A  safety  flame  detector  with  a  stainless  steel  rod 
and  tube  shuts  down  the  heater  if  ignition  or  flame  fail. 
Specifications  are  as  follows : 

Capacity— 150,000  BTU/hr 

Fuel  Consumption — 6.9  lbs.  LP  Gas/hr 

Operating  Pressure — 11"  W.C. 

Heated  Air  Output— 600  CFM 
Ignition  Transformer — 5000  volts 
Motor — 1/12  hp,  3000  rpm,  115  volt,  60  cycle,  1  phase,  AC 
Hose  Assembly — 10'  Y%"  LP  Hose,  11"  W.C.  Regulator 
POL/excess  flow  Power  Cord — 6',  3  wire 
Size— 25"  x  9"  x  15" 

INSPECTION  AND  TEST :  The  heater  was  tested  by 
Gas  and  Mechanical  Laboratories,  Incorporated,  Los  Angeles, 
as  to  carbon  monoxide  and  carbon  dioxide  emissions.  The 
emissions  were  found  to  be  below  levels  allowed  by  federal 
standards  for  this  type  of  heater. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  National  Riverside  Space  Heater, 
Model  150  FA,  for  use  on  outdoor  construction  sites  or 
other  well  ventilated  areas  under  the  provision  of  Article 
14  of  the  Building  Code  on  the  following  conditions: 

1.  The  heaters  shall  be  put  into  operation  by  a 
licensed  plumber. 

2.  When  the  heaters  are  in  use,  a  standby,  part  time 
plumber  or  a  fire  guard  with  a  certificate  of  fitness  from 
the  Fire  Department  shall  be  on  the  job  site. 

3.  The  heaters  shall  be  installed  and  operated  in 
accordance  with  National  Fire  Prevention  Association 
regulations  and  RS  16  of  the  Building  Code,  and  the 
requirements  of  the  Fire  Commissioner. 

4.  The  heaters  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  687-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 


the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


699-71-SA 


APPLICANT — E.  G.  Sutcliffe  for  Husky  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  Granville  Sutcliffe. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 

Test. 


THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
699-71-SA — Husky  Corporation,  Kirkwood,  Missouri,  filed 
for  approval  of  the  Husky  1-|-  Nozzle  under  the  provisions 
of  C26-107.2  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Gasoline  line  nozzle. 

DESCRIPTION :  The  nozzle  is  manufactured  from  mate¬ 
rials  which  include  steel,  stainless  steel,  zinc,  cadmium,  and 
aluminum.  The  valve  is  kept  open  by  squeezing  the  operating 
lever  or  latching  the  lever  with  a  clip.  The  lever  actuates 
the  spring  loaded  latch  plunger,  which  holds  three  steel 
balls.  The  three  balls  are  engaged  with  the  latch  ring  by 
a  spring  loaded  latch  pin.  During  operation,  the  valve  stem 
is  depressed,  lifting  the  main  poppet  and  allowing  gasoline 
to  flow  through  the  valve.  The  fabric  reinforced  synthetic 
rubber  diaphragm  is  mounted  to  the  underside  of  the  dia¬ 
phragm  cup  washer  dividing  the  vacuum  cavity.  The  dia¬ 
phragm  is  attached  to  the  latch  pin  which  inserts  into  the 
latch  plunger.  The  outlet  of  the  valve  is  provided  with  a 
venturi  skirt  from  which  a  drilled  passageway  leads  to  the 
cavity  above  the  diaphragm.  Another  passageway  connects 
with  the  vacuum  tube  assembly  which  terminates  near  the 
outer  end  of  the  valve  spout  and  serves  to  vent  the  cavity. 
When  the  outlet  of  the  valve  spout  is  blocked  by  liquid,  the 
venturi  skirt  creates  _  a  vacuum  in  the  upper  portion  of  the 
vacuum  cavity.  This  vacuum  raises  the  diaphragm  and, 
in  turn,  raises  the  latch  pin,  allowing  the  three  steel  balls 
to  move  to  the  center  of  the  latch  plunger.  The  latch 
plunger  is  released  and  travels  downward,  also  allowing  the 
stem  to  _  move  downward  and  shut  off  the  flow  of  liquid. 
Thus,  liquid  flow  is  automatically  terminated  when  the 
liquid  level  of  the  tank  being  filled  immerses  the  nozzle. 
The  shock  of  the  movement  releases  the  operating  lever 
and  enables  the  plunger  to  return  to  its  reset  position. 
INSPECTION  AND  TEST :  The  nozzle  has  been  ap¬ 
proved  by  Underwriters’  Laboratories  (Card  MH9081,  Julv 
1,  1971). 


50 


MINUTES 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Husky  1  -f-  Nozzle  as  a  gasoline 
line  nozzle  under  the  provisions  of  C26-107.2  of  the  Building 
Code  and  Local  Laws  69  and  70  of  1969  of  the  City  of  New 
York.  The  nozzles  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  699-71 -SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


62-61-SA 

APPLICANT — Clesco  National  Products,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  November  28,  1961.  Product:  Clesco  dry 
cleaning  machine,  (coin-operated). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent:  Chairman  Galvin  and  Commissioner  Madigan..  2 
THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli- 
can  in  order  to  verify  that  the  material  was  being  manufac¬ 
tured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

358-61-SA 

APPLICANT — Shand  and  Jurs  Company,  owner. 

SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  October  17,  1961.  Product:  Gages,  Fig. 
2006  Series,  and  Liquid  Level  limit  Switch  F-700  Series. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Vice.  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  q 


Absent :  Chairman  Galvin  and  Commissioner  Madigan  .  2 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1135-61-SM 

APPLICANT — General  Bronze  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  December  19,  1961.  Product:  Alwintite 
Aluminum  Single-Hung  Window,  Series  410. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein 


and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent :  Chairman  Galvin  and  Commissioner  Madigan  .  2 
THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

40-64-SA 

APPLICANT — Lindberg  Hevi-Duty,  Division  of  Sola  Basic 
Industries,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  February  9,  1965.  Product:  Lindberg 
Electric  Hydrogen  Full  Muffle  Type  Furnace. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative :  .  0 


Absent :  Chairman  Galvin  and  Commissioner  Madigan . .  2 
THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance/ 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1068-65-SA 

APPLICANT — Maytag  Company,  owner. 

SUBJECT— Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 


776-64-SM 

APPLICANT — Svenska  Bidett  A/B,  owner. 

SUBJECT — Dismissal. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 


804-64-SM 

APPLICANT — 3M  Company  Adhesives,  Coatings  and  Seal¬ 
ers  Division,  owner. 

SUBJECT — Application  July  27,  1964 — 3M  Brand  Ceramic 
Tile  Adhesive  CTA-50  and  3M  Brand  Drywall  Framing 
Adhesive  (Non-Flammable)  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 


832-64-SM 

APPLICANT — Seaporlucent  Division  for  the  Caloric  Cor¬ 
poration,  owner;  Mr.  Wolf  Wacher,  agent. 

SUBJECT — Application  August  5,  1964 — Seaporlucent 
Panels,  Series  138,  258,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 


851-64-SA 

APPLICANT — Gray  Company,  Incorporated,  owner. 
SUBJECT — Application  August  12,  1964 — Graco  High 

Pressure  Fluid  Heater,  Models  No.  206-565  and  206-580 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  . 0 

Absent:  Commissioner  Madigan  .  1 


865-64-SM 

APPLICANT — Ethyl  Corporation,  Plastics  Division — Pipe 
Products,  owner. 

SUBJECT — Application  August  17,  1964 — Ethyl  or  Vis- 
queen  PVC  Plastic  Pipe,  Type  I  or  II  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  . 0 

Absent :  Commissioner  Madigan  .  1 


935-64-SA 

APPLICANT — Westinghouse  Electric  Corporation,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  . 0 

Absent :  Chairman  Madigan .  1 


976-64-SA 

APPLICANT — Bliss-Gamewell,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  . 4 

Negative:  . 0 

Absent :  Chairman  Madigan .  1 


1005-64-SA 

APPLICANT — Big  Three  Welding  Equipment  Company, 
owner. 

SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  . _ .  9 

Absent :  Commissioner  Madigan  .  1 


1006-64-SA 

APPLICANT — Parkmore  Systems,  Incorporated,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant : 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 


720-71-BCR 

APPLICANT — Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT — Request  by  letter  dated  October  21,  1971,  Re¬ 
ceived  October  27,  1971  to  modify  Section  504.  (a)  Refer¬ 
ence  Standard  RS  10-3.  Letter  of  November  12,  197l, 
Received  November  16,  1971  requesting  that  letter  of 
October  21,  1971  be  set  aside  at  this  time.  Letter  of 
November  26,  1971  Received  November  29,  1971  requesting 
that  Section  504.  (a)  Reference  Standard  RS  10-3  (ACI 
318-1963,  Building  Code  requirements  for  reinforced  con¬ 
crete)  be  modified. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
2  P.M.  for  decision ;  hearing  closed. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein 


and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent :  Chairman  Galvin  and  Commissioner  Madigan  .  2 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.,  Capt.  John 
Petraglia,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972, 
at.  2  P.M.  for  continued  hearing,  at  the  request  of  the  ap¬ 
plicant. 


924-68- A— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 


SUBJECT — Application  October  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 47  to  49  West  14th  Street, 
north  side,  220  feet  east  of  Avenue  of  the  Americas,  Block 
816,  Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Vassalotti  and  Robert  M.  Blum. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.,  for  continued  hearing;  previously  inspected. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.  and  Capt.  John 
Petraglia,  F.  D. 

For  Owner:  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.,  for  a  progress  report. 

652- 71- A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 515  Oder  Avenue,  east  side, 

195.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  submit  revised 
plans  and  additional  documentation. 

653- 71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 

SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 517  Oder  Avenue,  east  side, 

223.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  submit  revised 
plans  and  additional  documentation. 

654- 71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 

SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 521  Oder  Avenue,  east  side, 

251.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  15, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 
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ACTION  OF  BOARD— Laid  over  to  February  8,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  submit  revised 
plans  and  additional  documentation. 


664-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kingsland  Estate  Incorporated. 
SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 343  to  347  Kingsland  Avenue, 
west  side,  180  feet  north  of  268  Monitor  Street,  Block  2608. 
Lot  82,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 
John  F.  Petraglia,  F.  D. 

For  Owner:  J.  Stanley  Shaw,  P.  Augusta  and  Norman 
Rosenthal. 

ACTION  OF  BOARD— Laid  over  to  February  8,  1972,  at 
2  P.M.  for  continued  hearing;  previously  inspected. 


665-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Kingsland  Estate  Incorporated. 

SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  John  P.  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D. 

For  Owner:  J.  Stanley  Shaw,  P.  Augusta  and  Norman 
Rosenthal. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  for  continued  hearing;  previously  inspected. 


667-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Berry  Box  Company,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  F.  Petraglia,  F.  D. 

For  Owner:  Frank  A.  Barbera. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.  for  hearing,  at  the  request  of  the  applicant,  with 
the  concurrence  of  the  Fire  Department. 


670-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Haredi  Realty  Corporation. 
SUBJECT— Application  October  13,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-sprinkler  system. 
PREMISES  AFFECTED— 108-02  Otis  Avenue,  northeast 
corner  of  Van  Cleef  Street,  Block  1962,  Lot  1,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 
John  Petraglia,  F.  D. 

For  Owner:  Julius  Kranzler  and  Alphonse  J.  Russo. 
ACTION  OF  BOARD— Laid  over  to  February  8,  1972,  at 
2  P.M.  for  decision;  hearing  closed;  previously  inspected. 


671-71-A 

APPLICANT— Robert  O.  Lowery  Fire  Commissioner. 
OWNER  OF  PREMISES — J.  Eis  and  Sons  Appliances 

Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 
PREMISES  AFFECTED— 539  to  541  East  6th  Street, 
north  side,  90  feet  west  of  Avenue  B,  Block  402,  Lot  45, 
46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  Petraglia,  F.  D. 

For  Owner:  Donald  D.  Fisher. 

ACTION  OF  BOARD— Laid  over  to  February  1,  1972,  at 
2  P.M.  at  the  request  of  the  applicant,  for  hearing  and  in¬ 
spection  ;  applicant  to  file  additional  information. 


672-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

SUBJECT — Application  October  13,  1971 — For  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 753  to  755  Grand  Street,  north 
side,  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D. 

For  Owner :  Louis  Oloff. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  for  continued  hearing  and  the  applicant  to  submit 
additional  plans;  previously  inspected. 


Adjourned  :  7 :00  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  April  14,  1970,  as  they 
appeared  in  Bulletin  No.  17,  Vol.  55  are  hereby  corrected  to 
read  as  follows: 

616-65-BZ— Vol.  II 

APPLICANT — Arthur  S.  McGee  for  Forest  Woods  Homes, 
Incorporated,  owner. 

SUBJECT — Application  reopened  March  1,  1966  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
72-21  of  the  Zoning  Resolution  and  Section  666  of  the  New 
York  City  Charter,  to  permit  in  an  R2  district,  the  erection 
of  a  one  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio  and 
lot  area  and  encroaches  on  the  required  front  and  rear 
yards. 

PREMISES  AFFECTED — 84-17  Commonwealth  Boule¬ 
vard,  east  side,  140.06  feet  south  of  Hillside  Avenue,  Block 
8599,  Lot  134,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  M.  Horowitz. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  .  0 

Negative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1966,  acting  on  N.  B.  Applic.  126/1965, 
reads : 

“1.  The  Floor  Area  Ratio  exceeds  the  maximum 
of  0.50  and  the  Open  Space  Ratio  is  less  than  150.0  as 
required  by  Sec.  23-141,  Amended  Zoning  Resolution, 
for  an  R-2  Zoning  District. 


2.  Lot  Area  per  Dwelling  Unit  is  less  than  3800 
sq.  ft.  as  required  by  Section  23-221,  Amended  Zoning 
Resolution,  for  an  R-2  Zoning  District. 

3.  Proposed  front  yard  is  less  than  15  feet  as  re¬ 
quired  by  Sec.  23-45,  Amended  Zoning  Resolution,  for 
an  R-2  Zoning  District. 

4.  Proposed  rear  yard  is  less  than  30  feet  required 
by  Sec.  23-47,  A.  Z.  R.,  for  an  R-2  Zoning  District.” 

and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  29,  1966  after  due  notice  by  publication  in  the 
Bulletin,  laid  over  to  January  4,  1967  at  the  request  of  the 
objector,  laid  over  to  January  17,  1967  for  continued  hearing 
and  decision,  applicant  to  file  tracing  from  Registrar’s 
office  as  to  lot  size;  laid  over  to  January  24,  1967  for 
further  consideration  and  decision;  and 
Whereas,  on  January  24,  1967  the  Board  denied  the  appli¬ 
cation;  and 

Whereas,  on  April  14,  1969  the  Court  remitted  this  appli¬ 
cation  for  further  hearing;  and 
Whereas,  on  July  1,  1969  the  case  was  restored  to  the 
docket ;  and 

Whereas,  on  March  17,  1970  a  public  hearing  was  held 
on  this  application  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  7,  1970  at  the  request  of  an 
objector;  then  to  April  14,  1970  for  decision;  and 
Whereas,  the  premises  and  surrounding  area  were  re¬ 
inspected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  given  due  consideration  to  the 
written  statements  and  oral  testimony  in  the  record;  and 
Whereas, _  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  a,  b,  c  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  January  24,  1966  acting  on  N.  B.  Applic.  126/1965 
Objection  Nos.  1,  2,  3  and  4  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 

^Correction :  In  the  Resolution  portion  under  the  decision 
of  the  Borough  Superintendent  item  4  is  corrected  as  shown 
in  italics. 
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DOCKET 

New  Cases  Filed  up  to  January  25,  1972 

Cal.  No.  Dept.  Premises  Affected 

17-72-BZ — B.Q. — 86-01  Justice  Avenue,  northeast  corner 
of  Broadway,  Block  1837,  Lots  100,  102,  Elmhurst, 
Borough  of  Queens,  Community  Board  #4,  Alt.  No. 
1247-71,  re-  proposed  alteration  to  store  and  dwelling, 
R-6  district. 


18- 72-A — B.Q. — 86-01  Justice  Avenue,  northeast  corner 
of  Broadway,  Block  1837,  Lots  100,  102,  Elmhurst,  Bor¬ 
ough  of  Queens,  Alt.  No.  1247-71,  re-  proposed  altera¬ 
tion  exceeds  60  per  cent  of  the  building,  R-6  district. 

19- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  592-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

20- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  10,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  575-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

21- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  11,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  576-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

22- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  12,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  577-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

23- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  14,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  578-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

24- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  15,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18.  N.  B.  231,  579-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

25- 72-BZ— B.B— 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  16,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  580-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

26- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854.  Lot  17,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  581-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

27- 72-BZ — B.B. — 5603  Avenue  M.  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854.  Lot  18,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  582-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

28- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854.  Lot  19,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  583-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


29- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  20,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  584-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 

30- 72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  21,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  585-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


31-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  22,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  586-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


32-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  23,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  587-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


33-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  24,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  588-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


34-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  25,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  589-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


35-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  26,  Borough  of  Brooklyn  Com¬ 
munity  Board  #18,  N.B.  231,  590-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


36-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  27,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  591-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


37-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  56,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  609-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


38-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  57,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  608-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


39-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  58,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  607-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


40-72-BZ — B.B. — 5603  Avenue  M.  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  59,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18.  N.B.  231,  606-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


41-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  60,  Borough  of  Brooklyn,  Com- 
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munity  Board  #18,  N.B.  231,  605-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


42-71-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  61,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  604-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


43-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  62,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  603-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


44-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  63,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  602-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


45-72-BZ— B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  64,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  601-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


46-72-BZ — B.B. — 5603  Avenue  Ad,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  65,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  600-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


47-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  66,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  599-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


48-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854.  Lot  66,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  598-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


49-72-BZ— B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  68,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  597-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


50-72-BZ— B.B.— 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  69,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  596-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


51-72-BZ— B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner,  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  70,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  595-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


52-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and1  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  71,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  594-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


53-72-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East  57th 
Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  72,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18,  N.B.  231,  593-71,  re-  proposed  two 
family  dwelling,  R3-2  district. 


54-72-BZ — B.M. — 49  East  73rd  Street,  north  side,  125.0 
feet  east  of  Madison  Avenue,  Block  1388,  Lot  26,  Bor¬ 
ough  of  Manhattan,  Community  Board  #8,  N.B.  89-71, 
re-  residence  for  the  elderly,  R8  district. 


55-72-BCR — Received  January  20,  1972 — Section  10.14  of 
Reference  Standard  RS10-1  (Masonary),  Modification  of. 


56-72-BZ — B.Q. — 32-15  112th  Place,  east  side,  116.70 
feet  north  of  Northern  Boulevard,  Block  1707,  Lots  5,  6, 
7,  8,  13,  46,  Corona,  Borough  of  Queens,  Community 
Board  #3,  Alt.  No.  757-71,  re-  proposed  structural  altera¬ 
tion  for  non-conforming  use,  enlargement,  C2-2  in  R5 
district. 


57-72-BZ — B.Q. — 112-21  Northern  Boulevard,  northeast 
corner  of  112th  Place,  Block  1707,  Lots  36,  43,  44,  45, 
Corona,  Borough  of  Queens,  Community  Board  #3, 
Alt.  No.  1290-71,  re-  proposed  structural  alteration  for 
non-conforming  use,  enlargement,  C2-2  in  R5  district. 


58-72-BZ — B.M. — 376  West  Street,  east  side,  88  feet  8 
inches  south  of  Barrow  Street,  Block  603,  Lots  1,  6, 
Borough  of  Manhattan,  Community  Board  #2,  N.B. 
132-69,  re-  multiple  dwelling,  Cl-7  district. 


59-72-A — B.M. — 376  West  Street,  east  side,  88  feet  8 
inches  south  of  Barrow  Street,  Block  603,  Lots  1,  6, 
Borough  of  Manhattan,  N.B.  132-69,  re-  proposed  dis¬ 
tance  between  buildings,  yard,  Cl-7  district. 


60-72-BZ — B.M. — 121  Morton  Street,  northeast  corner  of 
West  Street,  Block  603,  Lot  1,  Borough  of  Manhattan, 
Community  Board  #2,  N.B.  133-69,  re-  multiple  dwell¬ 
ing,  Cl-7  district. 


61-72-A — B.M. — 121  Morton  Street,  northeast  corner  of 
West  Street,  Block  603,  Lot  1,  Borough  of  Manhattan, 
N.B.  133-69,  re-  distance  between  buildings,  yard,  Cl-7 
district. 


62-72-BZ — B.M. — 119  Morton  Street,  north  side,  44  feet 
east  of  West  Street,  Block  603,  Lot  1,  Borough  of  Man¬ 
hattan,  Community  Board  #2,  N.B.  134-69,  re-  multiple 
dwelling,  Cl-7  district. 


63-72-A — B.M. — 119  Morton  Street,  north  side,  44  feet 
east  of  West  Street,  Block  603,  Lot  1,  Borough  of  Man¬ 
hattan,  N.B.  134-69,  re-  distance  between  buildings,  yard, 
Cl-7  district. 


64-72-BZ — B.M. — 634  Washington  Street,  northwest  cor¬ 
ner  of  Barrow  Street,  Block  604,  Lot  14,  Borough  of 
Manhattan,  Community  Board  #2,  N.B.  140-69,  re-  mul¬ 
tiple  dwelling,  Cl-7  district. 


65-72-A — B.M. — 634  Washington  Street,  northwest  cor¬ 
ner  of  Barrow  Street,  Block  604,  Lot  14,  Borough  of 
Manhattan,  N.B.  140-69,  re-  distance  between  buildings, 
yard,  Cl-7  district. 


66-72-BZ — B.M. — 636  Washington  Street,  west  side,  44 
feet  north  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan,  Community  Board  #2,  N.B.  141-69,  re¬ 
multiple  dwelling,  Cl-7  district. 


67-72-A — B.M. — 636  Washington  Street,  west  side,  44 
feet  north  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan,  N.B.  141-69,  re-  distance  between  build¬ 
ings,  yard,  Cl-7  district. 


68-72-BZ — B.M. — 704  Washington  Street,  northwest  cor¬ 
ner  of  Perry  Street,  Block  637,  Lot  66,  Borough  of  Man¬ 
hattan,  Community  Board  #2,  N.B.  149-69,  re-  multiple 
dwelling,  Cl-7  district. 
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69-72-A — B.M. — 704  Washington  Street,  northwest  cor¬ 
ner  of  Perry  Street,  Block  637,  Lot  66,  Borough  of  Man¬ 
hattan,  N.B'.  149-69,  re-  distance  between  buildings,  yard, 
Cl-7  district. 


70-72-BZ — B.M. — 712  Washington  Street,  west  side,  83.4 
feet  north  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan,  Community  Board  #2,  N.B.  151-69,  re¬ 
multiple  dwelling,  Cl-7  district. 


71-72-A — B.M. — 712  Washington  Street,  west  side,  83.4 
feet  north  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan,  N.B.  151-69,  re-  distance  between  build¬ 
ings,  yard,  Cl-7  district. 


72-72-BZ — B.M. — 348  West  11th  Street,  south  side,  13.6 
feet  west  of  Washington  Street,  Block  637,  Lot  66,  Bor¬ 
ough  of  Manhattan,  Community  Board  #2,  N.B.  152-69, 
re-  multiple  dwelling,  Cl-7  district.  , 


73-72-A — B.M. — 348  West  11th  Street,  south  side,  13.6 
feet  west  of  Washington  Street,  Block  637,  Lot  66,  Bor¬ 
ough  of  Manhattan,  N.B.  152-69,  re-  distance  between 
buildings,  yard,  Cl-7  district. 


74-72-BZ — B.M.— 352  West  11th  Street,  south  side,  57.6 
feet  west  of  Washington  Street,  Block  637,  Lots  64  and 
66,  Borough  of  Manhattan,  Community.  Board  #2,  N.B. 
153-69,  re-  multiple  dwelling,  Cl-7  district. 


75-72- A — B.M. — 352  West  11th  Sreet,  south  side,  57.6 
feet  west  of  Washington  Street,  Block  637,  Lot  64  and 
66,  Borough  of  Manhattan,  N.B.  153-69,  re-  distance  be¬ 
tween  buildings,  yard,  Cl-7  district. 


76-72-BZ— B.M. — 622  Washington  Street,  west  side,  44 
feet  8  inches  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan,  Community  Board  #2,  N.B. 
123-69,  re-  proposed  group  parking,  Cl-7  district. 


77-72-BZ — B.M. — 626  Washington  Street,  west  side,  84 
feet  8  inches  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan,  Community  Board  #2,  N.B. 
124-69,  re-  proposed  group  parking,  Cl-7  district. 


78-72-BZ — -B.M. — 125  Barrow  Street,  southwest  corner 
of  Washington  Street,  Block  603,  Lot  15,  Borough  of 
Manhattan,  Community  Board  #2,  N.B.  125-69,  re-  pro¬ 
posed  group  parking,  Cl-7  district. 


79-72-BZ — B.M. — 131  Barrow  Street,  southwest  corner 
of  Washington  Street,  Block  603,  Lots  12,  15,  Borough 
of  Manhattan,  Community  Board  #2,  N.B.  127-69,  re¬ 
proposed  group  parking,  Cl-7  district. 


80-72-BZ — B.M.— 133  Barrow  Street,  southwest  corner 
of  Washington  Street,  Block  603,  Lots  6,  12,  15,  Borough 
of  Manhattan,  Community  Board  #2,  N.B.  127-69,  re¬ 
proposed  group  parking,  Cl-7  district. 


81-72-BZ — B.M. — 137  Barrow  Street,  south  side,  169  feet 
4  inches  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan,  Community  Board  #2,  N.B. 
128-69,  re-  proposed  group  parking,  Cl-7  district. 


82-72-BZ — B.M. — 141  Barrow  Street,  south  side,  209  feet 
4  inches  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan,  Community  Board  #2,  N.B. 
129-69,  re-  proposed  group  parking,  Cl-7  district. 


83-72-BZ — -B.M. — 382  West  Street,  southeast  corner  of 
Barrow  Street,  Block  603,  Lot  6,  Borough  of  Manhattan, 
Community  Board  #2,  N.B.  130-69,  re-  proposed  group 
parking,  Cl-7  district. 


84-72-BZ — B.M. — 379  West  Street,  southeast  corner  of 
Barrow  Street,  Block  603,  Lot  6,  Borough  of  Manhattan, 
Community  Board  $2,  N.B.  131-69,  re-  proposed  group 
parking,  Cl-7  district. 


85-72-BZ — B.M. — 1 15  Morton  Street,  north  side,  84  feet 
8  inches  east  of  West  Street,  Block  603,  Lots  1,  6,  Bor- 
ough  of  Manhattan,  Community  Board,  if  2,  N.B.  1 35-6 
re-  proposed  group  parking,  Cl-7  district. 


86- 72-BZ — B.M. — 107  Morton  Street,  north  side,  164  feet 
8  inches  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan,  Community  Board  _#2,  N.B.  137-69,  re¬ 
proposed  group  parking,  Cl-7  district. 

86A-72-BZ— B.M.— 111  Morton  Street,  north  side,  124 
feet  8  inches  east  of  West  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan,  Community  Board  #2,  N.B. 
136-69,  re-  proposed  group  parking,  Cl-7  district. 

87- 72-BZ — B.M. — 105  Morton  Street,  north  side,  204  feet 
8  inches  east  of  West  Street,  Block  60o,  Lot  15,  Bor¬ 
ough  of  Manhattan,  Community  Board  #2,  N.B.  138-69, 
re-  proposed  group  parking,  Cl-7  district. 

88- 72-BZ — B.M. — 129  Barrow  Street,  south  side,  46  feet 
west  of  Washington  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan,  Community  Board  #2,  N.B.  139-69,  re¬ 
proposed  group  parking,  Cl-7  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B  Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  15,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  February  15,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

627-51-BZ 

APPLICANT — McGee  and  Morsellino  for  Benson  Chev¬ 
rolet,  Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December 
11,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Sections  7e,  7f,  7h,  and 
7i  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  building  to  be 
used  as  a  motor  vehicle  repair  shop  incident  to  authorized 
automobile  dealer’s  use,  including  a  non-storage  garage 
for  more  than  five  but  not  more  than  seventy  motor 
vehicles ;  an  automobile  showroom  for  authorized  auto¬ 
mobile  dealer;  storage,  sale  and  display  of  more  than  five 
but  not  more  than  25  used  motor  vehicles;  free  parking 
of  more  than  five  but  less  than  30  motor  vehicles  for 
patrons  and  employees  only,  office,  conference  room  and 
storage  of  bulk  auto  parts ;  with  a  roof  sign  not  in  con¬ 
formity  with  zoning  resolution. 

PREMISES  AFFECTED— 1553-1583  86th  Street  and 
8514-8524  16th  Avenue,  northwest  corner  and  1558-1562 
85th  Street,  Block  6341,  Lot  30,  Borough  of  Brooklyn. 


355-45-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Italia  Tanga,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  28,  1971 — 


60 


CALENDAR 


decision  of  the  Borough  Superintendent ;  previously- 
granted  on  condition,  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
change  in  occupancy  of  a  portion  of  the  building  from 
auto  laundry  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 50-24  Queens  Boulevard,  south 
side,  193.20  feet  east  of  50th  Street,  Block  2283,  Lot  43, 
Woodside,  Borough  of  Queens. 

862-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  25,  1971 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  washing,  lubrication,  office  and  acces¬ 
sory  sales  and  parking  of  motor  vehicles  awaiting  service, 
with  curb  cuts,  signs  and  show  windows  within  75  ft. 
of  the  residence  use  district. 

PREMISES  AFFECTED — 1781-1791  Bay  Ridge  Parkway 
and  7416-7422  18th  Avenue,  northwest  corner.  Block  6215, 
Lot  47  and  49,  Borough  of  Brooklyn. 

605-56-BZ 

APPLICANT — Barnett  Ross  Associates  for  Humble  Oil 
Refining  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December 
11,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7e,  7f,  7h  and  7i 
of  the  Zoning  Resolution,  permitting  in  a  residence,  retail 
and  restricted  retail,  D  area  district  a  gasoline  service 
station,  lubritorium,  auto  laundry  (non  automatic)  minor 
auto  repair  shop  with  hand  tools  only  and  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 2511  Westchester  Avenue, 
northwest  corner  of  St.  Peters  Avenue,  Block  3980,  Lot 
1,  Borough  of  The  Bronx. 

546-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Robert  P.  Marrone, 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  catering  establish¬ 
ment  previously  before  the  Board. 

PREMISES  AFFECTED— 5305  to  5317  Avenue  N,  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  January  18,  1972. 

761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  R3-2  district  the  erection  of  a  two 
story  and  cellar  office  building  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond.  Community 
Board  #1. 

Laid  over  from  January  25,  1972,  for  hearing. 


617-71-BZ 

APPLICANT — Joseph  S.  Gottlieb  for  William  Kriger, 
owner;  Bagel  World  of  Jackson  Heights,  Incorporated, 
lessee. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  in  an  existing  three  story  building,  the  addition  to  the 
use  of  the  first  floor  retail  bakery  to  include  wholesale 
establishment. 

PREMISES  AFFECTED — 89-14  Northern  Boulevard, 
south  side,  60  feet  west  of  90th  Street,  Block  1437,  Lot  7, 
Jackson  Heights,  Borough  of  Queens. 


677-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Coressel, 
owner;  Frank  Territo,  d/b/a  Gay  Manor,  lessee. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district, 
in  an  existing  two  story  building,  the  addition  to  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 917  Manor  Road,  southeast 
corner  of  Tillman  Street,  Block  700,  Lot  8,  West  New 
Brighton,  Borough  of  Richmond,  Community  Board  #3. 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


19- 72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story,  and  basement  two  family  dwelling  that  exceeds  the 
permitted,  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 
Community  Board  #18. 

20- 72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
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story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  10,  Borough  of  Brooklyn. 
Community  Board  #18. 


21-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  11,  Borough  of  Brooklyn. 
Community  Board  #18. 


22-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  12,  Borough  of  Brooklyn. 
Community  Board  #18. 


23-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  14,  Borough  of  Brooklyn. 
Community  Board  #18. 


24-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 


required  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 
PREMISES  AFFECTED— 5603  Avenue  M.  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  15,  Borough  of  Brooklyn. 
Community  Board  #18. 


25-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  16,  Borough  of  Brooklyn. 
Community  Board  #18. 


26-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  17,  Borough  of  Brooklyn, 
Community  Board  #18. 


27-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  18,  Borough  of  Brooklyn. 
Community  Board  #18. 


28-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
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56th  Street,  Block  7854,  Lot  19,  Borough  of  Brooklyn. 
Community  Board  #18. 


29-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story.  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  20,  Borough  of  Brooklyn. 
Community  Board  #18. 


30-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  21,  Borough  of  Brooklyn. 
Community  Board  #18. 


31-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  22,  Borough  of  Brooklyn. 
Community  Board  #18. 


32-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  23,  Borough  of  Brooklyn. 
Community  Board  #18. 


33-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT- — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  24,  Borough  of  Brooklyn. 
Community  Board  #18. 


34-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  25,  Borough  of  Brooklyn. 
Community  Board  #18. 


35-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  26,  Borough  of  Brooklyn. 
Community  Board  #18. 


36-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story,  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  27,  Borough  of  Brooklyn. 
Community  Board  #18. 


37-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano.  Contract  Vendee. 
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SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  56,  Borough  of  Brooklyn. 
Community  Board  #18. 


38-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  57,  Borough  of  Brooklyn. 
Community  Board  #18. 


39-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  58,  Borough  of  Brooklyn. 
Community  Board  #18. 


40-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area,  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  59,  Borough  of  Brooklyn. 
Community  Board  #18. 


41-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 


story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  60,  Borough  of  Brooklyn. 
Community  Board  #18. 


42-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano, 
Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  61,  Borough  of  Brooklyn. 
Community  Board  #18. 


43-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano, 
Contract  V endee. 

SUBJECT — Application  January  19,  1972 — -decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  62,  Borough  of  Brooklyn. 
Community  Board  #18. 


44- 72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofano, 
Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  63,  Borough  of  Brooklyn. 
Community  Board  #18. 

45- 72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofano, 
Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 
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PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  64,  Borough  of  Brooklyn. 
Community  Board  #18. 


46-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofano, 
Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  jrard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  65,  Borough  of  Brooklyn. 
Community  Board  #18. 


47-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofano, 
Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1346  to  1389  East 
56th  Street,  Block  7854,  Lot  66,  Borough  of  Brooklyn. 
Community  Board  #18. 


48-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permited  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  67,  Borough  of  Brooklyn, 
Community  Board  #18. 


49-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  68,  Borough  of  Brooklyn. 
Community  Board  #18. 


50-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  69,  Borough  of  Brooklyn. 
Community  Board  #18. 


51-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  70,  Borough  of  Brooklyn. 
Community  Board  #18. 


52-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  71,  Borough  of  Brooklyn. 
Community  Board  #18. 


53-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  Contract  Vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  72,  Borough  of  Brooklyn. 
Community  Board  #18. 


616-71-BZ 

APPLICANT — McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner;  Shell  Oil  Company,  lessee. 
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SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  sales  and  auto 
repairs  previously  before  the  Board. 

PREMISES  AFFECTED— 231-06  Northern  Boulevard, 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


560-71-BZ 

APPLICANT — Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Cor¬ 
poration,  owners. 

SUBJECT — Application  August  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  food  products 
processing  establishment  (bakery). 

PREMISES  AFFECTED — 209  to  213  Elizabeth  Street,  16 
to  18  Prince  Street,  southwest  corner,  and  232  Mott 
Street,  Block  493,  Lots  11,  19,  21,  and  20,  Borough  of 
Manhattan. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 

608-71-BZ 

APPLICANT — Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED — 5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38, 
Borough  of  Brooklyn. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


609-71-BZ 

APPLICANT — Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED — 5410-1 5th  Avenue,  west  side, 
75'  JA"  south  of  54th  Street,  Block  5678,  Lot  39,  Borough 
of  Brooklyn. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  15,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  15,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

55-72-BCR 

APPLICANT — Joseph  Stein  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT — Application  January  13,  1972,  Received  January 
20,  1972 — Section  10.14  of  Reference  Standard  RS10-1 
(Masonry),  Modification  of. 


657-71-SM 

APPLICANT — Crosby-Laughlin — Wedge. 

683-71-SA 

APPLICANT — Harvest  Consolidated  Industries,  Incorpo¬ 
rated — Dry  cleaning  machines. 

718-71-SA 

APPLICANT — Automatic  Burner  Corporation — Gas  Burn¬ 
ers. 


719-71-SA 

APPLICANT — Milton  Roy  Company — Metering  pump. 

726-71-SA 

APPLICANT — Anaheim  Manufacturing  Company,  Division 
of  the  Tappan  Company — Domestic  food  waste  disposers. 

738- 71-SM 

APPLICANT — Crown-Metro,  Incorporated,  subsidiary  of 
USM  Corporation — Flameproofing  compound. 

739- 71-SA 

APPLICANT — Columbus  Stove  Company — Domestic  gas 
range. 

744-71-SM 

APPLICANT — Construction  Products  Division,  W.  R.  Grace 
and  Company — Concrete  admixture. 

748-71-SA 

APPLICANT— Grinnell  Corporation — Butterfly  valves. 

756-71-SA 

APPLICANT — Save-Fuel  Corporation  —  Automatic  Flue 
damper. 

759-71-SA 

APPLICANT — Ramset  Fastening  System — Piston  tools. 

773-71-SM 

APPLICANT — Ackerman  Johnson  Fasteners — Concrete  in¬ 
sert. 

775-71-SM 

APPLICANT — Roll  Form  Products,  Incorporated — Three 
hour  floor  ceiling  deck. 

777-71-SM  - 

APPLICANT — Dryvit  System.  Incorporated — Exterior  in¬ 
sulation. 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-Pressurized  Products. 
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666-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


662-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


449-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


672-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 753  to  755  Grand  Street,  north 
side,  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 


680-71-A 

APPLICANT — Hector  Ferreras  for  Rita  Giovanucci, 
owner. 

SUBJECT — Application  October  20,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street 


PREMISES  AFFECTED — 91  Eastern  Loop  Road,  north, 
side,  976.48  feet  west  of  Four  Corners  Road,  Block  884, 
Lot  19,  Todt  Hill,  Borough  of  Richmond. 


798-7 1-A 

APPLICANT — Kenneth  H.  Koons  for  Tippiansal  Holding 
Corporation,  owner;  Hispanic  Association  for  Drug  Free 
Society,  lessee. 

SUBJECT — Application  December  29,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  smcke  de¬ 
tectors  or  sprinklers. 

PREMISES  AFFECTED— 1010-1014  Hoe  Avenue,  east 
side,  100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5, 
Borough  of  The  Bronx. 


804-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 93  to  95  Avenue  U,  north  side. 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

807-71-A 

APPLICANT — Charles  Spindler  for  212  5th  Avenue  Asso¬ 
ciates,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED— 212  5  th  Avenue,  southwest 
corner  of  West  26th  Street,  Block  827,  Lot  44,  Borough 
of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  22,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  22,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

492-56-BZ 

APPLICANT — McGee  and  Morsellino  for  Leemilt’s  Petro¬ 
leum,  Incorporated,  long  term  lessee;  Republic  Petroleum 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  18, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  minor  auto  repairs  with  hand  tools  only,  office  and 
sales,  car  washing  (non  automatic)  and  lubritorium. 

PREMISES  AFFECTED — 3400-3408  Baychester  Avenue 
and  2001-2021  Tillotson  Avenue,  northeast  corner  and 
3401-3409  Dereimer  Avenue,  Block  5257,  Lot  47,  Borough 
of  The  Bronx. 


398-58-BZ 

APPLICANT — Saul  Goldsmith  for  John  J.  Flannery,  Jr., 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
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term  of  variance  which  expired  November  22,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  the  change  in  use  of 
the  second  floor  of  an  existing  building,  from  offices  to  fac¬ 
tory  for  manufacturing  of  infants  wear. 

PREMISES  AFFECTED— 7914-1920  3rd  Avenue,  west 
side,  S3  feet  9  inches  north  of  80th  Street,  Block  5978,  Lot 
46,  Borough  of  Brooklyn. 


1755-6lf  BZ 

APPLICANT— Reavis  and  McGrath  for  Livia  M.  Peppe, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  May  14,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7c  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  and  residence  use  district,  the 
change  in  use  of  the  first  floor  of  an  existing  three  story 
building  from  coffee  shop  to  restaurant  and  cabaret  in¬ 
cluding  mezzanine  with  flagpole  and  banner  above  first 
floor,  the  upper  floors  to  remain  apartments. 

PREMISES  AFFECTED — 106  West  3rd  Street,  south  side, 
103  feet  east  of  McDougal  Street,  Block  540,  Lot  20, 
Borough  of  Manhattan. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED— 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

Laid  over  from  January  25,  1972,  for  hearing. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED— 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 


598-71-BZ 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
area  for  bank  into  the  residential  district. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  sidq, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 


599-71-A 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Cojnpany  of  New  York,  owner. 

SUBJECT— Application  September  2,  1971— filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 

613-71-BZ 

APPLICANT — Larry  Meltzer  for  Temple  Hillel  of  Flat- 
lands,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  synagogue, 
community  center  and  school  that  increases  the  degree  of 
non-compliance  into  the  front  yeard. 

PREMISES  AFFECTED— 2164  to  2190  Ralph  Avenue, 
and  5913  to  5923  Avenue  L,  northwest  corner,  Block 
7839,  Lot  1,  Borough  of  Brooklyn. 

704-71-BZ 

APPLICANT — Anthony  T.  Nappi  for  62-64  West  138th 
Street  Corporation,  owner. 

SUBJECT — Application  October  29,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  the  conversion  of  an  abandoned  garage  to  office 
use. 

PREMISES  AFFECTED— 62  to  64  West  138th  Street, 
south  side,  127  feet  east  of  Lenox  Avenue,  Block  1735, 
Lot  65,  Borough  of  Manhattan,  Community  Board  #10. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

Laid  over  from  January  18,  1972,  at  the  request  of  the 
applicant,  for  the  Corporation  Counsel  to  complete  title 
vesting,  for  decision;  previously  inspected. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  22,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  22,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

669-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mestel  Store  Contracting  Cor¬ 
poration. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 145  to  147  Noll  Street,  west 
side,  125  feet  south  of  Wilson  Avenue,  Block  3148,  Lots 
38  and  39,  Borough  of  Broooklyn. 
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698-71-A 

APPLICANT- — Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — review  of  Fire 
Department  Regulations  Covering  Pressurized  Products 
re-  (Jet-Start  Starting  Fluid  Injection  System). 


736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 


743-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Albert  M.  Lyons, 
owner. 

SUBJECT — Application  November  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 9  East  10th  Street,  north  side, 
200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 
of  Manhattan. 


749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Franklin  Associates. 

SUBJECT— -Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED — 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

792-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Sonny 
Boy  Realty,  Incorporated  owner;  New  York  City  Depart¬ 
ment  of  Social  Service,  lessee. 

SUBJECT — Application  December  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem,  egress,  and  ventilation. 

PREMISES  AFFECTED — 3030  Bruner  Avenue,  east  side, 
168.42  feet  south  of  Hammersley  Avenue,  Block  4776,  Lot 
65,  Borough  of  The  Bronx. 


9-72-A 

APPLICANT — Hurley,  Kearney  &  Lane  and  Albert  Mel- 
niker  for  Sun  Oil  Company,  owner. 

SUBJECT — Application  January  11,  1972 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent — Zoning  matter. 

PREMISES  AFFECTED— 1781  Arthur  Kill  Road  north¬ 
west  corner  of  Arden  Avenue,  Block  6169,  Lot  16,  Arden 
Heights,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  29,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  morning,  February  29,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  on  non-compliance  within  the 
rear  yard. 

PREMISES  AFFECTED — 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 

Laid  over  from  January  18,  1972,  for  hearing. 


606-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT — -Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 221-14  South  Conduit  Avenue, 
southwest  corner  of  222nd  Street,  Block  13491,  Lots  38, 
40,  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  hearing. 

604-71-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  Jo  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED — 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

707-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfio  Gramma- 
tico,  owner. 

SUBJECT — Application  October  29,  1971 — decision  of 

the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  two  story  and  cellar  office  and  residential  build¬ 
ing,  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 8703  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and 
10,  Borough  of  Brooklyn. 


766-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Shul-Reis  Realty 
Company,  owner,  Manhattan  Playhouse  Corporation,  les¬ 
see. 

SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-8  district,  the  enlargement  in 
area  of  the  second  floor  and  the  construction  of  a  third 
floor  for  a  restaurant  that  will  exceed  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED — 1185  First  Avenue,  northwest 
corner  of  East  64th  Street,  Block  1439,  Lot  23,  Borough 
of  Manhattan.  Community  Board  #8. 
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771-71-BZ 

APPLICANT— Samuel  Kaplan  for  Allied  Bolt  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  December  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  _C8-1  district,  in  an  existing 
one  story  and  mezzanine  building,  the  addition  to  the  ma¬ 


chine  shop  warehouse  and  packaging  use  to  include  metal 
plating. 

PREMISES  AFFECTED— 94-31  204th  Street,  south  side, 
100.57  feet  east  of  Jamaica  Avenue,  and  204-12  Jamaica 
Avenue,  Block  10834,  Lot  1,  Hollis,  Borough  of  Queens. 
Community  Board  #12. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  25,  1972,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 

Tuesday  morning  and  afternoon  January  11,  1972  were 

approved  as  printed  in  the  Bulletin  of  January  20,  1972, 

Vol.  57,  Nos.  1-3. 

326-41-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Margharita  Boc- 
cia,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  17, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  continued 
use  of  a  frame  building  for  7  car  garage. 

PREMISES  AFFECTED — 2222  Homecrest  Avenue,  west 
side,  180  feet  south  of  Avenue  V,  Block  7372,  Lot  16,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  14,  1956,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  25,  1972,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  No¬ 
vember  14,  1956,  as  amended  through  January  17,  1967,  only 
as  to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  January  17,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  4377-54) 

250-46-BZ— Vol.  II 

APPLICANT — Joseph  Eletto  Transfer,  Incorporated  for 
Narco  Trading  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7^  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  change  in  use  from  business  garage  for  not 
more  than  twelve  trucks,  express  storage  and  office  to 
storage  garage  for  approximately  40  trucks  owned  by  Na¬ 
tional  Auto  Renting  Company. 

PREMISES  AFFECTED — 95-105  Vanderbilt  Avenue,  east 
side,  290  feet  7^  inches  south  of  Park  Avenue,  Block 
1887,  Lot  24,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  withdrawn  at  the  request  of  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


31-51-BZ— Vol.  I 

APPLICANT — Max  Wechsler  for  Canal-Randolph  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  6,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  and  Section  21  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict  the  erection  and  maintenance  of  a  storage  garage  for 
more  than  five  motor  vehicles ;  and  to  permit  the  open  park¬ 
ing  and  storage  of  motor  vehicles  on  the  roof  of  proposed 
building  and  on  the  roof  of  the  substructure  at  grade  level. 

PREMISES  AFFECTED — 2425  Sedgwick  Avenue,  west 
side,  459.77  feet  north  of  Landing  Road  and  West  Fordham 
Road,  Block  3226,  Lot  193,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edward  L.  Van  Valkenburg. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  applicant  was  granted  by  the  Board  on 
March  6,  1951,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
January  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  6, 
1951,  as  amended  through  July  16,  1963,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  March  6,  1972,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  1557-50) 

137-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Frank  Ward, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  30, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  dis¬ 
trict;  the  maintenance  of  a  parking  lot  for  the  non-transient 
parking  of  motor  vehicles,  pleasure  car  type. 

PREMISES  AFFECTED — 238-240  McDougal  Street,  south 
side,  100  feet  east  of  Rockaway  Avenue,  Block  1534,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  15,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  25,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
15,  1957,  as  amended  through  June  20,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  January  30,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  204-56) 


1217-66-BZ 

APPLICANT — Atkin  and  Bassolino  for  Leemilt’s  Petro¬ 
leum,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete,  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  permitting  in  a  C2-1  district,  the 
erection  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs. 

PREMISES  AFFECTED— 1915  Bruckner  Boulevard,  north¬ 
west  corner  of  Virginia  Avenue,  Block  3733,  Lots  69,  70, 
71  and  72,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Gibson. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1967,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  January  26,  1971 ;  and 

Whereas,  the  resolution  was  amended  on  June  29,  1971 ; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1967,  as  amended  through  June  29,  1971,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  12,  1971.”  (N.B.  693-66) 


429-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Aquila  Realty 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time  to 
complete  which  expired  November  6,  1971 ;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 


Resolution,  permitting  in  a  Cl-2  district,  at  an  existing 
automotive  service  station  with  accessory  uses  previously 
before  the  Board,  the  enlargement  in  area  of  the  accessory 
building  and  the  erection  of  a  canopy  and  sign  over  the 
pump  islands. 

PREMISES  AFFECTED— 1574-1596  Hutchinson  River 
Parkway,  southeast  corner  of  Middletown  Road,  Block 
5386,  Lots  1,  2,  3,  6,  7  and  8,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso¬ 
lution  amended. 

THE  VOTE 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  6,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  December  1,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  6,  1968,  as  amended 
through  December  1,  1970,  by  adding  thereto: 

“that  this  automotive  service  station  shall  substantially 
conform  to  revised  drawings  of  proposed  conditions 
marked  ‘Received  December  29,  1971’,  one  sheet  and 
‘Received  January  4,  1972’,  one  sheet,  on  condition  that 
substantial  construction  shall  be  completed  within  one 
year  from  November  6,  1971 ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  242-68) 


745-68-BZ — V ol.  II 

APPLICANT — Murray  Rudman  for  Samuel  A.  Crowe  and 
Evans  J.  Crowe,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  December  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition;  under  Sections  73-1 1(g)  and  72-21 
of  the  Zoning  Resolution,  permitting  in  a  Cl-2  and  R3-2 
district,  on  a  plot  previously  before  the  Board,  the  erection 
of  a  one  story  enlargement  to  a  funeral  establishment  and 
the  expansion  of  the  accessory  parking  into  the  residence 
district. 

PREMISES  AFFECTED — 187-18  Baisley  Boulevard,  south 
side,  62.62  feet  east  of  Riverton  Street,  Block  12448,  Lots 
28  and  47,  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Murray  Rudman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  December  15,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
15,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  15,  1971.”  (Alt.  715-68) 


202-70-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mevat  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete,  which  expired  November  10,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R5  district  on  a  plot  with  less  than  the  re¬ 
quired  lot  area  and  lot  width,  the  erection  of  a  three  story 
two  family  dwelling  that  encroaches  on  the  required  front 
and  side  yards. 

PREMISES  AFFECTED — 8802  Avenue  J,  northeast 
corner  of  88th  Street,  Block  8040,  Lot  35,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  10,  1970,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  10,  1970,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  10,  1971.”  (N.B.  715-68) 


417-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Rabbi  Dov 
Revel  Yeshiva  of  Forest  Hills,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  January  5, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  permitting  in  an  Rl-2  district, 
the  erection  of  a  three  story  and  cellar  enlargement  to  a 
school  previously  before  the  Board  that  will  exceed  the 
permitted  floor  area  ratio  and  penetrate  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 71-02  113th  Street,  southwest 
corner  of  71st  Avenue,  Block  2246,  Lot  41,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  5,  1971,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  July  6,  1971; 
and 

W hereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
5,  1971,  as  amended  through  July  6,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  5,  1972.”  (Alt.  1663-65) 


586-70-BZ 

APPLICANT — Henry  George  Greene  for  Raymax  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  January  26, 
1972  and  for  amendment— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R8  dis¬ 
trict,  in  an  existing  five  story  and  cellar  building,  the 
addition  of  basement  for  residential  use  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED— 248,  250,  252  and  254  West 
16th  Street,  south  side,  93.6  feet  east  of  8th  Avenue,  Block 
765,  Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

ACTION  OF  BOARD — Application  reopened,  time  to  com¬ 
plete  work  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissiiner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work  and  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
26,  1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  De¬ 
cember  29,  1971’,  5  sheets,  on  condition  that  substantial 
construction  shall  be  completed  within  one  year  from 
January  26,  1972;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  665-70) 

587-70-A 

APPLICANT — Henry  George  Greene  for  Raymax  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
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intendent — Appeal  pursuant  to  Section  26  of  the  Multiple 
Dwelling  Law  re-  proposed  increase  in  number  of  stores 
from  five  to  five  and  basement ;  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED— 248,  250,  252,  254  West  16th 
Street,  south  side,  93.6  feet  east  of  the  8th  Avenue,  Block 
765,  Lots  68,  69,  70  and  71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissiiner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1971,  on  certain  condition;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
26,  1971,  by  adding  thereto: 

“that  the  resolution  adopted  this  day  under  Calendar 
Number  586-70-BZ  shall  be  complied  with,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt.  665-70) 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  Fern  Chapnick  and  Margaret  G.  Torino. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 


SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  Fern  Chapnick  and  Margaret  G.  Torino. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing  ;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 

417- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing ;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 

418- 71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  Fern  Chapnick. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 

419- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 

420- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 
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SUBJECT — Application  June  IS,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  Fern  Chapnick. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 


421- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  IS,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

ACTION  OF  THE  BOARD — Laid  over  to  March  21, 
1972,  at  10  A.M.,  for  continued  hearing;  applicant  to 
submit  additional  information;  previously  inspected. 

422- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Supeintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  fet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition :  Margaret  G.  Torino. 

ACTION  OF  THE  BOARD — Laid  over  to  March  21, 
1972, _  at  10.A.M.,  for  continued  hearing;  applicant  to 
submit  additional  information ;  previously  inspected. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 

_  stone,  Borough  of  Queens. 

APPEARANCES— 

For  Appllicant:  Ingram  S.  Carner. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 


SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink¬ 
ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #3 ;  applicant  concurs ;  previously  inspected. 


502-71-BZ 

APPLICATION — Harold  Weinberg  for  Maxim’s  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement 
in  area  of  the  first  floor  of  a  two  story  building  and  the 
change  in  occupancy  from  store  and  one  family  dwelling  to 
store. 

PREMISES  AFFECTED — 902  East  84th  Street,  southwest 
corner  of  Flatlands  Avenue,  Block  8020,  Lot  38,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #17;  applicant  concurs;  previously  inspected. 


503-71-A 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 

SUBJECT— Application  July  20,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  class  4,  frame  build¬ 
ing,  extension  and  enlargement. 

PREMISES  AFFECTED — 902  East  84th  Street,  southwest 
corner  of  Flatlands  Avenue,  Block  8020,  Lot  38,  Borouerh 
of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

ACTION  OF  BOARD— Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing,  in  conjunction  with  Cal.  No. 
S02-71-BZ. 


560-71-BZ 

APPLICANT— Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Corpo¬ 
ration,  owners. 

SUBJECT — Application  August  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  products  process¬ 
ing  establishment  (bakery). 

PREMISES  AFFECTED— 209  to  213  Elizabeth  Street,  16 
to  18  Prince  Street,  southwest  corner,  and  232  Mott  Street, 
Block  493,  Lots  11,  19,  21,  and  20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Donald  D.  Fisher,  Doris  Diether,  Ruth  E. 

Wittenberg  and  Michael  LaRosa. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972, 
at  10  A.M.,  for  continued  hearing  applicant  to  file  addi¬ 
tional  information;  previously  inspected. 

606-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner,  Shell  Oil  Company,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 221-14  South  Conduit  Avenue, 
southwest  corner  of  222nd  Street,  Block  13491,  Lots  38, 
40,  41,  43,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board ;  applicant  concurs ;  previously  inspected. 

608-71-BZ 

APPLICANT — Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  a  two  family  dwelling  to  a  three  family  dwell¬ 
ing  that  creates  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 

PREMISES  AFFECTED — 5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Opposition :  Harry  Siegel. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  submission  of  addi¬ 
tional  data  to  the  Board ;  previously  inspected. 


609-71-BZ 

APPLICANT — Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that  creates 
non-compliance  in  floor  area  ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 5410— 15th  Avenue,  west  side, 
75'  %"  south  of  54th  Street,  Block  5678,  Lot  39,  Borough  of 
Brooklyn. 

APPEARANCES  — 

For  Applicant:  Louis  Lieberman. 

For  Opposition:  Harry  Siegel. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  submission  of  addi¬ 
tional  data  to  the  Board ;  previously  inspected. 


616-71-BZ 

APPLICANT— McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  sales  and  auto 
repairs  previously  before  the  Board. 

PREMISES  AFFECTED— 231-06  Northern  Boulevard, 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Jack  P.  Zaccaria. 
For  Opposition :  Ralph  Wuest,  Carol  A.  Marian,  John  O. 

Riedl  and  T.  W.  Waldeyer. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M,  for  continued  hearing;  the  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT— Application  December  2,  1971— Decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district, 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceed  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED— 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street,  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan,  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #7;  applicant  concurs;  previously  inspected. 


758-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  211  East  70th  Street  Company,  owner. 

SUBJECT — Application  December  10,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  and  Cl-9  district,  the  erection 
of  a  34  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  in  the  R8  district  and  pene¬ 
trates  the  sky  exposure  plane. 
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PREMISES  AFFECTED— 204  to  220  East  71st  Street, 
north  side,  80  feet  east  of  Third  Avenue,  and  205  to  215 
East  70th  Street,  Block  1425,  Lot  5,  Borough  of  Man¬ 
hattan,  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  Lindenbaum,  Howard  Zipser, 
Jack  Rudin,  Richard  Roth,  Lewis  Whiteman,  Thomas 
Tobin,  John  J.  Sweeney  and  Alton  G.  Marshall. 

For  Opposition :  Frans  von  Heemstra,  E.  Manochehrean, 
Leonard  Nixon,  Donald  A.  Devine,  William  J.  Diamond, 
Justin  F.  McLaughlin,  Frederick  Selas,  G.  G.  Urstade, 
Louis  Gardner,  Bronson  Binger,  Bradford  W.  Stone, 
Kent  Burwich,  Frederick  G.  Frost,  Jr.,  Robert  C.  Soren¬ 
sen,  James  S.  Polshek. 

For  Administration:  Mark  Levine  and  Paul  Kendall, 
City  Planning  Commission. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 

761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district  the  erection  of  a  two 
story  and  cellar  office  building  with  accessory  parking  in 
the  open  area. 

PREMISES  AFFECTED — 100  North  Gannon  Avenue, 
north  side,  100  feet  west  of  Gower  Street,  Block  714,  Lot 
100,  Cloves  Lake,  Borough  of  Richmond,  Community 
Board  #1. 

APPEARANCES— 

For  Applicant:  Howard  Miller. 

For  Opposition :  None. 

ACTION  OF  BOARD — -Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 

559-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Greater  New  York 
Corporation  of  Seventh  Day  Adventists,  owner. 

SUBJECT — Application  August  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  office  building  with  accessory  parking  and  with 
curb  cut  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 622  to  646  (630  official)  92nd 
Street  and  155  to  171  Dahlgreen  Place,  southeast  corner 
and  152  Battery  Avenue,  Block  6142,  Lot  39,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Walter  H.  Frenger,  Councilman  Angelo 
J.  Arculeo,  Frank  M.  Ford,  William  V.  and  Rosey 
LaRosa,  Margaret  LiCausi,  Anthony  Reda,  Eleanor 
Wilson,  Edward  Dullea,  J.  Gerald  Shea,  Marie  Marino 
and  many  others. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant,  without  prejudice. 

THE  VOTE— 

Affirmative:  Chariman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


580-71-BZ 

APPLICANT — Harold  Weinberg  for  Beth  Abraham  of 
Flatlands  Industries,  owner. 


SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  cellar  enlargement  to  an  existing  synagogue 
that  encroaches  on  the  required  side  yard  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED — 944  East  84th  Street,  west  side, 
330.0  feet  south  of  Flatlands  Avenue,  Block  8020,  Lot  55, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  25,  1972;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  Alt.  Applic.  1479/1969, 
reads : 

“1)  Proposed  one  story  and  cellar  enlargement 
which  encroaches  upon  a  required  8'  side  yard,  within 
an  R5  District,  is  contrary  to  Sect.  24-35  of  Z.R. 

2)  The  proposed  omission  of  2  required  accessory 
parking  spaces  accessory  to  the  residences  on  the  2nd 
and  3rd  floors  is  contrary  to  Sect.  25-22  and  25-23  of  Z.R. 

3)  Provide  required  accessory  parking  for  the  Syn¬ 
agogue  at  the  rate  of  one  space/15  fixed  seats  as  per 
Sect.  25-31  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted .  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  erection  of  a  one-story  and 
cellar  enlargement  to  an existing  synagogue  that  encroaches 
on  the  side  yard  and  without  the  required  accessory  park- 
ing,  on  condition  that  all  work  shall  conform  to  drawings 
filed  >  with  this  application  marked  “Received  August  31, 
1971,”  7  sheets,  and  all  laws,  rules  and  regulations  shall  be 
complied  with,  and  that  substantial  construction  shall  be 
completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  1:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  25,  1972,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 
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720-71-BCR 

APPLICANT— Joseph  Stein,  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY— C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT— Section  504(a)  of  Reference  Standard  RS10-3 
(ACI  318-1963  Building  Code  requirements  for  reinforced 
concrete)  modification  of ; 

APPEARANCES— 

For  Applicant:  I.  Minkin. 

ACTION  OF  BOARD — Application  granted  to  modify  Sec¬ 
tion  504(a)  of  R.  S.  10-3  of  the  Building  Code. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  public  hearings  were  held  on  January  11,  18  and 
25,  1972  after  due  notice ;  and 

Whereas,  a  revision,  dated  January  18,  1972,  to  the  original 
requested  modification,  dated  November  26th  1971,  and  mutu¬ 
ally  agreeable  to  all  concerned  parties,  was  presented  to  the 
Board  at  the  public  hearing  on  January  18,  1972;  and 
Whereas,  the  Board  has  determined  that  Section  504(a) 
of  Reference  Standard  R10-3  (ACI  318-1963  Building  Code 
requirements  for  reinforced  concrete)  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the  City 
of  New  York,  does  hereby  modify  the  designated  Reference 
Standard  RS10-3  as  follows: 

1.  Section  504(a)  of  Reference  Standard  RS10-3 
(ACI  318-1963,  Building  Code  requirements  for  rein¬ 
forced  concrete)  is  modified  to  read  as  follows : 

S  504(a) — Whenever  strength  tests  of  concrete  are 
required  by  the  provisions  of  the  Building  Code,  com¬ 
pression  test  samples  shall  be  taken  directly  from  the 
mixer  in  accordance  with  Reference  Standard  RS  10-51, 
cured  in  accordance  with  Reference  Standard  RS  10-52, 
and  tested  at  the  age  of  28  days  in  accordance  with  Refer¬ 
ence  Standard  RS  10-17.  Three  test  cylinders  shall  be 
molded  for  each  50  cubic  yards  or  fraction  thereof  for 
each  class  of  concrete  placed  in  any  day’s  concreting.  In 
addition  concrete  test  cylinders  shall  be  made  from  con¬ 
crete  taken  out  of  the  bucket,  hopper  or  forms  as  directed 
by  the  engineer  designated  for  controlled  inspection.  These 
test  cylinders  shall  be  separate  and  distinct  from  those 
made  from  the  mixer  and  shall  be  made  from  the  same 
batch,  and  cured  and  tested  in  the  same  manner  as  des¬ 
cribed  above  for  the  samples  taken  from  the  mixer.  The 
number  of  test  cylinders  made  from  the  concrete  taken 
out  of  the  bucket,  hopper  or  forms  may  be  reduced  to  a 
minimum  of  one  set  of  three  (3)  test  cylinders  from  every 
150  cubic  yards,  or  fraction  thereof,  for  each  class  of 
concrete  placed  in  any  one  day’s  concreting,  except  that 
when  the  concrete  is  being  placed  directly  from  the  mixer 
into  the  forms,  without  any  intermediate  conveyance,  the 
above  additional  cylinders  unit  not  be  required.  Additional 
specimens  may  be  molded  and  tested  where  there  is  a 
question  as  to  the  required  interval  between  placing  of 
concrete  and  stripping  of  forms  or  placing  the  structure 
into  use. 

Matter  in  italics  is  new. 


1163-BZY — Vol.  VIII — B.Q. — 39-60  54th  Street,  south¬ 
west  corner  of  39th  Drive,  N.B.  2057-61.  (Block  1238, 
Lot  40). 

APPEARANCES— 

For  Applicant:  Jack  Brown. 


ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  does  hereby  authorize,  under 
Section  11-324  of  the  Zoning  Resolution,  the  additional  ex¬ 
tension  of  time  to  complete  construction,  on  condition  that 
this  approval  constitutes  a  terminal  grant,  and  that  all  work 
shall  be  completed  by  December  15,  1972. 


385-BZY— Vol.  VIII— B.Q.— 151-51  138th  Avenue,  north¬ 
west  corner  of  Cranton  Street,  Block  12134,  Lots  31,  33, 
35,  42,  9,  12,  14,  26,  28,  N.B.  7721-61. 

APPEARANCES— 

For  Applicant:  Edward  Tymon. 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  does  hereby  authorize,  under 
Section  11-324  of  the  Zoning  Resolution,  the  additional  ex¬ 
tension  of  time  to  complete  construction,  on  condition  that 
this  approval  constitutes  a  terminal  grant,  and  that  all  work 
shall  be  completed  by  December  15,  1972. 

2768-BZY— Vol.  IX— B.Q.— 98-11  44th  Avenue,  Block 

1628,  Lot  21,  N.B.  8303-61. 

APPEARANCES— 

For  Applicant:  Edward  Tymon. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  does  hereby  authorize,  under 
Section  11-324  of  the  Zoning  Resolution,  the  additional  ex¬ 
tension  of  time  to  complete  construction,  on  condition  that 
this  approval  constitutes  a  terminal  grant,  and  that  all  work 
shall  be  completed  by  December  15,  1972. 


1688-BZY — Vol.  VIII — B.Q. — 118-17  Union  Turnpike, 
Block  3334,  Lot  151,  N.B.  1579-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Jack  Brown  and  others. 
For  Opposition:  Mario  Cuomo,  Laurence  J.  Gross,  John 
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F.  Fitzsimons,  Helen  Knorr  Johnson,  Assemblyman  Alan 
Hevesi,  Councilman  Arthur  Katzman,  Thomas  McCarthy 
for  Senator  Martin  J.  Knorr,  Assemblyman  Frederick 
Schmidt,  Harvey  J.  Kaufman  for  Senator  John  San- 
tucci,  Councilman  Morton  Povman,  Joseph  K.  Berg- 
stein  for  Boro  President  Manes,  Queens  County,  Mr. 
Pohl  for  Senator  Golden  and  Sylvia  Fuhrman,  Com¬ 
munity  Board  #9,  and  many  others. 

ACTION  OF  BOARD — Laid  over  to  Thursday,  February 
3,  1972,  at  10  A.M.  for  continued  hearing;  applicant  to 
submit  additional  information  requested. 


1687-BZY — Vol.  VIII — B.Q.— 118-18  Union  Turnpike, 

Block  3335,  Lot  23,  N.B.  1580-61. 

APPEARANCES— 

For  Applicant :  Murray  Rudman,  Jack  Brown  and  others. 
For  Opposition:  Mario  Cuomo,  Laurence  J.  Gross,  John 
F.  Fitzsimons,  Helen  Knorr  Johnson,  Assemblyman  Alan 
Hevesi,  Councilman  Arthur  Katzman,  Thomas  McCarthy 
for  Senator  Martin  J.  Knorr,  Assemblyman  Frederick 
Schmidt,  Harvey  J.  Kaufman  for  Senator  John  San- 
tucci,  Councilman  Morton  Povman,  Joseph  K.  Berg- 
stein  for  Boro  President  Manes,  Queens  County,  Mr. 
Pohl  for  Senator  Golden  and  Sylvia  Fuhrman,  Com¬ 
munity  Board  #9,  and  many  others. 

ACTION  OF  BOARD — Laid  over  to  Thursday,  February 
3,  1972,  at  10  A.M.  for  continued  hearing;  applicant  to  sub¬ 
mit  additional  information  requested. 


4381-Bz.Y — Vol.  IX — B.Q. — 28-08  Bayside  Lane,  form¬ 
erly  162-15  Bayside  Lane,  Block  4889,  Lot  44,  N.B. 
5925-61. 

APPEARANCES— 

For  Applicant :  Thomas  S.  Zedlovich. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  F.  Petrag- 
lia,  F.  D. 

For  Opposition:  George  R.  Sergeant,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  for  hearing,  at  the  request  of  the  applicant. 


480-71-A 

APPLICANT — Samuel.  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 


ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.  for  hearing. 


668-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES :  Lawrence  Pistone. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 601  East  77th  Street,  southeast 
corner  of  Farragut  Road  and  Ralph  Avenue,  Block  7982, 
Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  F.  Petrag- 
lia,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.  for  hearing,  with  the  concurrence  of  the  Fire 
Department. 

686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,.  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fred  Safran. 

For  Administration:  Lt.  John  Manfredi,  Capt.  John  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  at  the  request  of  the  applicant,  with  the  concur¬ 
rence  of  the  Fire  Department. 


733-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mission  Cristiana 
Bethesda,  owner. 

SUBJECT — Application  November  22,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  Church. 

PREMISES  AFFECTED — 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.  at  the  request  of  the  applicant. 

736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-egress.  , 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhatan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Ruth  Witenberg. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972, 
at  2  P.M.  at  the  request  of  Community  Planning  Board 
No.  2,  Manhattan,  with  the  concurrence  of  the  applicant. 


79 


MINUTES 


743-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Albert  M.  Lyons, 
owner. 

SUBJECT — Application  November  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 9  East  10th  Street,  north  side, 
200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Ruth  Witenberg. 

ACTION  OF  BOARD— Laid  over  to  February  22,  1972,  at 
2  P.M.  at  the  request  of  the  Community  Planning  Board 
No.  2,  Manhattan,  with  the  concurrence  of  the  applicant. 

749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES— Franklin  Associates. 
SUBJECT — Application  December  6,  1971 — application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler 
systems. 

PREMISES  AFFECTED— 141  East  34th  Street,  north 
side,  115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.,  Capt.  John  F. 
Petraglia,  F.  D. 

For  Owner:  Alan  R.  Vogeler,  Jr. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.  for  hearing,  at  the  request  of  the  applicant. 


Adjourned:  6:45  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  May  25,  1971,  as  they 
appeared  in  Bulletin  No.  22,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 

PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Sophie  G.  Karp,  Eleanor  Ignal  and 
Frank  M.  De  Vito. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  8,  1971,  acting  Alt.  Applic.  1182/1966  reads: 

1.  Extension  and  enlargement  of  premises  to  in¬ 
clude  Lot  2  (Block  6019)  and  Lot  12  (Block  6059)  is 
contrary  to  BSA  resolutions  #901/66  BZ  and  #902/66 
A  and  is  referred  back  to  the  Board  for  reconsideration. 

2.  The  use  of  Lot  2,  Block  6019,  and  Lot  12,  Block 
6059,  for  tennis  courts  with  accessory  parking  constitutes 
an  extension  of  the  existing  non-conforming  use  and  is 
contrary  to  the  amended  zoning  resolution,  Sections  SI- 
00,  52-01  and  52-41. 

3.  The  use  of  Lot  2,  Block  6019,  and  Lot  12,  Block 
6059,  which  lie  in  the  bed  of  Mapped  29th  Avenue  is  con¬ 
trary  to  City  Law,  Art.  3,  Sec.  35. 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin:  laid  over  to  April  6,  1971;  then  to  April  27,  1971: 
then  to  May  11,  1971 ;  then  to  May  25,  1971 ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  (b)  and  (c)  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1970,  acting  on  Alt.  Applic.  1182/1966, 
Objection  Nos.  1,  2  and  3,  and  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 

*Correction :  In  the  Resolved  portion  of  the  Resolution 
findings  (b)  and  (c)  has  been  added  to  correct  and  under  the 
decision  of  the  Borough  Superintendent  a  new  decision  has 
been  added  to  correct. 
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780-71-A 

867-65-SA 

739-50-SM — 

781-71-A 

295-68-SM 

Vol.  II 

782-71-A 

286-70-SA 

412-53-SA 

783-71-A 

634-70-SM 

541-58-SA 

784-71-A 

661-70-SA 

98-70-SA 

785-71-A 

106-71-SM 

4381-BZY— Vol.  IX 

786-71- A 

474-71-SA 

3609-BZY— Vol.  IX 

787-71-A 

635-71-SA 

4059-BZY— Vol.  IX 

788-71-A 

639-71-SA 

4233-BZY— Vol.  IX 

480-71- A 

700-71-SA 

4277-BZY— Vol.  IX 

667-71-A 

701-71-SA 

3997-BZY— Vol.  IX 

668-71- A 

702-71-SA 

4372-BZY— Vol.  VIII 

671-71-A 

703-71-SA 

154-71-BZ 

733-71-A 

1050-64-SM 

1133-64-SM 

737-71-BZ 

760-71- A 

Minutes  of 

Special  Meeting,  Thursday 

Morning,  Febru- 

ary  3,  1972,  Affecting  Calendar  Numbers — 

1687-BZY — Vol.  VIII  1688-BZ— Vol.  VIII 


Telephone — 566-5174. 


Correction  Affecting  Calendar  Number — 682-71-BZ. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  February  1,  1972 

Cal.  No.  Dept.  Premises  Affected 

89-72-A— B.Q.— 70-20  to  70-28  Austin  Street,  south  side, 
285  feet  west  of  71st  Avenue,  Block  3234,  Lots  168,  173, 
183,  Forest  Hills,  Borough  of  Queens,  F.D.  letter  of 
12/21/71,  re-  sprinkler  system,  C8-2  district. 


90- 72-B Z — B . B . — 208  to  216  East  79th  Street,  south 
side,  85  feet  east  of  Third  Avenue,  Block  1433,  Lots  40, 
44,  145,  Borough  of  Manhattan,  Community  Board  #8, 
Alt.  No.  1030-71,  re-  enlargement  of  a  Telephone  ex¬ 
change  building,  bulk,  R-10  and  Cl-5  district. 

91- 72-A — F.D. — packaging  of  flammable  mixture  known 
as  atlas  windshield  washer  fluid  concentrate,  in  16 
ounce  polyethylene  bottle  with  screw  cap  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code. 

92- 72-A — F.D. — packaging  of  flammable  mixture  known 
as  Trice  Windshield  Washer  Anti-Smear  Solvent  in 
one  quart  hi-density  polyethelene  bottles  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code. 


93-72-BZ — B.M. — 405,  111  to  449  East  58th  Street,  south 
side,  106  feet  6  inches  west  of  Sutton  Place  and  408,  420 
to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108, 
8,  15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  44,  Borough  of 
Manhattan,  Community  Board  .#8,  N.B.  29-70,  re-  pro¬ 
posed  increase  in  floor  area  ratio,  R10  and  C2-5  district. 


94-72-A— B.M. — 405,  411  to  449  East  58th  Street,  south 
side,  106  feet  6  inches  west  of  Sutton  Place  and  408,  420 
to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  44,  Borough  of 
Manhattan,  N.B.  29-70,  re-  multiple  dwelling  law,  R10 
and  C2-5  district. 


95-72-BZ — B.Q. — 189-11  45th  Avenue,  north  side,  100 
feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens,  Community  Board  #11,  N.B.  1089- 
71,  re-  proposed  floor  area  ratio,  lot  area,  side  yards, 
R3-2  district. 


96-72-A — B.B. — 9701  Avenue  D,  northwest  corner  of 
Rockaway  Avenue,  Block  3650,  Lot  1,  Borough  of 
Brooklyn,  F.D.  letter  of  12/29/71,  re-  installation  of 
twenty-four  ton  capacity  storage  unit,  Ml-1  district. 


97-72-A — B.M. — 500  to  514  Lexington  Avenue,  273  to 
283  Park  Avenue,  from  East  47th  Street  to  East  48th 
Street,  entire  block,  Block  1302,  Lot  1,  Borough  of  Man¬ 
hattan,  Alt.  No.  779-71,  re-  open  stairway,  C5-3  district. 


98-72-A — B.M. — 257  to  267  West  117th  Street,  north 
side,  225  feet  east  of  8th  Avenue,  Block  1923,  Lot  10, 
Borough  of  Manhattan,  Alt.  No.  173-71,  re-  fire  separa¬ 
tion,  corridors,  egress,  stand  pipe,  R7-2  district. 


Restored  to  Docket 

304-67-BZ  Vol.  Ill — B.B. — 1680  Canarsie  Road,  south 
side,  100.  %  feet  east  of  Seaview  Avenue,  Block  8316, 
Lot  41,  Borough  of  Brooklyn,  Alt.  1241-71  re-  proposed 
enlargement  of  automotive  service  station,  R5  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. —Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  22,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  22,  1972,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

492-5S-BZ 

APPLICANT— McGee  and  Morsellino  for  Leemilt’s  Petro¬ 
leum,  Incorporated,  long  term  lessee;  Republic  Petroleum 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  18, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  minor  auto  repairs  with  hand  tools  only,  office  and 
sales,  car  washing  (non  automatic)  and  lubritorium. 
PREMISES  AFFECTED— 3400-3408  Baychester  Avenue 
and  2001-2021  Tillotson  Avenue,  northeast  corner  and 
3401-3409  Dereimer  Avenue,  Block  5257,  Lot  47,  Borough 
of  The  Bronx. 


398-58-BZ 

APPLICANT— Saul  Goldsmith  for  John  J.  Flannery,  Jr., 
owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  22,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  the  change  in  use  of 
the  second  floor  of  an  existing  building,  from  offices  to  fac¬ 
tory  for  manufacturing  of  infants  wear. 

PREMISES  AFFECTED— 7914-1920  3rd  Avenue,  west 
side,  53  feet  9  inches  north  of  80th  Street,  Block  5978,  Lot 
46,  Borough  of  Brooklyn. 


1755-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Livia  M.  Peppe, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  14,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7c  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  and  residence  use  district,  the 
change  in  use  of  the  first  floor  of  an  existing  three  story 
building  from  coffee  shop  to  restaurant  and  cabaret  in¬ 
cluding  mezzanine  with  flagpole  and  banner  above  first 
floor,  the  upper  floors  to  remain  apartments. 

PREMISES  AFFECTED — 106  West  3rd  Street,  south  side, 
103  feet  east  of  McDougal  Street,  Block  540,  Lot  20, 
Borough  of  Manhattan. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 
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PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

Laid  over  from  January  25,  1972,  for  hearing. 


605-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Hollis  Park 
Nursing  Home,  Incorporated,  owner. 

SUBJECT — Application  September  3;  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
three  story  enlargement  to  an  existing  nursing  home  that 
increases  non-compliance  in  floor  area  ratio  and  encroach¬ 
ment  into  the  rear  yard. 

PREMISES  AFFECTED — 191-06  Hillside  Avenue,  south¬ 
east  corner  of  191st  Street,  Block  10456,  Lots  12  and  15, 
Hollis,  Borough  of  Queens. 

Laid  oyer  from  February  1,  1972,  for  consideration  by 

Community  Board  #12.  Continued  hearing. 


612-71-BZ 

APPLICANT — Larry  Meltzer  for  Harry  Auster  and  Al¬ 
bert  M.  Warren,  owner;  Humble  Oil  and  Refining  Com¬ 
pany,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 179-12  to  179-20  Hillside 
Avenue,  and  88-02  to  88-14  179th  Place,  southwest  corner. 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 

Laid  oyer  from  February  1,  1972,  for  consideration  by 
Community  Board  #12  and  continued  hearing.  Pre¬ 
viously  inspected. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED — 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 


598-71-BZ 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
area  for  bank  into  the  residential  district. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side,, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 


599-71-A 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 


SUBJECT — Application  September  2,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 


613-71-BZ 

APPLICANT — Larry  Meltzer  for  Temple  Hillel  of  Flat- 
lands,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  synagogue, 
community  center  and  school  that  increases  the  degree  of 
non-compliance  into  the  front  yeard. 

PREMISES  AFFECTED — 2164  to  2190  Ralph  Avenue, 
and  5913  to  5923  Avenue  L,  northwest  corner.  Block 
7839,  Lot  1,  Borough  of  Brooklyn. 


704-71-BZ 

APPLICANT — Anthony  T.  Nappi  for  62-64  West  138th 
Street  Corporation,  owner. 

SUBJECT — Application  October  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01 (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  the  conversion  of  an  abandoned  garage  to  office 
use. 

PREMISES  AFFECTED — 62  to  64  West  138th  Street, 
south  side,  127  feet  east  of  Lenox  Avenue,  Block  1735, 
Lot  65,  Borough  of  Manhattan,  Community  Board  #10. 


592-71-BZ 

APPLICANT — Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  and  R2  district,  the  erection  of  a 
second  floor  to  an  existing  one  story  mixed  building  and  the 
change  in  occupancy  to  medical  and  professional  offices. 

PREMISES  AFFECTED — 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond. 

Laid  over  from  February  1,  1972,  for  continued  hearing. 


473-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  July  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED — 31  Washington  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552, 
Lot  61,  Borough  of  Manhattan. 

Laid  over  from  February  1,  1972,  for  continued  hear¬ 
ing. 


332-71-B  Z 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
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the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

Laid  over  from  January  18,  1972,  at  the  request  of  the 
applicant,  for  the  Corporation  Counsel  to  complete  title 
vesting,  for  decision;  previously  inspected. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  22,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  22,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters: 

669-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mestel  Store  Contracting  Cor¬ 
poration. 

SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 145  to  147  Noll  Street,  west 
side,  125  feet  south  of  Wilson  Avenue,  Block  3148,  Lots 
38  and  39,  Borough  of  Broooklyn. 


698-71-A 

APPLICANT— Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT— Application  October  28,  1971— review  of  Fire 
Department  Regulations  Covering  Pressurized  Products 
re-  (Jet-Start  Starting  Fluid  Injection  System). 


736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 


743-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Albert  M.  Lyons, 
owner. 

SUBJECT — Application  November  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 9  East  10th  Street,  north  side, 
200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 
of  Manhattan. 


749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Franklin  Associates. 
SUBJECT — Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED — 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 


733-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Mission  Cristiana 
Bethesda,  owner. 

SUBJECT— Application  November  22,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  church. 

PREMISES  AFFECTED— 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 

Brooklyn. 


760-71-A 

APPLICANT— Abraham  Grossman  for  Gertrude  W.  Kap¬ 
lan,  owner. 

SUBJECT— Application  December  9,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 31  to  33  West  12th  Street,  north 
side,  325  feet  west  of  Fifth  Avenue,  Block  576,  Lot  56, 
Borough  of  Manhattan. 


792-71-A 

APPLICANT— Kweller  and  Dubin  Associates  for  Sonny 
Boy  Realty,  Incorporated  owner;  New  York  City  Depart¬ 
ment  of  Social  Service,  lessee. 

SUBJECT— Application  December  23,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem,  egress,  and  ventilation. 

PREMISES  AFFECTED— 3030  Bruner  Avenue,  east  side, 
168.42  feet  south  of  Hammer sley  Avenue,  Block  4776,  Lot 
65,  Borough  of  The  Bronx. 


9-72-A 

APPLICANT— Hurley,  Kearney  &  Lane  and  Albert  Mel- 
niker  for  Sun  Oil  Company,  owner. 

SUBJECT— Application  January  11,  1972— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent — Zoning  matter. 

PREMISES  AFFECTED— 1781  Arthur  Kill  Road  north¬ 
west  corner  of  Arden  Avenue,  Block  6169,  Lot  16,  Arden 
Heights,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  29,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  29,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

14-51-BZ 

APPLICANT— M.  Martin  Elkind  for  Grupshap  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  22,  1971— decision  of  Jhe 
Borough  Superintendent;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use,  B  area  district,  the  erection  and 
maintenance  of  a  business  building  (stores),  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED— 526  East  13th  Street,  south  side, 
295  feet  4  inches  west  of  Avenue  B,  Block  406,  Lot  19, 
Borough  of  Manhattan. 
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327-56-BZ 

APPLICANT — Joseph  A.  Trapani  for  Commercial  Hotel 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  October  24,  1971 ;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previously- 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  proposed 
parking  of  cars  for  patrons  and  employees  of  a  restaurant. 

PREMISES  AFFECTED— 219-14  97th  Avenue  and  87-02 
to  97-10  220th  Street,  southwest  corner,  Block  10784,  Lots 
27  and  30,  Queens  Village,  Borough  of  Queens. 

275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  on  non-compliance  within  the 
rear  yard. 

PREMISES  AFFECTED— 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 

Laid  over  from  January  18,  1972,  for  hearing. 


606-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 221-14  South  Conduit  Avenue, 
southwest  corner  of  222nd  Street,  Block  13491,  Lots  38, 
40,  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  hearing. 


604-71-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED — 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 


707-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfio  Gramma- 
tico,  owner. 

SUBJECT — Application  October  29,  1971 — decision  of 

the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  two  story  and  cellar  office  and  residential  build¬ 
ing,  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 8703  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and 
10,  Borough  of  Brooklyn. 


756-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Shul-Reis  Realty 
Company,  owner,  Manhattan  Playhouse  Corporation,  les¬ 
see. 

SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-8  district,  the  enlargement  in 
area  of  the  second  floor  and  the  construction  of  a  third 
floor  for  a  restaurant  that  will  exceed  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED — 1185  First  Avenue,  northwest 
corner  of  East  64th  Street,  Block  1439,  Lot  23,  Borough 
of  Manhattan.  Community  Board  #8. 


771-71-BZ 

APPLICANT — Samuel  Kaplan  for  Allied  Bolt  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  in  an  existing 
one  story  and  mezzanine  building,  the  addition  to  the  ma¬ 
chine  shop  warehouse  and  packaging  use  to  include  metal 
plating. 

PREMISES  AFFECTED — 94-31  204th  Street,  south  side, 
100.57  feet  east  of  Jamaica  Avenue,  and  204-12  Jamaica 
Avenue,  Block  10834,  Lot  1,  Hollis,  Borough  of  Queens. 
Community  Board  #12. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  29,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  February  29,  1972,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT— Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

Hearing  closed. 


790-71-A 

APPLICANT — R.  J.  Costello  for  Permatex  Company,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Rubber  Lubricant  Concentrate 
#60,  in  high  density  white  polyethylene,  1  Gallon  bottle, 
screw  cap  not  in  compliance  with  regulations  of  the  Admin¬ 
istrative  Code  of  New  York  City. 


13-72-A 

APPLICANT — Charles  M.  Spindler  for  Harold  Block  of 
Williams  and  Company,  owner. 
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SUBJECT — Application  January  12,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED— 920  Broadway,  southeast  corner 
of  East  21st  Street,  Block  849,  Lot  63,  Borough  of  Man¬ 
hattan. 


89-72-A 

APPLICANT— Stephen  J.  Murphy  for  Edken  Corporation, 
owner,  H.  C.  Bohack  Company  Incorporated,  lessee. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 70-20  to  70-28  Austin  Street, 
south  side,  285  feet  west  of  71st  Avenue,  Block  3234,  Lot 
168,  173,  183,  Forest  Hills,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  7,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7 ,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

562-71-BZ 

APPLICANT— Albert  Melniker  for  E.  Thomas  and  Jane 
P.  Henkel,  owners. 

SUBJECT— Application  August  25,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 8  Occident  Avenue,  south  side, 
116.50  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  68, 
Stapleton,  Borough  of  Richmond. 


563-71-BZ 

APPLICANT — Albert  Melniker  for  Charles  and  Ann  Marie 
Azzue,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4  Occident  Avenue,  south  side, 
174.75  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  66, 
Stapleton,  Borough  of  Richmond. 


564-71-BZ 

APPLICANT — Albert  Melniker  for  Wesley  and  Lorraine 
Young,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  family  dwelling  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 2  Occident  Avenue,  south  side, 
200.06  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  64, 
Stapleton,  Borough  of  Richmond. 


629-71-BZ 

APPLICANT — Edwin  Storch  for  Neal  DiBiase,  owner. 
SUBJECT — Application  September  13,  1971 — decision  of  the 


Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  minimum  distance  between 
windows  and  lot  lines. 

PREMISES  AFFECTED — 148-25  59th  Avenue,  north  side, 
240  feet  east  of  148th  Street,  Block  6423,  Lot  26,  Flushing, 
Borough  of  Queens. 


729-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Ivirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  two 
family  semi-attached  two  family  dwelling  that  encroaches 
on  the  required  side  yard. 

PREMISES  AFFECTED— 84-28  Abingdon  Road,  south 
side,  243.58  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  38,  Kew  Gardens,  Borough  of  Queens. 


730-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  semi-attached,  two  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 84-32  Abingdon  Road,  south 
side,  292.08  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  41,  Kew  Gardens,  Borough  of  Queens. 


732-71-BZ 

APPLICANT — Joseph  S.  Kaming  for  Stix  and  Stones, 
Incorporated,  owner. 

SUBJECT — Application  November  19,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
erection  of  a  one  story  and  mezzanine  store  and  office 
building  without  the  required  accessory  parking. 

PREMISES  AFFECTED— 551  West  235th  Street,  north 
side,  75  feet  east  of  Johnson  Avenue,  Block  5793,  Lot  478, 
Borough  of  The  Bronx.  Community  Board  #14. 


742-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Clarence  E.  Grif¬ 
fith,  Lillian  Griffith,  owners,  Leonard  F.  Rothkrug, 
Trustee. 

SUBJECT — Application  November  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  and  maintenance  of  an  accessory  off-side 
parking  facility  for  a  factory. 

PREMISES  AFFECTED— 173  to  177  Monroe  Street, 
north  side,  300  feet  west  of  Nostrand  Avenue,  and  366 
Gates  Avenue,  Block  1812,  Lots  39,  69,  and  70,  Borough 
of  Brooklyn.  Community  Board  #3. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 
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SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 


loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  1,  1972,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  January  18,  1972,  were 

approved  as  printed  in  the  Bulletin  of  January  27,  1972, 

Vol.  57,  No.  4. 

377-51-BZ 

APPLICANT — Minnie  Roth,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  29, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  parking  of  motor  vehicles  for  tenants  and  customers 
(no  fee  to  be  charged). 

PREMISES  AFFECTED— 222-06  to  222-24  Hempstead 
Avenue,  southwest  corner  of  223rd  Street,  Block  11157, 
Lot  20,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Victor  Leo  Sternett. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1952,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  1,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  11, 
1952,  as  amended  through  November  29,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  November  29, 
1971,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  812-51) 


60-54-BZ— Vol.  II 

APPLICANT — Charles  Costa,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  7, 
1971 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  a  gasoline 
service  station,  lubritorium,  auto  laundry  (non  automatic), 
minor  auto  repair  shop  (with  hand  tools  only),  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 904  Burke  Avenue,  southeast 
corner  of  Bronxwood  Avenue,  Block  4574,  Lot  25,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  7,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  1,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
7,  1956,  as  amended  through  October  8,  1957,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  November  7,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1726-56) 


314-57-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Woodycrest  Cor¬ 
poration,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  4, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1227-1229  Woodycrest  Avenue, 
west  side,  146.57  feet  south  of  West  168th  Street,  Block 
2515,  Lots  29  and  37,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  17,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  1,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
17,  1961,  as  amended  through  January  4,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  January  4,  1972, 
to  permit  .  .  .  ;  on  condition  that  proper  bumpers  shall 
be  installed  around  the  lot  in  accordance  with  the  rules 
and  regulations  of  the  Department  of  Buildings ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt.  323- 
61). 
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693-61-BZ 

APPLICANT — Cosmo  Pacetta,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  E  area 
district,  the  erection  of  a  one  story  building  with  less  than 
the  required  setback  for  an  E  area  district,  and  for  use  as 
a  refreshment  stand  for  the  sale  of  soda,  candy,  cigarettes, 
frankfurters  and  sandwiches,  sale  of  fishing  bait  and  tackle. 

PREMISES  AFFECTED — 120  Beach  9th  Street,  east  side 
(361.38  feet  mapped)  366.53  feet  south  of  Seagrit  Avenue, 
Block  15612,  Lot  55,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Cosmo  Pacetta. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  20,  1962  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  1,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  20,  1962,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  20,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1114-61) 


1326-66-BZ — Vol.  II 

APPLICANT — Samuel  H.  Lindenbaum  for  Congregation 
Beth  Hamedrash  Hachodosh  Talmud,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  January  6, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  District,  the  relocation  of 
a  proposed  synagogue  and  school  building  previously 
before  the  Board,  that  exceeds  the  permitted  lot  coverage 
and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 223-227  East  51st  Street,  north 
side,  260  feet  east  of  Third  Avenue,  Block  1325,  Lots  12 
and  14,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  January  6,  1970,  on  certain  conditions ;  and 


Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  January  19,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
6,  1970,  as  amended  through  January  19,  1971,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  6,  1972.”  (N.B.  78-66) 


46-7 1-BZ 

APPLICANT — Charles  M.  Spindler  for  Columbia  Savings 
and  Loan  Association,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R5  dis¬ 
trict,  the  erection  of  a  one  story  building  for  use  as  a 
bank  with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED — 82-04  153rd  Avenue,  south  side 
from  82nd  Street  to  83rd  Street,  Block  11444,  Lot  25, 
Lindenwood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  15,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  15, 
1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
December  17,  1971’,  four  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (N.B.  730-70) 


118-71-BZ 

APPLICANT — Vincent  S.  LaGanga  for  Mr.  Dominick 
Suppo,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
73-125  and  73-ll(g)  of  the  Zoning  Resolution  permitting 
in  a  R2  district  the  enlargement  in  area  of  an  existing  medi¬ 
cal  offices  building  that  will  exceed  the  limitation  on  floor 
area. 

PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hyland  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Vincent  S.  LaGanga. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Janu¬ 
ary  5,  1972’,  eight  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  288-70) 


304-67-BZ — Vol.  Ill 

APPLICANT — Andrew  Di  Camille  for  Marjan  Realty 
Company,  owner. 

(SUBJECT — Apphcaiton  for  consideration — reopening  as 
Volume  III,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
11-412  of  the  Zoning  Resolution  permitting  in  an  R5  dis¬ 
trict  the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED— 1680  Canarsie  Road,  south  side, 
93  feet  SXA  inches  east  of  Seaview  Avenue,  Block  8316, 
Lot  41,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  Ill, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


764-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Gam-Himm  Wong, 
owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  R4  district,  the  erection  of  a  two 
family  dwelling  that  encroaches  on  the  required  front  yard 
and  rear  yard  and  the  erection  of  a  one  story  and  cellar 
store. 

PREMISES  AFFECTED— 99-11  to  99-13  63rd  Road,  north 
side,  101.73  feet  east  of  99th  Street,  Block  2110,  Lot  58, 
Rego  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Cahn. 

For  Opposition:  Joseph  Levin. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing. 


SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the.  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  building  for  use  as  indoor  tennis  courts. 
PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  R.  Gray,  Howard  Miller  and  Mario 
R.  Abatelli. 

For  Opposition:  Paul  Krupa,  Salvatore  Misuraca,  John 
O’Reilly,  Theresa  Reda,  Patrick  Cahill,  Carmela  John¬ 
son  and  others. 

ACTION  OF  BOARD— Laid  over  to  February  15.  1972,  at 
2  P.M.,  hearing  closed,  laid  over  for  decision.  Previously 
inspected. 

4'73-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 
SUBJECT— Application  July  7,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED— 31  Washington  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552, 
Lot  61,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Ben  Taruskin, 
Arthur  Brisman.  . 

For  Opposition:  Doris  Diether,  Ruth  Wittenberg,  Comm. 
Bd.  #2,  Joseph  A.  Doyle,  Xanti  and  Gisela  Schawinsky, 
Jack  Diether  and  Edene  Leader. 

For  Administration:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD— Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  continued  hearing. 


592-71-BZ 

APPLICANT— Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  and  R2  district,  the  erection  of  a 
second  floor  to  an  existing  one  story  mixed  building  and  the 
change  in  occupancy  to  medical  and  professional  offices. 

PREMISES  AFFECTED— 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker  and  Thomas  J.  Russo. 
For  Opposition:  John  Grogan,  John  Morano;  Michael 
Pearl,  Ralph  La  Massa,  Peter  Wagrela.  Pauline  Pearl, 
Ann  Jonas,  John  M.  Recca  and  Dennis  Donovan. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the  ap¬ 
plicant  filing  revised  plans;  previously  inspected. 


565-71-BZ 

APPLICANT — Telchin  and  Campenella  for  Malka  Realty 
Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner, 
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ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
shop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 

PREMISES  AFFECTED — 165  to  167  Bowery,  east  side, 
63.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Barnett  August,  Charles  S.  Telchin, 
Henry  L.  Kremens,  John  J.  O’Neill  and  Jack  Brawarsky. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  submission  of  financial  statement.  Continued 
hearing.  Previously  inspected. 


594-71-BZ 

APPLICANT — Albert  Melniker  for  Thomas  Paccione, 
owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  maintenance  of  an 
accessory  garage  to  a  one  family  dwelling,  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 40  Giffords  Lane,  northwest 
corner  of  Baltimore  Street,  Block  5436,  Lot  28,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  William  F.  Pellegrino  and  Frank  C. 

Leblon. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  filing  additional  information;  previously  inspected. 


612-71-BZ 

AU?I1ICANT— Larry  Meltzer  Harry  Auster  and  Albert 

M.  Warren,  owner;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 179-12  to  179-20  Hillside 
Avenue,  and  88-02  to  88-14  179th  Place,  southwest  corner, 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  Theodore  Mikolaski,  Christian  Von 
Dehsen,  Gladys  Arayo,  Mildred  Hafner  and  Margaretta 
Mikolaski. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972, 
at  10  A.M.,  for  consideration  by  Community  Board  #12 
and  continued  hearing.  Previously  inspected. 


605-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Hollis  Park 
Nursing  Home,  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  a  three  story  enlargement  to  an  existing  nursing  home 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  encroachment  into  the  rear  yard. 


PREMISES  AFFECTED— 191-06  Hillside  Avenue,  south¬ 
east  corner  of  191st  Street,  Block  10456,  Lots  12  and  15, 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  consideration  by  Community  Board  #12. 
Continued  hearing. 


351-70-BZ 

APPLICANT — Stanley  H.  Klein  for  Queens  Village  Super 
Service,  Inc.,  owner. 

SUBJECT — Application  June  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automotive  service 
station  structure  previously  before  the  Board. 

PREMISES  AFFECTED — 220-14  Jamaica  Avenue,  south 
side,  382.65  feet  east  of  Springfield  Boulevard,  Block 
10789,  Lot  268,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  THE  BOARD — Application  withdrawn  at 
the  request  of  the  Applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


578-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Felicia  Schenkel, 
owner. 

SUBJECT— Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  on  a  plot  with  two  existing  automotive  service 
stations,  the  reconstruction  to  provide  for  one  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 833  to  847  4th  Avenue,  south¬ 
east  corner  of  30th  Street,  Block  673,  Lots  1  and  5,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  18,  1972;  and  laid  over 
to  February  1,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1971,  acting  on  N.  B.  Applic.  339/1971, 
reads : 

“1.  The  proposed  construction  of  an  automotive 
service  station  with  office,  accessory  storage,  sales,  wash- 
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ing,  minor  repairs,  lubritorium  within  building  and 
parking  of  cars  to  be  serviced  U.  G.  16  B  in  a  C2-3  in 
R6  Zone  is  not  permitted  and  is  contrary  to  Sec.  32-25 
of  the  Zoning  Resolution. 

2.  The  installation  of  5-4000  gallon  gasoline  tanks 
and  new  pumps,  curb  cuts  and  signs  are  referred  to  the 
Board.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use,  the  enlargement 
of  the  present  building;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special 
Permit  under  Section  73-211  and  73-212  of  the  Zoning 
Resolution,  and  Section  11-412  of  Z.  R.,  to  permit  in  a  C2-3 
District,  on  a  plot  with  two  existing  automotive  service 
stations,  the  reconstruction  to  provide  for  one  automotive 
service  station  with  accessory  uses,  on  condition  that  all 
work'*shall  conform  to  drawings  filed  with  this  application 
marked  “received  August  26,  1971,”  3  sheets,  and  “January 
18,  1972,”  one  sheet,  and  on  further  condition  that  a  six 
foot  high  masonry  wall  be  provided  along  contiguous 
property  lines  running  between  30th  and  31st  street,  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned:  12:55  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  1,  1972,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

472-59-SA 

APPLICANT — Sterlairco,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Clarence  E.  Scott. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  read: 
472-59-SA — Amendment  to  resolution  as  to  change  in  corpo¬ 
rate  name. 

Sterlairco,  Incorporated,  Westfield,  Massachusetts,  re¬ 
quested  that  the  resolution  adopted  March  22,  1960  and 
amended  through  March  1,  1966  under  Calendar  Number 
472-59-SA  be  reopened  and  amended  as  to  change  in  corpo¬ 
rate  name. 

PROPOSED  USE:  Suspended  gas  fired  heaters. 


DESCRIPTION :  The  corporate  name  of  Sterling  Radiator 
Company,  Incorporated  has  been  changed  to  Sterlairco,  In¬ 
corporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  22,  1960  and 
amended  through  March  1,  1966  under  Calendar  Number 
472-59-SA  be  reopened  and  amended  as  to  change  in  corpo¬ 
rate  name  from  Sterling  Radiator  Company,  Incorporated 
to  Sterlairco,  Incorporated  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at.  the  time  of 
this  approval  or  previous  approvals  under  this  .Calendar. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


568-59-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  William  L.  Casazza. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: .  0 

Absent:  Chairman  Galvin .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
568-59-SM — Amendment  to  resolution  as  to  additional  tile. 
Johns-Manville  Sales  Corporation,  New  York  requested  that 
the  resolution  adopted  December  1,  1959  and  as  amended 
through  October  18,  1966  under  Calendar  568-59-SM  .  be 
reopened  and  amended  so  as  to  include  an  additional  acoustical 
tile  (Acousti-Clad  Type  P). 

PROPOSED  USE:  Incombustible  acoustical  tile. 
DESCRIPTION :  The  requested  tile;  Acousti-Clad  Type  P, 
is  manufactured  of  the  same  materials  as  the  presently  ap¬ 
proved  tile.  The  manufacturing  process  has  been  modernized 
but  the  resultant  tile  is  basically  the  same  as  the  presently 
approved  tile. 

INSPECTION  AND  TEST :  The  tile  has  a  flame  spread 
rating  of  25  and  a  smoke  development  of  0. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  1,  1959  and  as 
amended  through  October  18,  1966  under  Calendar  568-59-SM 
be  reopened  and  amended  so  as  to  include  the  additional  tile: 
(Acousti-Clad  Type  P)  having  a  flame  spread  rating  of  25 
and  smoke  development  of  0  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  December  1,  1959  and  as 
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amended  through  October  18,  1966  under  Calendar  568-59-SM 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


503-65-SA 

APPLICANT — Tappan  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
503-65-SA- — Tappan  Company,  Mansfield,  Ohio,  filed  for  ap¬ 
proval  of  Tappan  Models  61-0016,  61-0026,  61-0035,  61-0045, 
61-0055,  61-0075  and  O’Keefe  and  Merritt  Models  61-5026, 
61-5035,  61-5036,  61-5045,  61-5075  Automatic  Domestic  Dish¬ 
washers  under  the  provisions  of  RS  16,  P104.ll  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Automatic  domestic  dishwasher. 
DESCRIPTION :  The  dishwasher  cabinets  are  made  of 
sheet  steel  and  have  a  diameter  drain  opening  at  the 
botton.  Features  of  the  Tappan  Model  61-0075  and  O’Keefe 
and  Merritt  Model  61-5075  include  a  double  spray  arm,  rinse 
dispenser,  pressure  switch  fill,  “on”  indicator  light,  and  full 
panel  fluorescent.  Features  of  the  Tappan  61-0055  include 
a  double  spray  arm,  “on”  indicator  light,  and  6"  panel 
fluorescent.  The  Tappan  61-0045  and  O’Keefe  and  Merritt 
61-5045  include  a  single  spray  arm  and  rinse  dispenser.  The 
Tappan  61-0035  and  O’Keefe  and  Merritt  61-5035  have  a 
single  spray  arm.  The  Tappan  61-0016  and  O’Keefe  and 
Merritt  61-5026  have  a  non-reversing  spray  arm.  The  Tap- 
pan  61-0026  has  a  reversing  spray  arm.  The  O’Keefe  and 
Merritt  61-5036  has  a  reversing  spray  arm  and  automatic 
rinse  injector.  The  spray  arms  are  phenolic  resin,  19^" 
in  overall  length,  and  have  four  openings.  The  heating  ele¬ 
ments  are  resistance  wires  insulated  from  .025"  thick  incolloy 
sheath  by  magnesium  oxide.  The  trays  are  made  of  stain¬ 
less  steel.  The  dishwashers  are  drained  by  pump. 
INSPECTION  AND  TEST :  The  dishwashers  have  been 
approved  by  Underwriters’  Laboratories  under  File  Number 
F33043. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Tappan  Models  61-0016,  61-0026,  61- 
0035,  61-0045  ,  61-0055,  61-0075  and  O’Keefe  and  Merritt 


Models  61-5026,  61-5035,  61-5036,  61-5045,  61-5075  Automatic 
Domestic  Dishwashers  under  the  provisions  of  RS-16, 
P104.ll  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  drainage  pumps  may  discharge  into  the  waste 
outlet  piping  of  an  adjacent  kitchen  sink  by  means  of  a  wye 
branch  fitting  on  the  inlet  side  of  the  sink  trap  only  if  the 
pump  discharge  line  rises  to  an  elevation  above  the  flood 
level  rim  of  the  sink  and  is  at  least  in  diameter  and  on 
condition  that  water  connections  to  the  dishwashers  shall  be 
provided  with  an  air  gap  or  an  approved  vacuum  breaker 
and  check  valve.  The  dishwashers  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  503- 
65-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


772-65-SA 


APPLICANT — Reeve  Electrical  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Richard  Axelsen. 

ACTION  OF  THE  BOARD — Appliance  approved  in  ac¬ 
cordance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
772-65-SA — The  Reeve  Electrical  Company,  Incorporated, 
Union,  New  Jersey,  filed  for  approval  of  Fire  Alarm  and 
Supervisory  Alarm  actuation  and  transmission  devices  listed 
below  under  the  provisions  of  Article  17  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE :  Fire  alarm  and  supervisory  alarm  ac¬ 
tuation  and  transmission  devices. 

DESCRIPTION :  The  following  items  are  components  of 
fire  alarm  systems : 


Model  Numbers 
FAT,  FAT-B,  6, 12, 
24VDC 

FWT-W,  FWT-W-1 
FWT-D,  FWT-D-1, 
FWT-D-2 
FWS 
FSST 


Description 

Alarm  transmitter 

Water  flow  switch  with  transmitter 

Waterflow  switch  with  transmitter 
Waterflow  switch  with  retard 
Supervisory  switch  with  transmitter 
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M odel  Numbers 
XST-1,  XST-2, 
XST-3 
TW 

TS,  WLS 
VT-O,  VT-P 


V-0,  V-P,  SS 


VRS 

VRT 

a 


Type 

H27X 

J6X 

J7X 

J7X 

J7X 

J7X 

J21KX 

J27AX 

J33AX 

J33AX 

BSR 


Description 

Alarm  transmitter 

Waterlevel  switch  with  transmitter 

Waterlevel  switch 

Gate  valve,  and  post  indicator  valve, 
supervisory  switch  with  transmitter 
Gate  valve,  and  post  indicator  valve 
supervisory  switch 
Vane  waterflow  switch-with  retard 
Vane  waterflow  switch-with  trans¬ 
mitter 

Temperature  supervisory  switch 


Model 

258 

Pressure 

switch 

6299 

Pressure 

switch 

5355 

Pressure 

switch 

5835 

Pressure 

switch 

6420 

Pressure 

switch 

6585 

Pressure 

switch 

254 

Pressure 

switch 

6290 

Pressure 

switch 

5355 

Pressure 

switch 

5835 

Pressure 

switch 

Bell  silencing  relay 

The  FAT  alarm  transmitter  is  used  with  fixed  point,  rate 
of  rise,  or  combination  thermostats,  pneumatic  hre  detecting 
tubing,  twin  fire  detecting  wire,  or  other  fire  detecting  ele¬ 
ments  that  initiate  alarms  by  crossing  two  supervised  loops 
for  the  transmission  of  coded  signals.  The  FWT  waterflow 
detector  and  alarm  transmitter  consists  of  a  pressure  actu¬ 
ated  mechanism  which  operates  through  an  adjustable  re¬ 
cycling  pneumatic  retard  device  to  trip  a  coded  transmitter 
whenever  a  continuous  waterflow  occurs.  The  FWT-D 
waterflow  detector  and  alarm  transmitter  consists  of  a 
pressure  actuated  device  which  operates  to  trip  a  coded 
transmitter  whenever  a  waterflow  occurs.  The  FWS  water- 
flow  detector  and  alarm  switch  consists  of  the  same  pressure 
actuated  mechanism  as  that  used  in  the  FWT-T,  operating 
through  the  same  adjustable  recycling  pneumatic  retard  de¬ 
vice,  but  actuating  two  snap  switches  instead  of  a  transmitter. 
The  FSST  air  pressure  supervisory  transmitter  consists  of  a 
pressure  actuated  device  which  operates  to  trip  a  coded  trans¬ 
mitter  whenever  the  air  pressure  in  the  system  increases 
beyond  or  decreases  below  the  established  limits.  Super¬ 
visory  post  indicator  valves  tamper  transmitter  for  super¬ 
vision  of  post  indicator  valves.  Supervisory  gate  valves 
tamper  transmitter  for  supervision  of  shut-off  valves.  Vane 
type  flow  switches  and  transmitters  detect  a  constant  flow  of 
water  in  sprinkler  systems  and  transmit  a  water  flow  alarm. 
The  temperature  supervisory  switch  actuates  warning  signals 
or  alarms,  serves  as  a  high-low  limit  cutout,  maintains  tem¬ 
perature  at  a  desired  setpoint,  and  turns  machinery,  equip¬ 
ment  and  processes  on  or  off.  The  pressure  switches  maintain 
proper  air  pressure  levels  and  sound  an  alarm  when  air 
pressure  goes  above  or  below  safety  limits. 

INSPECTION  AND  TEST:  The  fire  alarm  devices  have 
been  approved  by  Underwriters’  Laboratories  and  the  Di¬ 
vision  of  Fire  Prevention  of  New  York  City. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  fire  alarm  and  supervisory  alarm 
actuation  and  transmission  devices  listed  above  under  the 
provisions  of  Article  17  of  the  Building  Code  of  the  City  of 
New  York.  The  devices  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  772-65-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


867-65-SA 

APPLICANT — Safety  First  Products  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Alfred  Dill. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
867-65-SA— Safety  First  Products,  Incorporated,  Elmsford, 
New  York  filed  for  approval  of  Safety  First  ARS-30  under 
the  provisions  of  C26-712.0  Administrative  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Dry  chemical  restaurant  hood,  duct 
and  cooking  appliance  fire  control  system. 

DESCRIPTION:  The  Model  ARS-30  is  a  30  lb.  capacity, 
stored  pressure  dry  chemical  extinguishing  system  unit 
designed  to  discharge  Safety  First  Free-Flo  ordinary  (sodium 
bicarbonate  base)  dry  chemical  from  fixed  nozzles  for 
extinguishment  of  fires  in  hoods,  filters  and  ducts  used  for 
the  ventilation  of  restaurant  cooking  equipment. 

The  major  components  consists  of  the  dry  chemical  storage 
chamber,  valve  head  assembly,  mounting  bracket  including 
a  manual  operator,  a  wire  rope  attached  between  the  fusible 
link  operator,  and  the  mounting  bracket  release  mechanism 
using  suitable  pulleys,  and  suitable  piping  including  venture 
fittings  between  the  valve  head  assembly  and  the  discharge 
nozzles. 

The  operation  is  as  follows :  The  system  is  operated  from 
a  fusible  link  actuator  which  is  placed  in  the  duct  system 
j  ust  downstream  of  the  inlet  from  the  hood  plenum.  A 
360°  F.  fusible  link  having  a  20  lb.  load  rating  is  used.  If 
a  fire  occurs  in  the  filters,  hood  plenum  or  the  entrance 
to  the  duct,  it  will  cause  a  rise  in  temperature  to  operate 
the  fusible  link  which  releases  the  wire  rope.  Movement 
of  the  wire  rope  trips  the  release  mechanism  of  the  mounting 
bracket  which  trips  the  valve  operating  lever  permitting  dry 
chemical  to  be  carried  into  the  piping  system  and  thence  to 
the  discharge  nozzles. 

The  system  may  be  operated  manually  by  pulling  a 
manual  release  lever  on  the  mounting  bracket  cover  or  at  a 
remote  location. 

Upon  discharge  from  the  nozzles,  the  dry  chemical  covers 
the  surface  and,  reacting  with  the  hot  grease,  saponification 
takes  place,  causing  a  soap  film  which  prevents  re-ignition. 
Blowers  installed  in  the  system  are  left  on  to  assist  the 
movement  of  the  dry  chemical  through  the  area  which  aids 
extinguishment  and  also  to  provide  a  cooling  effect  in  the 
duct  and  plenum  after  the  system  has  discharged. 
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INSPECTION  AND  TEST :  The  system  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  under  EX  2271, 
copy  of  which  is  on  file  with  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Safety-First  ARS-30  under  the  pro¬ 
visions  of  RS13-3  Building  Code  of  the  City  of  New  York. 
The  system  shall  be  permanently  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  867-65-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


286-70-SA 

APPLICANT — Autocall  Division,  Federal  Sign  and  Signal 
Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Robert  W.  McPherson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Chairman  Galvin .  1 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


295-68-SM 

APPLICANT — BASF  Wyandotte  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  David  L.  Asmus. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Chairman  Galvin .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
295-68-SM — Amendment  as  to  change  of  corporate  name. 

BASF  Wyandotte  Corporation,  Wyandotte,  Michigan  re¬ 
quested  that  the  resolution  adopted  November  19,  1968  under 
Calendar  295-68-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Flame  proofing  compound. 
DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  compound. 

The  request  is  to  show  a  change  of  corporate  name.  BASF 
Wyandotte  Corporation  has  submitted  an  affidavit  showing 
the  merger  of  Wyandotte  Corporation  and  BASF  Corpora¬ 
tion  and  the  change  of  corporate  name  to  BASF  Wyandotte 
Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1968  under 
Calendar  295-68-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name;  new  name  being  BASF  Wyan¬ 
dotte  Corporation  on  condition  that  the  requirements  of  the 
resolution  adopted  November  18,  1968  under  Calendar  295- 
68-SM  be  complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

286-70-SA — Autocall  Division,  Federal  Sign  and  Signal  Cor¬ 
poration,  Shelby,  Ohio,  filed  for  approval  the  Type  FA  Fire 
Alarm  Station  under  the  provisions  of  the  Rules  of  the  Board 
of  Standards  and  Appeals  Governing  the  Installation  of  In¬ 
terior  Fire  Alarm  Signal  Systems. 

PROPOSED  USE:  Interior  fire  alarm  signaling  station. 

DESCRIPTION :  The  coded  alarm  station  is  a  pull -lever 
box  available  with  a  spring  latch  door,  break-glass  door,  or 
key  operated  door.  The  side  plates  and  gears  of  the 
mechanism  are  made  of  brass.  The  pinions  and  the  pallet 
that  controls  the  timing  of  the  movement  of  the  code  wheel 
are  made  of  steel.  The  cover  for  the  mechanism  is  gasket 
molded  glass.  The  silver  contacts  are  riveted  to  phosphor 
bronze  fingers  and  secured  to  the  frame  by  bakelite  insulating 
blocks.  The  contacts  are  dual  finger  or  a  bifurcated  arrange¬ 
ment.  A  test  switch  operated  by  a  key  permits  a  silent 
test  of  the  movement  of  the  code  wheel  and  a  single  top 
ringing .  test  of  the  alarm  bells.  Connections  are  made  to 
the  station  through  a  1"  conduit. 

INSPECTION  AND  TEST:  The  alarm  station  has  been 
approved  by  Underwriters’  Laboratories  and  the  New  York 
City  Division  of  Fire  Prevention. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Type  FA  Fire  Alarm  Station 
under  the  provisions  of  the  Board  of  Standards  and  Appeals 
Governing  the  Installation  of  Interior  Fire  Alarm  Signal 
Systems.  The  alarm  station  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  286-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notifv  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


634-70-SM 

APPLICANT— Procter  &  Schwartz,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Horace  N.  Bair. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 

Negative:  . . .  0 

Absent:  Chairman  Galvin .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

634-70-SM— Proctor  and  Schwartz,  Incorporated,  Philadel¬ 
phia,  Pennsylvania,  filed  for  approval  of  the  Proctor  Drum 
Dryer  K-18945  under  the  provisions  of  C26-107.2  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Drum  Dryer  for  drying  acrylic  fabrics. 

DESCRIPTION :  In  the  operation  of  the  dryer,  the  mate¬ 
rial  to  be  dried  is  fed  by  conveyor  over  two  drums.  Heated 
air  (325°F.)  drawn  from  outside  the  drums  through  the 
material  and  drums  and  into  the  interior  of  the  drums.  The 
air  is  then  exhausted.  Components  of  the  system  include  two 
60"  diameter  x  90"  effective  width  perforated  steel  drums, 
direct  gas  fired  air  heating  (1,000,000  BTU),  4"  thick  in¬ 
sulated  drum  housing,  two  circulating  air  fans,  lint  screens, 
two  15  HP  1200  or  1800  RPM  circulating  fan  motors,  one 
3  HP  exhaust  fan  with  motor,  and  one  3  HP  variable  speed 
drum  drive.  The  drum  speed  is  100  to  120  FPM. 

Explosion  venting  area  is  provided  by  access  doors  with 
explosion  latches.  The  two  gas  line  burners  are  spark  ig¬ 
nited  by  two  gas  pilot  burners.  The  combustion  safety  con¬ 
trols  include  combustion  safeguard  system  for  each  main 
burner,  two  normally  closed  main  gas  safety  shut-off  valves 
connected  in  series  and  separated  by  a  normally  open  vent 
valve,  and  a  pilot  solenoid  valve.  Interlocks  are  provided  to 
shut  off  all  fuel  supplies  to  the  burners  and  deactivate  elec¬ 
trical  ignition  in  the  event  of  low  or  high  gas  fuel  pressure, 
recirculating  or  safety  exhaust  fan  failure,  low  premixed  air 
pressure  or  flame  failure. 

INSPECTION  AND  TEST:  The  drum  dryer  has  been 
approved  by  the  Factory  Mutual  Engineering  Association 
(Account  No.  8-1047). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Proctor  Drum  Dryer  K-18945 
for  drying  acrylic  fabrics  under  the  provisions  of  C26-107.2 
of  the  Building  Code  of  the  City  of  New  York.  The  drum 
dryer  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  634-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


661-70-SA 


APPLICANT— Autocall  Division,  owner. 
APPEARANCES— 

For  Applicant:  Sol  Feinberg  and  Richard  Axelsen. 
ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  ^ 

Negative:  . ” 

Absent:  Chairman  Galvin  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
661-70-SA— S.  Feinberg  for  Autocall  Division,  Shelby,  Ohio, 
filed  for  approval  of  components  of  fire  alarm,  releasing,  com¬ 
munication,  and  detection  signaling  systems  under  the  pro¬ 
visions  of  RS  17  of  the  Building  Code  of  the  City  of  New 
York  and  the  Rules  of  the  Board  of  Standards  and  Appeals 
adopted  under  Calendar  Number  108-16-SR. 

PROPOSED  USE :  Components  of.  fire  alarm,  releasing, 
communication,  and  detection  signaling  systems. 
DESCRIPTION :  The  equipment  consists  of  the  following 
seven  categories  of  equipment  which  comprise  a  complete  and 
extensive  system : 

1.  Fire  alarm  control  components,  control  boards, 
power  supplies,  release  equipment  of  fixed  design  and 
variable  modular  forms. 

2.  Fire  alarm  stations — coded,  non-coded  electrically 
driven,  power  supply  modules  and  bells  and  coded  module 
systems. 

3.  Actuating  devices — smoke  detectors,  ceiling  and 
duct  type  with  sampling  tubes. 

4.  Alpha  numeric  printer. 

5.  Annunciators,  master  coders. 

6.  Intercommunication  station  for  proposed  special 
class  E  fire  alarm  signal  stations. 

7.  Code  interpreter  and  remote  annunciators,  deluge 
release  panels.  Individual  components  are  as  follows : 


Part  No. 

D5200-021 
D5200-001 
D5200-003 
D5200-011 
D5200-013 
D5200-071 
D5200-075 
D 5200-073 
D5200-031 
D 5200-033 
D5200-051 
D 5200-041 
D5200-061 
D5200-063 
3150-002 

3401- 101 

3402- 103 

3401- 201 

3402- 203 


Item 

Master  single  zone  module 

Master  multizone  module — 8  zone 

Master  multizone  module — 12  zone 

Submaster  multizone  module — 12  zone 

Submaster  multizone  module — 24  zone 

Alarm  signal  module — 24  VDC 

Alarm  signal  module — 120  VAC  parallel 

Alarm  signal  module — 120  VAC  series 

Relay  module — 6  relay 

Relay  module — 14  relay 

Terminal  strip  module 

Blank  module 

Power  supply — 2  amp 

Power  supply — 4  amp 

Auxiliary  relay 

Fixed  design  (FN-1)  single  zone — 120  VAC 
Fixed  design  (FN-2)  single  zone — 24  VDC 
Fixed  design  (FN-1)  six  zone — 120  VAC 
Fixed  design  (FN-2)  six  zone — 24  VDC 


100 


MINUTES 


Part  No.  Item 

2063-011  Fixed  design  (FUN-1)  single  zone — 120  VAC, 
flush 

2063-012  Fixed  design  (FUN-1)  single  zone — 120  VAC, 
surface 

4280-051  End  of  line  resistor 
4280-052  End  of  line  rectifier 
4280-053  End  of  line 

D5200-081  Single  zone  selective  coded  module — SN1 
D5200-083  Single  zone  selective  coded  module — PN1 
D5200-065  Battery  charger 

D5200-091  Power  supply  module — 2.2  AH 
D5200-093  Power  supply  modules  4.0  AH 
4120-001 

through 

4120-016  Coded  boxes 

4120-017 

through 

4120-032  Transmitter,  electrically  actuated 

4600  Bells,  non-polarized 

4600  Bells,  polarized 


Remote  annunciators — window  type  with  drivers — Type  LA, 
LD,  LDD  ! 

Point  wire  annunciator  without  drivers — Type  TDL  with 
lock-in 

Point  wire  annunciator  without  drivers — Type  TDL  without 
lock-in 

LG  graphic  annunciator  Type  No.  3162 
INSPECTION  AND  TEST :  All  components  have  been 
approved  by  the  New  York  City  Division  of  Fire  Preven¬ 
tion.  The  components  have  been  approved  by  Underwriters’ 
Laboratories  with  the  exceptions  of  the  alpha  numeric  printer, 
for  which  Underwriters’  Laboratories  has  no  requirements, 
and  the  inter -communication  station  for  class  E  fire  alarm 
signal  systems,  the  code  interpreter,  remote  annunciators, 
and  deluge  release  panels. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  for  uses  approved  by  the  Fire  Commis¬ 
sioner  of  the  components  of  fire  alarm,  releasing,  communi¬ 
cation,  and  detection  signaling  systems  listed  above  under 
the  provisions  of  RS  17  of  the  Building  Code  of  the  City  of 
New  York  and  the  Rules  of  the  Board  of  Standards  and 
Appeals  adopted  under  Calendar  Number  108-16-SR.  The 
Components  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  661-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ..  4 


Negative :  . [  [  (j 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads  : 

106-71-SM — Amendment  to  resolution  as  to  additional  trade 
name. 

Georgia-Pacific  Corporation,  Portland,  Oregon  requested 
that^the  resolution  adopted  May  11,  1971  under  Calendar 
106-71-SM  be  reopened  and  amended  so  as  to  allow  the 
approved  construction  to  be  marketed  under  an  additional 
trade  name. 

PROPOSED  USE:  Two  hour  fire  resistive  shaft  enclosure. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  construction  of  the 
enclosure. 

The  request  is  to  permit  the  approved  assembly  to  be 
marketed  by  Celotex  Corporation  under  the  trade  name  of 
Celotex  Corporation  Two-Hour  Fire  Resistive  Shaft  En¬ 
closure. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  11,  1971  under  Cal¬ 
endar  106-71-SM  be  reopened  and  amended  so  as  to  permit 
the  approved  construction  to  be  marketed  by  Celotex  Cor¬ 
poration  Subsidiary  of  J.  Waters,  Incorporated  under  the 
trade  name  Celotex  Corporation  Two  Hour  Fire  Resistive 
Shaft  Enclosure  on  condition  that  the  requirement  of  the 
resolution  adopted  May  11,  1971  under  Calendar  106-71-SM 
are  complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


474-71-SA 

APPLICANT — Grove  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant :  Shautilal  N.  Shah. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


106-71-SM 

APPLICANT — Georgia-Pacific  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 


THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
474-71-SA — Grove  Manufacturing  Company,  Shady  Grove, 
Pennsylvania,  filed  for  approval  of  a  Load  Moment  Indicator 
under  the  provisions  of  New  York  City  Local  Law  No.  73, 
Article  19.1.1  (a),  (c)  and  (f),  1969. 

PROPOSED  USE :  Crane  safety  device  to  sense  and  warn 
of  the  approach  of  unsafe  loading  conditions. 
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DESCRIPTION :  The  load  moment  indicator  is  a  safety 
device  used  with  Grove  hydraulic  cranes  which  warns  an 
operator  of  an  approaching  tipping  or  structural  failure  load¬ 
ing  condition.  The  indicator  is  applicable  for  booms  of  con¬ 
tinuously  changing  lengths.  The  boom  length  measuring  unit 
provides  a  binary  electrical  output  from  a  rotary  switch 
gear  driven  from  the  shaft  of  the  measuring  reel.  This  signal 
activates  the  proper  one  of  a  series  of  angle  logic  circuits  in 
the  boom.  The  circuitry  refines  these  signals  to  a  form 
which  specifies  the  position  of  the  boom,  the  angle  and  length. 

The  position  of  the  boom  and  the  weight  of  the  load 
being  lifted  determine  the  pressure  in  the  boom  lift  cylinders. 
The  pressure  produced  on  the  lift  cylinders  by  the  boom 
when  it  is  carrying  the  maximum  allowable  load  is  deter¬ 
mined  experimentally  for  each  position  of  the  boom.  This 
determination  is  repeated  for  12  boom  lengths  and  16  boom 
angles,  or  192  different  length-angle  combinations. 

One  of  22  different  values  of  lift  cylinder  pressure  is  pro¬ 
grammed  as  the  limit  for  each  position  of  the  boom.  As  a 
load  is  being  lifted,  the  signals  specifying  the  position  of  the 
boom  are  programmed  through  a  patch  panel  to  the  output 
of  a  digital  pressure  switch.  This  switch  monitors  the  differ¬ 
ential  pressure  between  the  top  and  bottom  of  the  boom  lift 
cylinders.  If  the  pressure  exceeds  the_  limit  previously  deter¬ 
mined  experimentally  for  that  particular  position  of.  the 
boom,  an  alarm  circuit  is  energized.  The  audible  and  visual 
alarms  are  reset  if  the  operator  retracts  the  boom,  lowers 
the  load,  or  increases  the  boom  elevation. 

INSPECTION  AND  TEST :  The  Load  Moment  Indicator 
was  inspected  by  Assistant  Engineer  S.  Lowenthal.  Known 
loads  were  lifted  to  positions  where  the  alarms  were 
activated.  The  allowable  loads  for  these  positions,  as 
determined  from  load  charts,  compared  with  the  known  loads. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Load  Moment  Indicator  for  use 
with  Grove  hydraulic  cranes  under  .  the  provisions  of 
New  York  City  Local  Law  No.  73,  Article  19.1.1  (a),  (c), 
and  (f),  1969.  The  Load  Moment  Indicator  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  474-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address,  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


635-71-SA 

APPLICANT — Three  B.  Electronics,  Incorporated. 

APPEARANCES— 

For  Applicant:  Benjamin  B.  Neiger. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 


Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
635-71-SA — Three  B.  Electronics,  Incorporated,  Brooklyn, 
New  York  filed  for  approval  of  the  Fireguard  Model  TBE 
300  fire  alarm  under  the  provisions  of  RS  17  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE :  Fire  alarm  (smoke,  flame  and  heat 
detector). 

DESCRIPTION :  The  system  is  a  solid  state  flame,  smoke 
and  heat  detector  with  optional  alarm  devices  including  a 
police  type  siren  with  sound  interrupter,  remote  horn,  burglar 
alarm,  and  panic  alarm.  The  detector  runs  on  house  current 
and  automatically  switches  to  standby  batteries  in  case  of 
power  failure.  The  flame  detector  consists  of  five  transis¬ 
tors  in  differential  Darlington  configuration  and  three 
photoelectric  cells.  The  smoke  detector  consists  of  a 
Darlington  pair  in  emitter  follower  circuit  coupled  to  a 
triggering  circuit  and  a  lamp  supplying  a  homogeneous 
beam.  The  heat  detector  is  a  135  F.  thermostate  (200  F. 
optional). 

INSPECTION  AND  TEST:  The  fire  alarm  and  detector 
has  been  approved  by  the  New  York  City  Division  of 
Fire  Prevention  with  the  following  recommendations : 

1.  A  restraining  means  shall  be  used  at  the  plug-in 
to  the  power  supply. 

2.  A  secondary  source  of  power  shall  be  provided. 

3.  Alarm  sounding  devices  shall  be  rated  at  not  less 
than  85  decibels  at  10  feet.  The  police  type  siren 
meets  this  criterion. 

RECOMMENDATION:  The  Committee  on  Test  ^recom¬ 
mends  the  approval  of  the  Fireguard  Model  TBE  300  fire 
alarm  under  the  conditions  of  the  recommendations  listed 
above  and  the  provisions  of  RS  17  of  the  Building  Code 
of  the  City  of  New  York.  The  fire  alarms  shall  be 
permanently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  635-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

639-71-SA 

APPLICANT — Huebsch  Originators,  American  Laundry 
Machinery  Industries,  Division  of  McGraw-Edison,  owner. 

APPEARANCES— 

For  Applicant :  Edward  F.  Murray. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
639-71-SA — Huebsch  Originators,  American  Laundry  Ma¬ 
chinery  Industries,  Division  of  McGraw-Edison  Company, 
Milwaukee,  Wisconsin,  filed  for  approval  of  the  Loadmaster 
42X42  Drying  Tumbler  under  the  provisions  of  C26-107.2 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Commercial  drying  tumbler  for  water 
washed  clothing. 

DESCRIPTION :  The  dryer  is  gas  or  steam  heated.  It 
has  a  capacity  of  100  lbs.  per  operation.  The  perforated 
metal  cylinder,  42"  diameter  x  42"  deep,  rotates  in  a  metal 
shell.  The  cylinder  is  driven  by  a  l/z  HP  motor  and  com¬ 
bination  belt  and  chain  speed  reduction.  The  gas  or  steam 
heating  unit,  which  is  located  on  top  of  the  outer  shell, 
warms  the  air  that  is  drawn  by  a  fan  through  the  perforated 
cylinder  to  dry  the  material.  The  moist  air  is  then  drawn 
through  a  compartment  to  catch  the  lint  coming  from  the 
drying  operation  before  being  exhausted  to  the  outside.  The 
backward  curved,  six  bladed,  open  faced  centrifugal  fan 
is  directly  driven  by  a  Y  HP  or  3  HP  motor.  The  dryer 
is  equipped  with  a  door  switch  interlock,  which  shuts  off 
the  motors  and  de-energizes  the  control  circuit  when  the 
door  is  opened,  automatically  cutting  off  the  gas  supply 
to  the  burners.  This  prevents  the  gas  burners  from  oper¬ 
ating  unless  the  fan  is  drawing  off  heat.  The  heating  unit 
is  equipped  with  a  thermostat  which  controls  the  tempera¬ 
ture  of  the  air  leaving  the  cylinder  and  cycles  the  automatic 
valves.  A  safety  device  prevents  the  flow  of  gas  through 
the  gas  valve  if  the  pilot  light  for  the  burners  is  not 
lighted. 

INSPECTION  AND  TEST :  The  American  Gas  Associa¬ 
tion  has  certified  that  it  does  not  test  large  commercial 
dryers  under  its  standards.  The  dryer  is  equipped  with 
safety  equipment  comparable  to  what  is  required  by  the 
American  Gas  Association  for  dryers  used  by  the  public. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Loadmaster  42X42  commercial 
drying  tumbler  for  water  washed  clothing  under  the  pro¬ 
visions  of  C26-107.2  of  the  Building  Code  of  the  City  of 
New  York.  The  dryer  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  639-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


700-71-SA 

APPLICANT — Gas-Fired  Products,  Incorporated,  for  F.  L. 
Horne,  owner. 

APPEARANCES— 

For  Applicant:  Roger  Stillman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  . 4 

Negative :  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

700-71-SA — Gas  Fired  Products,  Incorporated,  Charlotte, 
North  Carolina,  filed  for  approval  of  the  Space-Ray 
RSPA5A  Gas  Fired  Infrared  Radiant  Heater  under  the  pro¬ 
visions  of  RS14-6  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Gas  fired  infrared  radiant  heater  for 
industrial  and  commercial  buildings. 

DESCRIPTION :  The  heater  is  suspended  overhead  in  a 
horizontal  position.  The  burner  is  cast  iron  with  a  steel 
venturi  and  expansion  tube.  The  burner  is  mounted  into  a 
heat  exchanger  which  has  a  high  temperature  alloy  steel 
emitter  perforated  with  small  holes.  The  products  of  com¬ 
bustion  reach  a  high  temperature  by  passing  through  the 
holes.  The  infrared  rays  are  directed  downward  by  a  pol¬ 
ished  aluminized  steel  reflector.  The  heater  burns  natural 
gas  at  35"  W.  C.  with  an  output  of  54,500  BTU/HR  or  pro¬ 
pane  at  11"  W.  C.  with  an  output  of  53,500  BTU/HR.  The 
heaters  are  equipped  with  a  safety  shut-off  automatic  control 
which  can  be  actuated  by  manual  switch  or  thermostat. 
Control  options  include  a  self-generating  control  system,  24 
volt  control  system,  110  volt  control  system,  or  direct  spark 
ignition  system.  Required  minimum  clearances  to  combusti¬ 
bles  are  36"  from  the  top  of  the  reflector,  48"  from  the  side 
of  the  reflector,  and  84"  from  the  bottom  edge  of  the  reflec¬ 
tor.  The  inlet  gas  connections  are  J4". 

INSPECTION  AND  TEST :  The  heaters  have  been  ap¬ 
proved  by  the  American  Gas  Association  (Nos.  8-115.301 
and  8-115-1.301). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Space-Ray  RSPA5A  Gas  Fired 
Infrared  Radiant  Heater  under  the  provisions  of  RS  14-6  of 
the  Building  Code  of  the  City  of  New  York.  The  heaters 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  700-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


701-71-SA 

APPLICANT — Gas-Fired  Products,  Incorporated  for  F.  L. 
Horne,  owner. 

APPEARANCES— 

For  Applicant :  Roger  Stillman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . . .  0 

Absent :  Chairman  Galvin  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
701-71-SA — Gas-Fired  Products,  Incorporated,  Charlotte, 
North  Carolina,  filed  for  approval  of  the  Space-Ray  RSCA6 
Infrared  Radiant  Heater  under  the  provisions  of  RS  14-6 
of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Gas  fired  infrared  radiant  heater  for 
industrial  and  commercial  buildings. 

DESCRIPTION :  The  heaters  are  suspended  overhead  in 
a  horizontal  position  or  at  a  45°  angle.  The  heater  body 
is  made  of  stainless  steel.  The  infrared  emitter  is  high 
temperature  ceramic  perforated  with  small  holes.  The 
reflectors  are  made  from  polished  aluminum.  The  reflectors 
are  either  shallow,  for  wide  heat  pattern  and  low  mounting 
heights,  deep,  for  medium  width  heat  pattern  and  heights, 
or  parabolic,  for  concentrated  heat  pattern  and  high  mount¬ 
ing  heights.  The  heaters  are  equipped  with  an  automatic 
gas  control  with  a  safety  shut-off.  The  controls  are 
actuated  by  manual  switch  or  thermostat.  Optional  con¬ 
trols  include  a  self  generating  millivolt  standing  pilot,  a 
standing  pilot  requiring  a  24  volt  power  source,  and  a 
direct  spark  ignition  requiring  a  120  volt  power  source. 
The  heater  burns  natural  gas  at  5"  W.  C.  or  propane  at 
11"  W.  C.  to  produce  52,000  BTU/HR.  Inlet  gas.  con¬ 
nections  are  *4".  Required  minimum  clearances  in  inches 
from  the  burner  face  or  top  edge  on  the  heater  cabinet 
(whichever  is  closer)  to  combustibles  are  as  follows: 


Reflector 

Front 

Shallow — Horizontal 

30 

Deep — Horizontal 

36 

Parabolic — 

Horizontal 

36 

Shallow — 45°  angle 
Deep— 45°  angle 


Back 

Side 

Top 

Bottom 

30 

30 

36 

72 

36 

30 

36 

102 

36 

36 

36 

126 

12 

30 

36 

72 

12 

30 

36 

102 

INSPECTION  AND  TEST:  The  heaters  have  been  ap¬ 
proved  by  the  American  Gas  Association  (Nos.  8-156.1.001, 
8-156-1.1.001,  8-156-2.1.001,  8-156-3.1.001). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Space-Ray  RSCA6  Infrared 
Radiant  Heater  under  the  provisions  of  RS  14-6  of  the 
Building  Code  of  the  City  of  New  York.  The  heaters 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  701-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 


ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


702-71-SA 


APPLICANT — Gas-Fired  Products,  Incorporated  for  F.  L. 
Horne,  owner. 

APPEARANCES— 

For  Applicant:  Roger  Stillman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . . . 

Absent :  Chairman  Galvin  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
702-71-SA:  Gas-Fired  Products,  Incorporated,  Charlotte, 
North  Carolina,  filed  for  approval  of  Space-Ray  RSTP17, 
RSTP17A  and  RSTP17B  infrared  radiant  heaters  under  the 
provisions  of  RS  14-6  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Gas  fired  infrared  radiant  heaters  for 
industrial  and  commercial  buildings. 

DESCRIPTION:  Models  RSTP17  (vented)  and  RSTP- 
17B  (indirect  vented)  are  used  indoors.  Model  RSTP17A  is 
used  outdoors.  All  models  can  be  mounted  either  horizon¬ 
tally  or  at  30',  60',  or  90'  angles.  The  long  axis  of  the  heater 
remains  level.  The  exterior  support  members  and  the  con¬ 
trol  cabinet  are  constructed  of  mild  steel  finished  with  a 
durable  baked  enamel  paint.  The  infrared  emitter  is  a  4" 
diameter  tube,  24'  long  before  it  is  formed  into  a  “U”  shape, 
and  it  has  a  total  emitting  surface  of  25  square  feet.  The 
reflector  is  polished  aluminum.  The  burner  is  cast  iron  and 
fires  into  the  tube.  Air  is  drawn  into  the  tube  by  a  power 
inducer  on  the  exhaust  end  of  the  tube.  The  RSTP17A  has 
a  galvanized  steel  cover  attached  to  the  top  of  the  heater  to 
protect  it  from  rain.  The  RSTP17A  and  RSTP17B  are 
supplied  with  a  flue  vent  cap.  The  heaters  are  equipped  with 
a  foil  safe  direct  spark  ignition  system  provided  by  Fenwal 
or  Honeywell.  The  heaters  burn  natural  gas  at  3.5"  W.  C. 
or  propane  at  11"  to  produce  175,000  BTU/HR.  Inlet  gas 
connections  are  J4"  in  diameter.  Minimum  clearance  in 
inches  from  outer  surfaces  of  the  heaters  to  combustibles  are 


as  follows : 

Horizontal 

30' 

60' 

90' 

Top 

12 

12 

12 

60 

Sides 

60 

12 

12 

60 

Bottom 

84 

84 

84 

60 

Rear 

60 

12 

12 

6 

INSPECTION  AND  TEST :  The  heaters  have  been  ap¬ 
proved  by  the  American  Gas  Association  (Nos.  8-160.001, 
8-160.001X,  8-160-1.001,  8-160-1.001X). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Space-Ray  RSTP17,  RSTP17A  and 
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RSTP17B  radiant  heaters  under  the  provisions  of  RS  14-6 
of  the  Building  Code  of  the  City  of  New  York.  The  heaters 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  702-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


703-71-SA 

APPLICANT — Gas-Fired  Products,  Incorporated,  for  F.  L. 
Horn,  owner. 

APPEARANCES— 

For  Applicant :  Roger  Stillman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
703-71-SA — Gas-Fired  Products,  Incorporated,  Charlotte, 
North  Carolina,  filed  for  approval  of  the  Space-Ray  RSCA10 
Infrared  Radiant  Heater  under  the  provisions  of  RS  14-6 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Gas  fired  infrared  radiant  heater  for 
industrial  and  commercial  buildings. 

DESCRIPTION :  The  heaters  are  suspended  overhead  in 
a  horizontal  position  or  at  a  45°  angle.  The  heater  body  is 
made  of  stainless  steel.  The  infrared  emitter  is  high  temper¬ 
ature  ceramic  perforated  with  small  holes.  The  reflectors 
are  made  from  polished  aluminum.  The  reflectors  are  either 
shallow,  for  wide  heat  pattern  and  low  mounting  heights,  deep, 
for  medium  width  heat  pattern  and  heights,  or  parabolic, 
for  concentrated  heat  pattern  and  high  mounting  heights. 
The  heaters  are  equipped  with  an  automatic  gas  control  with 
a  safety  shut-off.  The  controls  are  actuated  by  manual 
switch  or  themostat.  Optional  controls  include  a  self  gener¬ 
ating  millivolt  standing  pilot,  a  standing  pilot,  requiring  a  24 
volt  power  source,  and  a  direct  spark  ignition  requiring  a 
120  volt  power  source.  The  heater  burns  natural  gas  at  5" 
W.  C.  or  propane  at  11"  W.  C.  to  produce  104,000  BTU/HR. 
Inlet  gas  connections  are  T/i" .  Required  minimum  clearances 
in  inches  from  the  burner  face  or  top  edge  on  the  heater 
cabinet  (whichever  is  closer)  to  combustibles  are  as  follows : 


Reflector  Front 

Back 

Side 

Top 

Bottom 

Shallow — Horizontal 

45 

45 

48 

36 

96 

Deep — Horizontal 

54 

54 

54 

36 

132 

Parabolic-Horizontal 

48 

48 

60 

36 

168 

Shallow — 45°  angle 

12 

48 

36 

96 

Deep  45°  angle 

12 

54 

36 

132 

INSPECTION  AND  TEST :  The  heaters  have  been  ap¬ 
proved  by  the  American  Gas  Association  (Nos.  8-156-1.201, 
8-156.2001,  8-156.21.001). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Space-Ray  RSCA10  Infrared 
Radiant  Heater  under  the  provision  of  RS  14-6  of  the  Build¬ 
ing  Code  of  the  City  of  New  York.  The  heaters  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  703-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1050-6  4-SM 

APPLICANT — Russell  Reinforced  Plastics  Corporation, 
owner. 

SUBJECT — Application  October  22,  1964 — Tropiglas  flame 
retardant  acrylic  structural  sandwich  panels,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 


1133-64-SM 

APPLICANT — Summit  Hoisting  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 

Absent:  Chairman  Galvin  .  1 
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1287-64-SM 

APPLICANT— William  Eipel  for  White  Personnel— Ma¬ 
terials  Hoist  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . ; .  Y 

Absent:  Chairman  Galvin  .  1 

213-65-SM 

APPLICANT— Bliss-Gamewell  Company,  a  division  of 
E.  W.  Bliss  Company,  owner;  N.  H.  Breedlove,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 
Nolan  .  4 

Absent:  Chairman  Galvin  .  1 

1202-65-SM 

APPLICANT— National  Concrete  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . - .  Y 

Absent:  Chairman  Galvin  .  1 

197-65-SM 

APPLICANT— Buck  Equipment  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . ; .  ® 

Absent :  Chairman  Galvin  .  1 

739-50-SM — Vol.  II  ~ 

APPLICANT— Johns-Manville  Sales  Corporation,  owner. 
SUBJECT— Application  for  consideration  to  revoke  ap¬ 

proval,  dated  July  15,  1958.  Product:  Flame  retardant 
acoustical  tile. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . . . .  ” 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance/ 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

412-53-SA 

APPLICANT— Ohio  Chemical  and  Surgical  Equipment  Co., 
Division  of  Air  Reduction  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  13,  1954.  Product:  Ohio  Automatic 

Instrument  Washer-Sterilizer,  Model  A425. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . . .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance/ 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


541-58-SA 

APPLICANT — Chem-Therm  Manufacturing  Co.,  owner- 
manufacturer. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  21,  1961.  Product:  Chem-Therm 
Cleaners,  Models  M2,  T  and  XLA. 

ACTION  OF  BOARD— Approval. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . ._ . . .  0 

Absent :  Chairman  Galvin  .  1 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance/ 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


98-70-SA 

APPLICANT — Sprague  Meter  Company,  Division  of  Tex¬ 
tron  Incorporated,  owner. 

SUBJECT — Gas  pressure  regulators. 

APPEARANCES— 

For  Applicant:  George  C.  Hughes. 

For  Opposition:  None. 
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AC  1  ION  OF  BOARD — Laid  over  to  February  IS,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


mi-BZY-VoL  IX — B.  Q. — 28-08  Bayside  Lane,  form¬ 
erly  162-15  Bayside  Lane,  Block  4889,  Lot  44,  N.  B.  5925-61. 

APPEARANCES— 

For  Applicant:  Thomas  S.  Zedovich. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  on  condition  that  this 
approval  constitutes  a  terminal  grant,  and  that  all  work  be 
completed  December  15,  1972. 


3609-BZY — Vol.  IX — B.  Q. — 157-17  129th  Avenue,  Block 
12266,  Lot  59,  N.  B.  7580-61. 

APPEARANCES— 

For  Applicant:  Joseph  Panadelli. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . ’  *  o 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  on  condition  that  this 
approval  constitutes  a  terminal  grant,  and  that  all  work  be 
completed  December  15,  1972. 


4059-BZY — Vol.  IX — B.  Q. — 58-30  76th  Street,  Block 
2822,  Lot  30,  N.  B.  1222-61. 

APPEARANCES— 

For  Applicant :  Philip  La  Sala. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 


Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  on  condition  that  this 
approval  constitutes  a  terminal  grant,  and  that  all  work  be 
completed  December  15,  1972. 


4233-BZY— -V°l.  IX — B.  B. — 3030  Emmons  Avenue,  Block 
7515,  Lot  42,  N.  B.  3088-61. 

APPEARANCES— 

For  Applicant:  John  M.  PIronec. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative  :  . !!”!!!!."”!.'!!!  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construction 
to  December  15,  1972. 


4277-BZY — Vol.  IX — B.  R. — 67  Olympia  Boulevard,  Block 
3281,  Lot  10,  Alt.  No.  19-61. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  on  condition  that  this 
approval  constitutes  a  terminal  grant,  and  that  all  work  be 
completed  December  15, 1972. 


3997 — BZY — Vol.  IX — B.  R. — 690  Castleton 
Block  134,  Lot  53,  N.  B.  3261-61. 


Avenue, 


APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  Applicant. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . .  0 
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4372-BZY — Vol.  VIII— B.  Q.— 67-07  Burns  Street,  Block 
3234,  Lots  1,  3,  N.  B.  7063-61. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1972,  at 
2  P.M.  for  hearing,  at  the  request  of  the  applicant. 


154-71-BZ 

APPLICANT— Edwin  Storch  for  Biagio  Chiarelli,  owner. 
SUBJECT— Application  March  16,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  November  16  and  30,  1971;  laid 
over  to  December  21,  1971,  laid  over  January  11,  1972;  then 
laid  over  to  February/,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  211/1970, 
reads : 

“8.  Community  facility  building,  located  in  R4 
district  and  not  provided  with  a  15'0"  front  yard  Violates 
Sect.  24-34  of  Amended  Zoning  Resolution. 

9.  The  proposed  side  yards  are  less  (each)  than 
10%  of  the  aggregate  width  of  street  walls  in  Violation 
of  Sect.  24-35  of  Amended  Zoning  Resolution. 

10.  Building  penetrates  the  Sky  Exposure  Plane  in 
Violation  of  Sect.  24-521  of  Amended  Zoning  Resolution. 

11.  Building  encroaches  upon  the  side  setback  in 
Violation  of  Sect.  24-551  of  Amended  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  aplication  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  a  seven-story  nursing  home  that  en¬ 
croaches  on  the  required  front  yard,  side  yard  and  side  set¬ 
back  and  penetrates  the  sky  exposure  plane,  on  condition  that 


all  work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  January  6,  1972,”  one  sheet,  “January  14, 
1972,”  3  sheets,  “January  5,  1972,”  3  sheets,  and  “December 
16,  1971,”  one  sheet;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


737-71-BZ 

APPLICANT— Joseph  C.  Schmitt  for  New  York  City 
Board  of  Education  Office  of  School  Building,  owner. 
SUBJECT— Application  November  29,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED— 1666  Hancock  Street,  southeast 
corner  of  Cypress  Avenue,  Block  3549,  Lot  44,  Ridgewood, 
Borough  of  Queens,  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  February  1,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  4,  1971,  acting  on  N.B.  Applic.  101/1971, 
reads : 

“1.  Proposed  construction  of  a  Public  School  (Use 
Group  #3)  in  an  Ml-1  District  is  contrary  to  Section 
42-00  of  the  Zoning  Resolution. 

2.  Since  there  are  no  applicable  bulk  regulations  for 
a  non-conforming  use  in  an  Ml-1  Zone,  this  application 
is  referred  to  the  Bd.  of  Standards  &  Appeals  for  its 
consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-19  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  district,  the  erection  of  a  three-story  and  base¬ 
ment  public  school,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
November  29,  1971,”  5  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  two  years  from  the  date  of 
this  resolution. 


496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the.  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 
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PREMISES  AFFECTED— 2402  to  2414  Neptune  Ave¬ 
nue,  southwest  corner  of  West  24th  Street,  Block  7014, 
Lot  7,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M.,  for  decision  applicant  to  file  letters  from  HUD, 
HD  A  and  N.Y.C.  Housing  Authority;  hearing  previously 
closed. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED — 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Karl  Plofker,  Bldg.  Dept. 

For  Owner:  Larry  Meltzer. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  Department  of  Buildings. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


712-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Nat  Di  Martino, 
owner. 

SUBJECT — Application  November  3,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 240  Sommer  Avenue,  south 
side,  180.00  feet  west  of  Graham  Avenue,  Block  2217,  Lots 
10  and  52,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  N.B.  Applic.  1205-64,  reads: 
“The  street  giving  access,  to  the  structure  is  not  duly 
placed  on  the  official  map,  therefore,  no  Certificate  of 
Occupancy  can  be  issued,  as  per  Article  3,  Section  36  of 
the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  N.B.  Applic.  1205-64  reads: 
acting  on  a  new  building  Applic.  1205-64  be  and  it  hereby 
is  modified  under  the  powers  vested  in  the  Board  by  Section 


36  of  the  General  City  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  the  sidewalk,  curb  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways  and  the  build- 
mg  shall  conform  with  the  drawings  marked  “received 
November  3,  1971”,  3  sheets  and  that  all  laws,  rules  and 
regulations  be  complied  with. 


780-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT  Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

AFFECTED — 29  Satterlee  Street,  east  side, 
280  feet  south  of  Amboy  Road,  Block  7945,  Lot  60,  Totten- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  (j 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.  B.  Applic.  736-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not 
included  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  November  22,  1971,  acting  on  N.  B.  Applic.  736-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
comply  with  drawings  marked  “Received  December  21, 
1971,”  4  sheet and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


781-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 33  Satterlee  Street,  east  side, 
320  feet  south  of  Amboy  Road,  Block  7945,  Lot  58,  Totten- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . . . 

Negative:  . . 

Absent :  Commissioner  Klein  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.  B.  Applic.  738-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  N.B.  Applic.  738-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  that  the 
building  shall  comply  with  drawings  marked  “Received 
December  21,  1971,”  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


782-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 37  Satterlee  Street,  east  side, 
360  feet  south  of  Amboy  Road,  Block  7945,  Lot  56,  Tot- 
tenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.B.  Applic.  739-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law  no  Certificate  of  Occupancy  may  be  issued  for 
the  above  location  since  the  street  giving  access  is  not 
included  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  N.  B.  Applic.  739-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building 
shall  comply  with  drawings  marked  “Received  December  21, 
1971,”  4  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


783-71-A 

APPLICANT— Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT— Application  December  21,  1971— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 41  Satterlee  Street,  east  side, 
400  feet  south  of  Amboy  Road,  Block  7945,  Lot  54,  Totten- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative  :  . . . . .  ~ 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  November  22,  1971  on  N.  B.  Applic.  740-71,  reads :  . 

“1.  According  to  Section  36  of  the  General  City 
Law  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  location  since  the  street  giving  access  is  not 
included  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  is  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  N.B.  Applic.  740-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  tho  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
comply  with  drawings  marked  “Received  December  21, 
1971,”  4  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


784-71-A 

APPLICANT— Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUB  TECT— Application  December  21,  1971— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 45  Satterlee  Street,  south  side, 
440  feet  south  of  Amboy  Road,  Block  7945,  Lot  52,  Totten- 
ville,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  (j 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.B.  Applic.  741-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Sueprintendent, 
dated  November  22,  1971,  acting  on  N.B.  Applic.  741-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways;  that  the 
building  shall  comply  with  drawings  marked  “Received 
December  21,  1971,”  4  sheets;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

785-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 49  Satterlee  Street,  east  side, 
480  feet  south  of  Amboy  Road,  Block  7945,  Lot  50,  Totten- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . 0 

Absent :  Commissioner  Klein  . *  l 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.B.  Applic.  742-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

md 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  November  22,  1971,  acting  on  N.  B.  Applic.  742-71,’ 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  that  the  building 
shall  ^comply  with  drawings  marked  “Received  December  21, 
19' J/’  4  sheets;  and  that  all  laws,  rules  and  regulations’ 
shall  be  complied  with. 


786-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 53  Satterlee  Street,  east  side, 
520  feet  south  of  Amboy  Road,  Block  7945,  Lot  48,  Totten- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTEr- 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.  B.  Applic.  743-71,  reads : 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for 
the  above  residence  since  the  street  giving  access  is  not 
included  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  N.B.  Applic.  743-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building  shall 
comply  with  drawings  marked  “Received  December  21, 
1971,”  4  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


787-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 


Ill 
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“ 


PREMISES  AFFECTED— Satterlee  Street  55,  east  side, 
560  feet  south  of  Amboy  Road,  Block  7945,  Lot  45,  Totten- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative :  . . . . . . .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.B.  Applic.  744-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  N.B.  Applic.  744-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways :  that  the  building 
shall  comply  with  drawings  marked  “Received  December 
21,  1971,”  4  sheets;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


788-71- A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 59  Satterlee  Street,  east  side, 
600  feet  south  of  Amboy  Road,  Block  7945,  Lot  43,  Tot- 
tenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971  on  N.B.  Applic.  745-71,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York. 

2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 


3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  N.  B.  Applic.  745-71, 
Objection  Nos.  1,  2  and  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways ;  that  the  building 
shall  comply  with  drawings  marked  “Received  December 
21,  1971,”  4  sheets ;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


480-7 1-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Eli  Kalimian, 
A1  Menzuiso  and  Howard  Zipser. 

For  Opposition:  Ruth  Wittenberg,  Comm.  Bd.  #2  and 
Kurt  Karmin. 

For  Administration:  I.  E.  Minkin,  Bldg.  Dept. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  for  decision ;  applicant  to  file  revised  drawings ; 
hearing  closed. 


667-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Berry  Box  Company,  Incor¬ 
porated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  Fire  Dept. 

For  Owner:  Frank  A.  Barrera  and  Milton  A.  Kaplan. 
ACTION  OF  BOARD — Laid  over  to  February  15,  1972, 
at  2  P.M.  for  continued  hearing;  fire  department  to  make 
re-inspection. 


668-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Louis  Mintz. 

SUBJECT— Application  October  13,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 601  East  77th  Street,  southeast 
corner  of  Farragut  Road  and  Ralph  Avenue,  Block  7982, 
Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 
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MINUTES 


For  Owner:  None. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
2  P.M.  to  renotify  owner. 


671-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — J.  Eis  and  Sons  Appliances 
Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 539  to  541  East  6th  Street, 
north  side,  90  feet  west  of  Avenue  B,  Block  402,  Lots  45 
and  46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

For  Opposition:  Donald  D.  Fisher. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  for  continued  hearing;  for  fire  department  to  re¬ 
view  drawings. 


733-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mission  Cristiana 
Bethesda,  owner. 

SUBJECT — Application  November  22,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  church. 

PREMISES  AFFECTED — 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972, 
at  2  P.M.  for  continued  hearing,  at  the  request  of  the 
applicant;  applicant  to  file  additional  drawings. 


760-71- A 

APPLICANT — Abraham  Grossman  for  Gertrude  W.  Kap¬ 
lan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 31  to  33  West  12th  Street, 
north  side,  325  feet  west  of  Fifth  Avenue,  Block  576,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Opposition:  Ruth  Wittenberg. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972, 
at  2  P.M.  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #2,  Manhattan. 


Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  FEBRUARY  3,  1972  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan. 

1687-BZY— Vol.  VIII— B.Q.— 118-18  Union  Turnpike, 

Block  3335,  Lot  23,  N.B.  1580-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Jack  Brown,  Joseph  F. 
Van  Etten,  Anthony  Scavo,  Marlin  Bandier,  Sam 
Sarfoti,  George  Meahan  and  James  C.  Smith  and 
others. 

For  Opposition:  John  F.  Fitzsimons,  Senator  Emanuel  R. 
Gold,  Helen  Knorr  Johnson,  Representing  Senator 
Martin  Knorr,  Mario  Matthew  Cuomo,  Sidney  F. 
Strauss,  Mildred  A.  Snyder,  Harvey  Kaufman,  As¬ 
semblyman  Alfred  A.  Delli  Bovi,  Councilman  E.  F. 
Mastropieri,  Ann  Kirby,  Mrs.  Wilson  Johnson,  Murray 
H.  Berger,  Sylvia  Fuhrman,  Judy  Van  Nostrand,  Henry 
J.  Benisch,  Herbert  Erston,  P.  E.  Forest  Nuis,  E.  Phil¬ 
lip  Herman,  Allen  F.  Terry,  Herbert  Kantor,  James 
Power,  Lewis  Stockman,  Carolyn  Terry,  Ellen  Jane 
Steier,  Arthur  Humbold,  Maida  Silverman,  Laurence 
Gross,  Astrid  Munson,  Robert  A.  Blohme,  P.  E.  and 
James  Pfohl  and  others. 

For  Administration:  Jolie  Hammer,  Representing  Presi¬ 
dent  of  City  Council ;  Robert  T.  Groh,  Representing  the 
Boro  Pres.  Office  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  Thursday,  February 
10,  1972,  at  10  A.M.  for  continued  hearing,  only  as  to  sum¬ 
mation  by  both  sides.  Briefs  to  be  submitted  by  the  close 
of  business  February  8,  1972.  Decision  at  2  P.M. 


1688-BZY— Vol.  VIII— B.Q.— 118-17  Union  Turnpike, 
Block  3334,  Lot  151,  N.B.  1579-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Jack  Brown,  Joseph  F. 
Van  Etten,  Anthony  Scavo,  Marlin  Bandier,  Sam 
Sarfoti,  George  Meahan  and  James  C.  Smith  and 
others. 

For  Opposition:  John  F.  Fitzsimons,  Senator  Emanuel  R. 
Gold,  Helen  Knorr  Johnson,  Representing  Senator 
Martin  Knorr,  Mario  Matthew  Cuomo,  Sidney  F. 
Strauss,  Mildred  A.  Snyder,  Harvey  Kaufman,  As¬ 
semblyman  Alfred  A.  Delli  Bovi,  Councilman  E.  F. 
Mastropieri,  Ann  Kirby,  Mrs.  Wilson  Johnson,  Murray 
H.  Berger,  Sylvia  Fuhrman,  Judy  Van  Nostrand,  Henry 
J.  Benisch,  Herbert  Erston,  P.  E.  Forest  Nuis,  E.  Phil¬ 
lip  Herman,  _  Allen  F.  Terry,  Herbert  Kantor,  James 
Power,  Lewis  Stockman,  Carolyn  Terry,  Ellen  Jane 
Steier,  Arthur  Humbold,  Maida  Silverman,  Laurence 
Gross,  Astrid  Munson,  Robert  A.  Blohme,  P.  E.  and 
James  Pfohl  and  others. 

For  Administration:  Jolie  Hammer,  Representing  Presi¬ 
dent  of  City  Council ;  Robert  T.  Groh,  Representing  the 
Boro  Pres.  Office  of  Queens. 

ACTION  OF  BOARD — Laid  over  to  Thursday,  February 
10,  1972,  at  10  A.M.  for  continued  hearing,  only  as  to  sum¬ 
mation  by  both  sides.  Briefs  to  be  submitted  by  the  close 
of  business  February  8,  1972.  Decision  at  2  P.M. 


Adjourned:  6:45  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTION 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  January  11,  1972,  as  they 
appeared  in  Bulletin  Nos.  1-3,  Vol.  57,  are  hereby  corrected 
to  read  as  follows: 

682-71-BZ 

APPLICANT — Harry  Simmons  for  Temple  Petach  Tikvah, 
owner;  Ann’s  Community  Play  Center,  Incorporated,  Con¬ 
tract  Vendee. 

SUBJECT — Application  October  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement  of 
an  existing  two  story  building  to  be  occupied  as  a  day  care 
center  that  increases  the  degree  of  non-compliance  in  lot 
coverage. 

PREMISES  AFFECTED — 249  to  253  Rochester  Avenue, 
east  side,  60  feet  south  of  St.  John’s  Place,  Block  1386, 
Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Simmons. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  11,  1972;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  21,  1971,  acting  on  Alt.  Applic.  995/1971, 

reads: 

“42.  Proposed  enlargement  increases  lot  coverage 
beyond  max.  specified  in  Sect.  24-11  of  Z.  R. 

43.  The  proposed  enlargement  increases  the  degree 
of  non-compliance  as  to  lot  coverage  contrary  to  Sect. 
54-31  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-641  of  the  Zoning  Resolution;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  enlargement  of  an  existing  two-  and 
three-story  building  to  be  occupied  as  a  day  care  center 
that  increases  the  degree  of  non-compliance  in  lot  coverage, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  October  20,  1971,” 
5  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  resolution. 


*  In  the  Resolution  section  the  first  part  including  the  deci¬ 
sion  of  the  Borough  Superintendent  has  been  corrected  as 
shown  above  in  italics. 
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DOCKET 

New  Cases  Filed  up  to  February  8,  1972 

Cal.  No.  Dept.  Premises  Affected 

99-72-A — B.M. — 25  Harrison  Street,  southwest  corner  of 
Greenwich  Street,  Block  182,  Lot  50,  Borough  of  Man¬ 
hattan,  Alt.  No.  1335-70,  re-  restoration  of  landmark 
houses  for  residence,  C6-4  district. 


100-72-A — B.M. — 27  Harrison  Street,  south  side,  20  feet 
5  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1336-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


101-72-A— B.M. — 27 A  Harrison  Street,  south  side,  45  feet 
5  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1337-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


102-72-A — B.M — 29  Harrison  Street,  south  side,  70  feet 
5  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1338-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


103-72-A — B.M. — 31  Harrison  Street,  south  side,  89  feet 
5  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1339-70,  re-.  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


104-72-A — B.M. — 33  Harrison  Street,  south  side,  108  feet 
5  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1340-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


105-72-A — B.M. — 37  Harrison  Street,  south  side,  180  feet 
8  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1342-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


106-72-A — B.M. — 39  Harrison  Street,  south  side,  200  feet 
8  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1343-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


107-72-A — B.M. — 41  Harrison  Street,  south  side,  220  feet 
8  inches  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan,  Alt.  No.  1344-70,  re-  restoration 
of  landmark  houses  for  residence,  C6-4  district. 


108- 72-BZ — B.Bx. — 200  City  Island  Avenue,  east  side, 
820  feet  44  inches  north  of  Pilot  Street,  Block  5641,  Lot 
280,  Borough  of  The  Bronx,  Community  Board  No.  12, 
N.  B.  256-71,  re-  proposed  school,  Ml-1  district. 

109- 72-SM — Armstrong  Cork  Company,  perlon  roof  in¬ 
sulation,  manufactured  by  Armstrong  Cork  Company, 
Material.  , 


110-72-BZ — B.M. — 8  to  14  East  47th  Street,  south  side, 
140  feet  west  of  Madison  Avenue,  Block  1282,  Lot  64, 
Borough  of  Manhattan,  Community  Board  No.  5,  Alt. 
No.  669-69,  re-  proposed  eating  and  drinking  place,  C5-3 
district. 


111-72-SM — Rockwell  Manufacturing  Company,  rockwell 
No.  143  gas  pressure  service  regulator,  manufactured  by 
Rockwell  Manufacturing  Company,  Material. 


112-72-A — B.M. — 515  West  59th  Street,  north  side,  300 
feet  west  of  10th  Avenue,  Block  1151,  Lot  21,  Borough 
of  Manhattan,  Alt.  No.  7-72,  re-  safety  code  for  work¬ 
mens  hoists. 


113- 72-BZ— B.Q.— 166-06  Hillside  Avenue,  and  87-73 
Merrick  Boulevard,  southeast  corner,  Block  9818,  Lot 
56,  Jamaica,  Borough  of  Queens,  Community  Board  No. 
12,  re-  automotive  service  stations,  C4  district. 

114- 72-SM — Construction  Products  Division,  W.  R. 
Grace  and  Company,  darex  set  accelerator  for  portland 
cement  concrete,  manufactured  by  Construction  Prod¬ 
ucts  Division,  W.  R.  Grace  &  Company,  Material. 


115- 72-BZ — B.B. — 605  Shepherd  Avenue,  southeast  cor¬ 
ner  of  Blake  Avenue,  Block  4069,  Lot  1,  Borough  of 
Brooklyn,  Community  Board  No  5,  N.  B.  134-71,  re¬ 
proposed  public  school,  R-5  district. 

116- 72-SM — Martin  Corporation,  flame  resistant  fabrics, 
manufactured  by  Martin  Corporation,  Material. 


117-72-SA — Oven  Systems,  Incorporated,  direct  gas  fired 
batch  oven,  manufactured  by  Oven  Systems,  Incorpo¬ 
rated,  Appliance. 


118-72-A — B.B. — 5324  to  5302  1st  Avenue,  west  side,  and 
40  to  53  Street,  Block  803,  Lots  10,  150,  160,  180,  Bor¬ 
ough  of  Brooklyn,  F.  D.  letter  of  1/11/72,  re-  installation 
of  fuel  oil  supply,  M3-1  district. 


119-72-SA — Victor  Equipment  Company,  welding  and 
cutting  torches  various  models,  manufactured  by  Victor 
Equipment  Company,  Appliance. 


120-72-A — B.B. — 2  Just  Court,  northeast  corner  of  Lois 
Avenue,  Block  8856,  Lots  1503,  1504,  1700,  Borough  of 
Brooklyn,  Alt.  No.  1678-71,  re-  class  11  E  building,  fire 
divisions,  egress,  live  load,  exterior  walls,  R4  district. 


121-72-A — B.M. — 289  to  295  Columbus  Avenue,  and  54  to 
60  West  74th  Street,  southeast  corner,  Block  1126,  Lots 
61,  Borough  of  Manhattan,  F.D.  letter  of  1/10/72,  re¬ 
sprinkler  system,  Cl-8  district. 


122-72-SM — Mac-Fab  Products  Incorporated,  Mac-Cor 
type  1  and  type  2  metal  floor  decking  with  type  1  and 
type  2  Mac-Cor  strap  shear  connectors,  manufactured 
by  Mac-Fab  Products  Incorporated,  Material. 


123-72-A — B.Bx. — Project  C-73,  Correctional  Institute 
for  Women,  Block  2760,  Lot  4,  Rikers  Island,  Borough 
of  The  Bronx,  F.D.  letter  of  1/7/72,  re-  fire  alarm  sys¬ 
tem  and  sprinkler  system,  C8-2  district- 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan: 
B.Q. — Department  of  Buildings,  Queens;  B.R.— -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


FEBRUARY  29,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  29,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

14-51-BZ 

APPLICANT — M.  Martin  Elkind  for  Grupshap  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  22,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Sections  7e  and  21  of  the  Zoning  Resolution,  per- 
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nutting  in  a  residence  use,  B  area  district,  the  erection  and 
maintenance  of  a  business  building  (stores),  using  more 
than  the  area  permitted. 

PREMISES  AFFECTED — 526  East  13th  Street,  south  side, 
295  feet  4  inches  west  of  Avenue  B,  Block  406,  Lot  19, 
Borough  of  Manhattan. 


327-56-BZ 

APPLICANT — Joseph  A.  Trapani  for  Commercial  Hotel 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  October  24,  1971 ;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  proposed 
parking  of  cars  for  patrons  and  employees  of  a  restaurant. 

PREMISES  AFFECTED — 219-14  97th  Avenue  and  87-02 
to  97-10  220th  Street,  southwest  corner,  Block  10784,  Lots 
27  and  30,  Queens  Village,  Borough  of  Queens. 


275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  April  29,  1971- — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  on  non-compliance  within  the 
rear  yard. 

PREMISES  AFFECTED — 41  Milbank  Road,  north  side 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 

Laid  over  from  January  18,  1972,  for  hearing. 


606-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT  Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 221-14  South  Conduit  Avenue 
southwest  corner  of  222nd  Street,  Block  13491,  Lots  38’ 
40,  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  hearing. 


604-71-BZ 

APPLICANT— Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 

SUBJECT— Application  September  2,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

P?Fn^IS?S  AFFECTED-40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310 
Castleton  Corners,  Borough  of  Richmond. 


APPLICANT  Leonard  F.  Rothkrug  for  Alfio  Gramma- 
tico,  owner. 

SUBJECT  Application  October  29,  1971 — decision  of 

the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erec¬ 
tion  of  a  two  story  and  cellar  office  and  residential  build¬ 
ing,  that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 8703  Flatlands  Avenue,  north- 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and 
10,  Borough  of  Brooklyn. 


766-71-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Shul-Reis  Realty 
Company,  owner,  Manhattan  Playhouse  Corporation  les¬ 
see.  ’ 

SUBJECT— Application  December  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 
lution,  to  permit  in  a  C2-8  district,  the  enlargement  in 
area  of  the  second  floor  and  the  construction  of  a  third 
floor  for  a  restaurant  that  will  exceed  the  permitted  floor 
area  ratio. 

PREMISES  AFFECTED — 1185  First  Avenue,  northwest 
corner  of  East  64th  Street,  Block  1439,  Lot  23,  Borough 
of  Manhattan.  Community  Board  #8. 


771-71-BZ 

APPLICANT— Samuel  Kaplan  for  Allied  Bolt  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  December  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  in  an  existing 
one  story  and  mezzanine  building,  the  addition  to  the  ma¬ 
chine  shop  warehouse  and  packaging  use  to  include  metal 
plating. 

F?S¥|^ES  AFFECTED— 94-31  204th  Street,  south  side, 
100.5/  feet  east  of  Jamaica  Avenue,  and  204-12  Jamaica 
Avenue,  Block  10834,  Lot  1,  Hollis,  Borough  of  Queens 
Community  Board  #12. 

THOMAS  F.  GALVIN,  Chairman 


FEBRUARY  29,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
I  uesday  afternoon ,  February  29,  1972,  at  2  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters: 

496-71-BZ 


Leonard  F*  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 
PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7. 
Borough  of  Brooklyn. 

Hearing  closed. 
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661-66-SM 

APPLICANT — Conwed  Corporation— Floor-ceiling  assem¬ 
bly. 


662-66-SM 

APPLICANT— Conwed  Corporation— Floor-ceiling  assem¬ 
bly. 


917-66-SM 

APPLICANT— National  Gypsum  Company— Roof-ceiling 
assembly. 


84-68-SA 

APPLICANT— Sterling  Radiator  Company,  Incorporated- 
Gas  fired  furnace — outdoor  installation. 


778-71-SM 

APPLICANT — Gold  Bond  Building  Products,  Division  of 
National  Gypsum  Company — Four  hour  wall  assembly. 


796-71-SM 

APPLICANT — Upco  Chemical  Division,  USM  Corpora¬ 
tion — Grout. 


799-71-SM 

APPLICANT — Alarm  Lock  Corporation— Emergency  exit 
devices. 


800-71-SM 

APPLICANT — R.  D.  Werner  Company,  Incorporated — 
Scaffolding  platform. 


809-71-SM 

APPLICANT — Lighting  Diffusers  Company — Lighting  dif¬ 
fuser  panels. 


686-71- A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 
owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 


803-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Isaac  Kaplan. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 349  Waverly  Avenue,  east  side, 
112  feet  south  of  Lafayette  Avenue,  Block  1945,  Lot  12, 
Borough  of  Brooklyn. 


790-71-A 

APPLICANT— R.  J.  Costello  for  Permatex  Company,  In¬ 
corporated,  owner. 

SUBJECT— Application  December  22,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Rubber  Lubricant  Concentrate 
#60,  in  high  density  white  polyethylene,  1  Gallon  bottle, 
screw  cap  not  in  compliance  with  regulations  of  the  Admin- 
istrative  Code  of  New  York  City. 


13-72-A 

APPLICANT— Charles  M.  Spindler  for  Harold  Block  of 
Williams  and  Company,  owner. 

SUBJECT— Application  January  12,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED— 920  Broadway,  southeast  corner 
of  East  21st  Street,  Block  849,  Lot  63,  Borough  of  Man¬ 
hattan. 


89-72-A 

APPLICANT— Stephen  J.  Murphy  for  Edken  Corporation, 
owner,  H.  C.  Bohack  Company  Incorporated,  lessee. 

SUBJECT— Application  January  21,  1972— appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 70-20  to  70-28  Austin  Street, 
south  side,  285  feet  west  of  71st  Avenue,  Block  3234,  Lot 
168,  173,  183,  Forest  Hills,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  7,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  Ad  arch  7 ,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

833-52-BZ — Vol.  Ill 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  washing, 
lubrication,  office,  accessory,  sales  and  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 5916-5930  Foster  Avenue  and 
1512-1526  Ralph  Avenue,  southwest  corner,  Block  7955, 
Lots  6,  8  and  9,  Borough  of  Brooklyn. 


636-54-BZ— Vol.  Ill 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Jeanne  Tamor  and  Eva  Cohen, 
owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  16, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  washing,  minor  motor  vehicle  repairs, 
storage  and  sale  of  accessories  and  permitting  parking  and 
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storage  of  motor  vehicles  on  the  unbuilt  portion  of  plot, 
with  the  accessory  building  constructed  without  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 9612-9624  Seaview  Avenue, 
2016-2024  Rockaway  Parkway,  southwest  corner,  Block 
8328,  Lot  30,  Borough  of  Brooklyn. 


29-61-BZ 

APPLICANT — Kenneth  H.  Koons  for  Armagh  Realty, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  retail  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 2129-2135  Newbold  Avenue, 
north  side,  287.17  feet  east  of  Olmstead  Avenue,  Block 
3814,  Lot  75,  Borough  of  The  Bronx. 


958-66-BZ 

APPLICANT — Larry  Meltzer  for  Rose  Giagrande,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  construction 
and  maintenance  of  a  public  parking  lot  without  the  re¬ 
quired  surfacing  and  screening. 

PREMISES  AFFECTED— 3166-3168  Villa  Avenue,  east 
side,  169.83  feet  north  of  205th  Street,  East,  Block  3311, 
Lot  32,  Borough  of  The  Bronx. 


364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stores  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 

Laid  over  from  February  8,  1972,  for  hearing. 


562-71-BZ 

APPLICANT— Albert  Melniker  for  E.  Thomas  and  Jane 
P.  Henkel,  owners. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 8  Occident  Avenue,  south  side, 
116.50  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  68, 
Stapleton,  Borough  of  Richmond. 


563-71-BZ 

APPLICANT — Albert  Melniker  for  Charles  and  Ann  Marie 
Azzue,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 


York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4  Occident  Avenue,  south  side, 
174.75  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  66, 
Stapleton,  Borough  of  Richmond. 


564-71-BZ 

APPLICANT — Albert  Melniker  for  Wesley  and  Lorraine 
Young,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  family  dwelling  that  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 2  Occident  Avenue,  south  side, 
200.06  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  64, 
Stapleton,  Borough  of  Richmond. 


629-71-BZ 

APPLICANT — Edwin  Storch  for  Neal  DiBiase,  owner. 

SUBJECT — Application  September  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  minimum  distance  between 
windows  and  lot  lines. 

PREMISES  AFFECTED — 148-25  59th  Avenue,  north  side, 
240  feet  east  of  148th  Street,  Block  6423,  Lot  26,  Flushing, 
Borough  of  Queens. 


729-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  two 
family  semi-attached  two  family  dwelling  that  encroaches 
on  the  required  side  yard. 

PREMISES  AFFECTED — 84-28  Abingdon  Road,  south 
side,  243.58  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  38,  Kew  Gardens,  Borough  of  Queens. 


730-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  semi-attached,  two  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED — 84-32  Abingdon  Road,  south 
side,  292.08  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  41,  Kew  Gardens,  Borough  of  Queens. 


732-71-BZ 

APPLICANT — Joseph  S.  Kaming  for  Stix  and  Stones, 
Incorporated,  owner. 

SUBJECT — Application  November  19,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -2  district,  the 
erection  of  a  one  story  and  mezzanine  store  and  office 
building  without  the  required  accessory  parking. 
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PREMISES  AFFECTED— 551  West  235th  Street,  north 
side,  75  feet  east  of  Johnson  Avenue,  Block  5793,  Lot  478, 
Borough  of  The  Bronx.  Community  Board  #14. 


742-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Clarence  E.  Grif¬ 
fith,  Lillian  Griffith,  owners,  Leonard  F.  Rothkrug, 
Trustee. 

SUBJECT — Application  November  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  and  maintenance  of  an  accessory  off-side 
parking  facility  for  a  factory. 

PREMISES  AFFECTED— 173  to  177  Monroe  Street, 
north  side,  300  feet  west  of  Nostrand  Avenue,  and  366 
Gates  Avenue,  Block  1812,  Lots  39,  69,  and  70,  Borough 
of  Brooklyn.  Community  Board  #3. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 
MARCH  7,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  March  7,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


802-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1884  Monroe  Avenue  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 


806-71- A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
connection  of  a  6"  house  drain  to  an  existing  4"  sanitary 
sewer. 


PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 


91-72-A 

APPLICANT — A.  J.  Neumaier  for  Atlas  Supply  Company, 
owner. 

SUBJECT — Application  January  24,  1972 — appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  packaging 
of  flammable  mixture  known  as  Atlas  Windshield  Washer 
Fluid  Concentrate  in  16  ounce  polyethylene  bottle  with 
screw  cap  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 


92-72-A 

APPLICANT — Raymond  J.  Truxes  for  Trico  Products 
Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Trico  Windshield  Washer  Anti- 
Smear  Solvent  in  one  quart  hi-density  Polyethylene  bottles 
not  in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 


97-72-A 

APPLICANT — Albert  Homer  Swanke  for  Stahl  Equities 
Corporation,  owner,  Arthur  Young  and  Company,  lessee. 

SUBJECT — Application  January  26,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  open  stairway. 

PREMISES  AFFECTED — 500  to  514  Lexington  Avenue, 
273  to  283  Park  Avenue,  from  East  47th  Street  to  East 
48th  Street,  entire  block,  Block  1302,  Lot  1,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  14,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

734-71-BZ 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo, 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT — Application  November  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  at  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board,  the  rearrangement  of  the  curb 
cuts  and  pump  island. 

PREMISES  AFFECTED — 1210  and  1230  East  233  Street, 
northwest  corner  of  Grenada  Place  and  Edison  Avenue, 
Block  4934,  Lot  66,  Borough  of  The  Bronx.  Community 
Board  #13. 


735-71-A 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo, 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT — Application  November  23,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street,  curb  cuts,  structural  alteration. 

PREMISES  AFFECTED— 1210  and  1230  East  233  Street, 
northwest  corner  of  Edison  Avenue  and  Grenada  Place, 
Block  4934,  Lot  66,  Borough  of  The  Bronx. 
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754-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  L.  B.  Oil  Com- 
pany,  Incorporated,  owner,  Mobil  Oil  Corporation,  lessee. 

SUBJECT  Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning- 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38, 
Borough  of  Brooklyn.  Community  Board  #12. 


94-72-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  in¬ 
crease  in  floor  area  ratio. 

PREmSES  AFFECTED-405,  411  to  449  East  58th  Street, 
south  side  1°6.6  feet  west  of  Sutton  Place  and  408,  420  to 
438  East  59th  Street,  Block  1370,  Lots  102,  6,  7  108  8 
15,  16,17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 


793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty 
Corporation,  owner. 

SUBJECT  Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED — 351  to  357  Second  Avenue,  west 
side  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
50,  Borough  of  Manhattan.  Community  Board  #6. 


115-72-BZ  ’ 

APPLICANT— J°seph  C.  Schmitt  for  New  York  City 
Board  of  Education,  Office  of  School  Buildings,  owner. 

SUBJECT— Application  February  2,  1972-decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  four  story  and  cellar  public  school  that  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 605  Shepherd  Avenue,  south- 
east  corner  of  Blake  Avenue,  Block  4069,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  # 


93-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
\  ork  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R10  and  C2-5  district,  at  a  45 
story  mixed  building  under  construction  previously  be¬ 
fore  the  Board,  the  erection  of  two  additional  stories 

PREMISES  AFFECTED^t05,  411  to  449  East  58th  Street. 
fou*  St?  e’  I?,,6;6  *eet  west  of  Sutton  Place  and  408,  420 
o  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108  8, 

18,  19-’  29’  30>  31>  *21,  and  44,  Borough’ of 
Manhattan.  Community  Board  #8. 


54-72-BZ  - ~ 

APPLICANT— Charles  A.  Brown  of  Rogers,  Butler,  Ber¬ 
lin11  and  Bradbury  for  Presbyterian  Home  for  Aged 
Women,  owner.  s 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
rng  Resolution,  to  permit  in  an  R8  district,  the  erection 
of  a  12  story  non-profit  residence  for  the  elderly  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 

parking  r&ti°  l0t  ^  pCr  room  and  accessory 

PPPLHSES  AFFECTED— 49  East  73rd  Street,  north  side, 
12a.O  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26 
Borough  of  Manhattan.  Community  Board  # 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  8,  1972,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  January  25,  19/2  were 
approved  as  printed  in  the  Bulletin  of  February  2,  1972,  Vol. 
57,  No.  5. 


838-55-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Helen  Marer, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  car  washing,  minor  auto  repairs, 
office,  sales,  storage  room,  parking  and  storage  of  motor 
vehicles. 

PREMISES  AFFECTED— 1866-1890  Westchester  Avenue 
and  1273-1291  White  Plains  Road,  southwest  corner, 
Block  3767,  Lots  53,  56,  57  and  59,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 


APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative :  .  u 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  15,  1957,  on  certain  conditions;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  8,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  15,  1957,  as  amended 
through  May  31,  1967,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  April  3,  1972,  to 
permit  ...  ;  on  condition  that,  all  fences  be  repaired 
and  maintained  in  accordance  with  the  requirements  of 
the  resolution  adopted  by  the  Board  on  January  15, 
1957;  that  the  lot  shall  be  cleaned  and  maintained  in  an 
orderly  condition ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  22  82-56) 


1252-61-BZ 

APPLICANT— Reavis  and  McGrath  for  Hilda  Kaufman, 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  15,  1957,  on  certain  conditions;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  8,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
15,  1957,  as  amended  through  February  21,  .1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  January  15,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1630-55) 


553-56-BZ 

APPLICANT— Andrew  Di  Camillo  for  No.  14th  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expires  April  3,  1972 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district  the  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 449-453  Degraw  Street,  north 
side,  150  feet  west  of  Bond  Street,  Block  416,  Lots  50,  51, 
53  and  152,  Borough  of  Brooklyn. 


owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of.  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 350  Wadsworth  Avenue,  west 
side,  72  feet,  3  inches  north  of  West  190th  Street,  Block 
2170,  Lot  281,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N egative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1961,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  8,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  5,  1961,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  December  5,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1175-61) 
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1304-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  non-transient  parking  of 
more  than  five  motor  vehicles ;  pleasure  cars  only  on  a 
weekly  or  monthly  basis. 

PREMISES  AFFECTED — 1082  Woodycrest  Avenue,  east 
side,  100  feet  south  of  West  166th  Street,  Block  2509,  Lots 
10,  11  and  12,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1961  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  8,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1961,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  December  12, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  653-61) 


1896-61-BZ 

APPLICANT — Dr.  David  Schulman  for  H.  Schornstein, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution,  permitting  in  a  manufac¬ 
turing  and  residence  use  district,  in  an  existing  two  story 
and  cellar  building,  the  extension  of  the  use  of  garage 
on  the  first  floor  to  include  minor  vehicle  repairs,  the 
basement  and  second  floor  to  retain  their  present  use. 

PREMISES  AFFECTED — 444  Coney  Island  Avenue,  west 
side,  103  feet  5^  inches  south  of  Friel  Place,  Block  5331, 
Lot  65,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dr.  David  Schulman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board 
on  October  9,  1962,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
9,  1962,  by  adding  thereto : 

“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawings  of  proposed  conditions  marked  ‘Received 
February  3,  1972’,  four  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
bp  complied  with  in  all  respects.”  (Alt.  1996-71) 

225-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York 
University,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  and  73-641  of  the  Zoning  Resolution,  permitting 
in  a  C2-5  and  R8  district,  the  erection  of  a  13  story 
dental  school  that  exceeds  the  permitted  floor  area  ratio 
and  lot  coverage,  encroaches  on  the  required  rear  yard 
equivalent  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 415  First  Avenue,  northwest 
corner  of  24th  Street  East,  Block  930,  Lots  34,  38,  41 
and  part  of  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1969,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  September  28, 
1971;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Sep¬ 
tember  30,  1969,  as  amended  through  September  28,  1971, 
by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
January  14,  1972*,  twenty  sheets  and  ‘Received  January 
28,  1972’,  three  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  124-68) 


322-69-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Samuel  Rabinowitz  and  Phyllis 
Robbins,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  January  19, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  and  the  rehabilitation  of  an  exist¬ 
ing  automotive  service  station. 

PREMISES  AFFECTED— 65-35  Woodhaven  Boulevard, 
east  side,  from  65th  Drive  to  65th  Road,  Block  3138,  Lot  1, 
Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  16,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  19,  1971,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Sep¬ 
tember  16,  1969,  as  amended  through  January  19,  1971,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  19,  1972.”  (Alt.  132-69) 


259-70-BZ 

APPLICANT — Ingram  S.  Carner  for  Leonard  Coniglio, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete,  which,  expires  January  19, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  Rl-2  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  restaurant  and  the 
addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 231-10  Northern  Boulevard, 
southwest  corner  of  mapped  232nd  Street,  Block  8164,  Lot 
30,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  19,  1971,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  September  21, 
1971;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
19,  1971,  as  amended  through  September  21,  1971,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  19,  1972.”  (Alt.  210-70) 


596-70-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  9305  Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  January  26, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  on  a  plot  with  an 
automotive  repair  shop,  automobile  showroom  and  auto¬ 
mobile  service  station,  the  reconstruction  and  reduction  in 


area  of  the  building  and  the  maintenance  of  the  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 93-04  Atlantic  Avenue,  south¬ 
west  corner  of  Woodhaven  Boulevard,  Block  9033,  Lot  1, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  26,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
26,  1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  January  26,  1972.”  (N.B.  1738-69) 


608-70-BZ 

APPLICANT — Charles  M.  Spindler  for  Abraham  Atzman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  December  15, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R6  district  on  a  plot  with  a 
garage  and  gasoline  service  station  previously  before  the 
Board,  the  reconstruction  and  reduction  in  area  of  the 
building  and  the  use  of  the  site  as  an  automotive  service 
station  with  accessory  uses  and  parking. 

PREMISES  AFFECTED — 351-361  Neptune  Avenue,  north¬ 
west  corner  of  Brighton  3rd  Street,  Block  7260,  Lot  101, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  15,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  15,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  December  15,  1971.”  (Alt.  1482-70) 

377-71-BZ 

APPLICANT — Daniel  Beaton  for  New  York  Telephone 
Company,  owner. 
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SUBJECT — Application  for  consideration — reopening-  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
73-11  (g)  and  73-65  of  the  Zoning  Resolution,  permitting 
in  a  C2-3  and  R5  district,  the  erection  of  a  second  floor 
enlargement  to  an  existing  telephone  exchange  that  en¬ 
croaches  on  the  required  rear  yard  and  rear  yard  equiva¬ 
lent  and  the  erection  of  a  mechanical  equipment  bulkhead 
that  exceeds  the  height  of  the  front  wall. 

PREMISES  AFFECTED — 862  to  886  Liberty  Avenue, 
south  side,  105  to  121  Milford  Street,  370  to  392  Logan 
Street,  Block  4189,  Lot  14,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  J.  Vanecek. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Tulv 
20,  1971,  by  adding  thereto: 

“that  emergency  standby  power  plant  equipment  may  be 
installed  on  the  roof  of  this  building,  substantially  as 
shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  January  3,  1972’,  four  sheets,  on  con¬ 
dition  that  all  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  632-71) 


741-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Frederick  Mink 
d/b/a  F.  M.  Brush  Manufacturing  Company,  owner. 

SUBJECT— Application  November  30,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  en¬ 
largement  in  area  of  an  existing  brush  manufacturing 
establishment. 

PREMISES  AFFECTED — 69-25  Cooper  Avenue,  north¬ 
east  corner  of  69th  Place,  Block  3705,  Lot  10,  Glendale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . .  a 


535-71-A 

APPLICANT — Nicholas  J.  Bouras  Incorporated  for  Epic 
Metals  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— Appeal  from  a  decision  of  the 
Borough  Superintendent,  rescinding  previous  grant  re¬ 
floor  decking;  previously  granted  on  condition. 


PREMISES  AFFECTED — 230  East  149th  Street  and  425 
Morris  Avenue,  southwest  corner  from  East  144th  Street 
to  149th  Street,  Block  2335,  Lot  19,  Borough  of  The 
Bronx. 


APPEARANCES— 

For  Applicant:  Vincent  Ditrano,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  5,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
5,  1971,  by  adding  thereto : 

“that  in  accordance  with  the  Underwriters’  Laboratories 
revised  Design  No.  228-3  hr.,  the  use  of  3500  p.s.i. 
strength  lightweight  aggregate  concrete  shall  be  per¬ 
mitted  in  the  floor  and  roof  construction  of  this  build¬ 
ing,  on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (MEA  99-70) 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated, 
owners. 

SUBJECT— Application  January  27,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  an  existing  building 
and  the  extension  of  the  restaurant  and  cabaret  into  the 
adjoining  structure. 

PREMISES  AFFECTED — 23A  Nelson  Avenue,  north¬ 
west  corner  of  Locust  Place,  Block  5143,  Lots  1  and  6 
(tentatively  combined  to  1)  Great  Kills,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Saluadeo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at  10 
A.M.,  for  continued  hearing,  for  the  purpose  of  proper 
notification  to  property  owners  affected,  by  applicant. 


364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stories  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  west  side 
of  Troy  Avenue,  between  Carroll  Street  and  Crown 
Street,  Block  1412,  Lot  35,  Borough  of  Brooklyn,  Com¬ 
munity  Board  # 8 . 

APPEARANCES— 

For  Applicant:  J.  Chase. 

For  Opposition:  M.  Spellman. 
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ACTION  OF  BOARD— Laid  over  to  March  7,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  review 
by  Community  Board  #8. 


443-71-BZ 

APPLICANT— Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED— 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

For  Opposition:  Stephen  Anpretta,  Donald  Cimaglia, 
Philomena  An  Dretta  and  Audrey  J.  Eckhardt. 

ACTION  OF  BOARD— Laid  over  to  February  22,  1972,  at 
2  :00  P.M.,  hearing  closed  for  decision. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


502- 71-BZ 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 

SUBJECT — Application  July  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement 
in  area  of  the  first  floor  of  a  two  story  building  and  the 
change  in  occupancy  from  store  and  one  family  dwelling 
to  store. 

PREMISES  AFFECTED— 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  filing  amended  plans  and  updated  financial  state¬ 
ment;  previously  inspected. 

503- 71-A 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 


SUBJECT— Application  July  20,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  4,  frame 
building,  extension  and  enlargement. 

PREMISES  AFFECTED— 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

ACTION  OF  BOARD— Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  continued  hearing,  in  conjunction  with 
Calendar  Number  502-71-BZ;  previously  inspected. 

518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Maurice  F.  Uslan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  information  to  the  Board; 
previously  inspected. 

555-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67, 
Castleton  Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  Rothkrug. 

For  Opposition:  Aldo  Furreti. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing. 


556-71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing. 


557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink- 
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ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Nicholas  A  Corrado. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant  because  he  was  not  present,  due  to  illness. 


587- 71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  Joseph  Bendick  and  Ann  Bendick. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972, 
2  P.M.,  for  decision ;  previousy  inspected ;  hearing  closed. 

588- 71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  782-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
2.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Joseph  Bendick  and  Ann  Bendick. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  782-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED- — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Joseph  Bendick  and  Ann  Bendick. 


ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 

590- 71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Joseph  Bendick  and  Ann  Bendick. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 

591- 71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  782-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  Morsellino. 

For  Opposition:  Joseph  Bendick  and  Ann  Bendick. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 

595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
establishment  with  accessory  repairs. 

PREMISES  AFFECTED — 5312-21st  Avenue,  west  side,  100 
feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Norman  L.  Reiffman. 
For  Opposition:  Richard  J.  Johannesea,  Frank  R.  Werner, 
John  Maurello  and  Ray  Kelley. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  additional  information  to  be  sub¬ 
mitted  ;  previously  inspected ;  hearing  closed. 

597-71-BZ 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT— Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 


129 


MINUTES 


PREMISES  AFFECTED — 1598  East  98th  Street,  west  side, 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  Steve  Sauter,  Frank  L.  Ippolito,  Kathleen 
Normandy,  Stephen  Garven,  Rosalie  Belsito,  Ida 
Germer. 

ACTION  OF  BOARD— Laid  over  to  February  22,  1972,  at 
2  P.M.,  hearing  closed  for  decision. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs. 
Community  Board  #10. 

PREMISES  AFFECTED— 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant — B.  J.  Amato. 

For  Opposition:  Edward  Ellis,  Evelyn  Santoro  and 
Thelma  Dubac. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  amended  plans. 


715-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump 
and  Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resoution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  manufacturing 
building  and  the  change  in  occupancy  from  pharmaceutical 
factory  to  paint  repair,  storage  and  accessory  offices. 

PREMISES  AFFECTED— 4901  to  4911  Clarendon  Road, 
and  691  to  701  East  49th  Street,  northeast  corner,  Block 
4760,  Lots  38,  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Robert  Rosen. 
For  Opposition:  Irving  Klein,  Councilman  Ted  Silverman, 
Jacob  Peltz,  Stella  Peltz  and  Sandra  Reichman. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump 
and  Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live 
load. 

PREMISES  AFFECTED— 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38,  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug  and  Robert  Rosen. 
ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


758-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  211  East  70th  Street  Company,  owner. 

SUBJECT — Application  December  10,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  and  Cl-9  district,  the  erection 
of  a  34  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  in  the  R8  district  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 204  to  220  East  71st  Street, 
north  side,  80  feet  east  of  Third  Avenue,  and  205  to  215 
East  70th  Street,  Block  1425,  Lot  5,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Richard  Roth, 
Sr.,  Jack  Rudin  and  Howard  Zipser. 

For  Opposition:  Frederick  C.  Frost,  Jr.,  Kent  L.  Barwick, 
Bronson  Binger  and  Romaine  M.  Weil. 

For  Administration :  Mark  A.  Levine,  City  Planning 
Comm. 

ACTION  OF  BOARD— Laid  over  to  February  15,  1972,  at 
2  P.M.,  for  decision. 


761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond.  Community 
Board  #1. 

APPEARANCES— 

For  Applicant:  Norman  Reiffman,  Howard  Miller  and 
W.  Jamison. 

For  Opposition:  Gary  Mennett. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972, 
at  10  A.M.,  for  the  purpose  of  obtaining  additional  in¬ 
formation  for  the  Board.  Continued  hearing. 


517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  ex¬ 
tension  in  use  of  an  existing  plastics  manufacturing  estab¬ 
lishment  and  the  erection  of  a  second  floor  for  residential 
use  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  into  the  front  and  side  yards. 

PREMISES  AFFECTED — 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE — 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  n 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  18,  1972;  then  to  Feb¬ 
ruary  8,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1971,  acting  on  Alt.  Applic.  131/1971,  reads: 

“1.  Proposed  extension  of  a  non-conforming  use 
(plastic  products  manufacture — Use  Group  17  B)  in  an 
R3-2  Zone  is  contrary  to  Section  22-00  of  the  Zoning 
Resolution. 

2.  Proposed  addition  of  a  1  family  residence  on  the 
2nd  floor  exceeds  the  floor  area  ratio  permitted  by  Sec¬ 
tion  23-141  of  the  Zoning  Resolution. 

3.  Proposed  addition  of  a  1  family  residence  does 
not  provide  the  15'  required  front  yard  per  Sec.  23-45 
of  the  Zoning  Resolution. 

4.  Proposed  addition  of  a  1  family  residence  does 
not  provide  the  required  side  yard  per  Section  23-461  of 
the  Zoning  Resolution.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  extension  in  use  of  an  existing  plastics  manufac¬ 
turing  establishment  and  the  erection  of  a  second  floor  for 
residential  use  that  creates  non-compliance  in  floor  area  ratio 
and  encroachment  into  the  front  and  side  yards.  On  condition 
all  work  shall  conform  to  drawings  filed  with  the  application 
“arked  riceived  J“*y  28<  1971”.  s  sheets,  and  “January  27, 
u'  •  ^  sheets,  and  on  further  condition  no  deliveries  or 
shaping  of  machinery  be  done  from  the  141st  Street  side  of 
the  building  and  the  existing  opening  on  this  street  be  limited 
to  use  for  occasional  replacement  and  repair  of  machinery  or 
other  large  equipment  incidental  to  business,  and  all  laws 
rules  and  regulations  applicable  shall  be  complied  with  and 
that  substantial  construction  be  completed  within  one  vear 
from  the  date  of  the  resolution. 


565-71-BZ 


APPLICANT— Telchin  and  Campenella  for  Malka  Realty 
Corporation,  owner. 

SUBJECT— Application  August  25,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
siop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 

DEMISES  AFFECTED-165  to  167  Bowery,  east  side, 
03.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 


For  Applicant:  Charles  S.  Telchin  and  Jack  Brawarsky 
Bor  Opposition:  None 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  February  1,  1972;  then  to  Febru¬ 
ary  8,  1972;  and 

vV  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  14,  1971,  acting  on  Alt.  Applic.  401/1971, 
reads : 

“23 — Proposed  change  of  use  of  a  structure  situ¬ 
ated  in  a  C6-1  district  from  stores  (U.  G.  6)  and 
transient  hotel  (U.  G.  5)  to  a  carpentry  shop  (U.  G.  16) 
is  contrary  to  Section  32-25  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

.  Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under.  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  existing  four-story  building,  the  extension  of  the  existing 
carpentry  shop  to  include  the  second  and  third  floors  with 
accessory  storage  on  the  fourth  floor,  on  condition  all  work 
must .  conform  to  drawings  filed  with  application  marked 
received  August  25,  1971,”  5  sheets,  and  all  laws,  rules  and 
i  egulations  applicable  shall  be  complied  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

Adjourned:  3:35  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  8,  1972,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


2468- B Z Y — V ol.  IX— B.M.— 146 
Block  345,  Lot  37,  N.B.  345-61. 


to  148  Ridge  Street 


APPEARANCES— 

For  Applicant:  Arthur  Blasof. 

ACTION  OF  BOARD — Time  to  complete  consrtuction  ex¬ 
tended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative :  . !..!!!.!!!!!!!!. . 0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  on  condition  that  this  approval  constitutes  a  terminal 
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grant,  and  that  all  work  shall  be  completed  by  December 
15,  1972. 


2471-BZY — Vol.  IX— B.M.— 617  East  6th  Street,  Block 
389,  Lot  52,  Alt.  No.  47-61. 

APPEARANCES— 

For  Applicant:  Arthur  Blasof. 

ACTION  OF  BOARD— Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  that  all  work  shall  be  completed  by  December 
15,  1972. 

2470-BZY — Vol.  IX — B.M. — 95  Attorney  Street,  Block 
348,  Lot  64,  N.B.  180-61. 

APPEARANCES— 

For  Applicant:  Arthur  Blasof. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 
Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  that  all  work  shall  be  completed  by  December 
15,  1972. 

2469-BZY— Vol.  IX— B.M.— 150  to  152  Ridge  Street, 
Block  345,  Lot  39,  N.B.  36-61. 

APPEARANCES— 

For  Applicant:  Arthur  Blasof. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  finds  that  in  this  case  the  applicant 
has  met  the  requirements  of  Section  11-324  of  the  Zoning 


Resolution  for  an  additional  extension  of  time  to  complete 
construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  that  all  work  shall  be  completed  by  December 
15,  1972. 


3541-BZY— Vol.  VIII— B.Q.— 33-22  255th  Street,  Block 
8154,  Lot  2,  N.B.  3384-61. 


3542-BZY— Vol.  VIII— B.Q.— 33-04  255th  Street,  Block 
8154,  Lot  10,  N.B.  3388-61. 


3543-BZY— Vol.  VIII— B.Q.— 33-29  255th  Street,  Block 
8152,  Lot  24,  N.B.  3401-61. 


3544-BZY— Vol.  VIII— B.Q.— 33-31  255th  Street,  Block 
8152,  Lot  25,  N.B.  3402-61. 


3545-BZY— Vol.  VIII— B.Q.— 33-27  255th  Street,  Block 
8152,  Lot  23,  N.B.  3400-61. 


3546-BZY— Vol.  VIII— B.Q.— 33-21  255th  Street,  Block 

8152,  Lot  21,  N.B.  3398-61. 


3547-BZY— Vol.  VIII— B.Q.— 33-25  255th  Street,  Block 
8152,  Lot  22,  N.B.  3399-61. 


3548-BZY— Vol.  VIII— B.Q.— 33-17  255th  Street,  Block 
8152,  Lot  19,  N.B.  3396-61. 


3549-BZY— Vol.  VIII— B.Q.— 33-19  255th  Street,  Block 

8152,  Lot  20,  N.B.  3397-61. 


3550-BZY— Vol.  VIII— B.Q.— 33-09  255th  Street,  Block 
8152,  Lot  16,  N.B.  3393-61. 


3551-BZY— Vol.  VIII— B.Q.— 33-11  255th  Street,  Block 
8152,  Lot  17,  N.B.  3394-61. 


3552-BZY— Vol.  VIII— B.Q.— 33-15  255th  Street,  Block 

8152,  Lot  18,  N.B.  3395-61. 


3553-BZY— Vol.  VIII— B.Q.— 33-07  255th  Street,  Block 
8152,  Lot  15,  N.B.  3392-61. 


3554-BZY— Vol.  VIII— B.Q.— 33-03  255th  Street,  Block 
8152,  Lot  13,  N.B.  3390-61. 


3555-BZY— Vol.  VIII— B.Q.— 33-05  255th  Street,  Block 
8152,  Lot  14,  N.B.  3391-61. 


3556-BZY— Vol.  VIII— B.Q.— 33-24  255th  Street,  Block 
8154,  Lot  1,  N.B.  3383-61. 


3557-BZY— Vol.  VIII— B.Q.— 33-01  255th  Street,  Block 
8152,  Lot  12,  N.B.  3389-61. 


3558-BZY— Vol.  VIII— B.Q.— 33-18  255th  Street,  Block 
8154,  Lot  3,  N.B.  3385-61. 


3359-BZY— Vol.  VIII— B.Q.— 33-16  255th  Street,  Block 
8154,  Lot  4,  N.B.  3386-61. 


3560-BZY— Vol.  VIII— B.Q.— 33-02  255th  Street,  Block 
8154,  Lot  8,  N.B.  3387-61. 


APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1972. 


2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  at  the  request  of  the  applicant. 


2576-BZY — Vol.  IX — B.Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  at  the  request  of  the  applicant. 


2577-BZY — Vol.  IX — B.Bx. — 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  at  the  request  of  the  applicant. 


924-68-A— Vol.  II 


APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 47  to  49  West  14th  Street,  north 
side,  220  feet  east  of  Avenue  of  the  Americas,  Block  816, 
Lot  13,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  James  E.  Vassalotti  and  Robert  M.  Blum. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  October  6,  1971  on  Alt.  Applic.  969-68,  reads : 

.  ,C-5  Comply  with  C26-276.0.  Inadequate  exits  for 
existing  structure.  Provide  two  remote  means  of  egress 
from  floor  areas  above  street  and  from  ground  floor ;  and 
that  these  req’d  stairways  continue  to  the  roof;  and  shall 
lead  in  a  continuous  enclosure  to  street  level  ” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  ^ranted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  October  6,  1971,  acting  on  Alt.  Applic.  969-68,  Objec¬ 
tion  No.  C-5,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  for  a  term  of  two  years,  on  condi¬ 


tion  that  the  building  shall  conform  to  drawings  marked 
“Received  October  28,  1971,”  18  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


480-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Howard  Zipser 
and  Abi  Kalimian. 

For  Opposition:  Ruth  E.  Wittenberg,  Community  Board 

#2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice.  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative :  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  10,  1971  on  Alt.  Applic.  885-70,  reads : 

M  j^'UjjBrovide  second  means  of  egress — Sec.  231 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  10,  1971,  acting  on  Alt.  Applic.  885-70,  Objection 
No.  A3,  be  and  it  hereby  is  modified  and  that  the  appeal  b^ 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  January  4,  1972,” 
1070  »etS’  ‘  January  28,  1972,”  one  sheet,  and  “February  4, 
iii’  i  one  she#eG  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


664-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT  Application  October  13,  1971 — for  Modification 
ot  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 343  to  347  Kingsland  Avenue, 
west  side,  180  feet  north  of  268  Monitor  Street,  Block  2608, 
Lot  82,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D. 

For  Owner:  J.  S.  Shaw  and  Norman  Rosenthal. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . ”  ’  *  ’  ’  ’  ‘  . .  q 

THE  RESOLUTION— 

Whereas  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971 ;  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
ot  Standards  and  Appeals,  in  accordance  with  the  provi- 
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sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

343-347  Kingsland  Ave.,  Brooklyn,  Certificate 

No.  17108  268  Monitor  Street,  Brooklyn. 

The  modifying  of  the  subject  certifcate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department  to 
require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Administra¬ 
tive  Code,  and  Section  280,  State  Labor  Law. 

Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note  :  Plans  to  be  filed  with  and  approved  by  the  De¬ 
partment  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  280,  Station  Labor  Law.  Section 
G19-161.0a  of  the  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  he  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  an  approved  automatic  sprinkler  system  to  be 
installed  in  the  dry-cleaning  area,  and  the  first  and  second 
floor  ceilings  to  be  covered  with  Fire  Code  60;  and  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


665-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971- — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D. 

For  Owner :  J.  S.  Shaw  and  Norman  Rosenthal. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative:  . . .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 

October  13,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
buildings : 

337-341  Kingsland  Avenue,  Brooklyn — Certifi¬ 
cate  No.  100931.” 

The  modifying  of  the  subject  Certificate  is  neces¬ 
sary  to  permit  the  issuance  of  an  order  by  this  Depart¬ 
ment  to  require  additional  fire  protection  for  this  com¬ 
mercial  structure  in  the  form  of  fire  extinguishing  equip¬ 
ment  under  authority  of  Section  C19-161.0a  of  the  Ad¬ 
ministrative  Code,  and  Section  280,  State  Labor  Law. 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  280,  State  Labor  Law.  Section 
C19-161.0a  of  the  Administrative  Code.” 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
to  be  installed,  and  the  first  floor  ceiling  to  be  covered  with 
Fire  Code  60;  and  that  all  other  laws,  rules  and  regulations 
applicable  be  complied  with ;  on  further  condition  that  both 
sprinkler  system  may  be  connected  to  a  single  service  main 
with  one  Siamese  connection. 


668-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Louis  Mentz. 

SUBJECT- — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 601  East  77th  Street,  south¬ 
east  corner  of  Farragut  Road  and  Ralph  Avenues,  Block 
7982,  Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 

Negative:  . . .  ® 

Absent :  Commissioner  Klein  .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads  : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

601  East  77th  Street,  Brooklyn— Certificate  No. 
197077. 

The  modifying  of  the  subject  certificate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department  Jo 
require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Adminis¬ 
trative  Code. 

1.  Install  an  approved  automatic^  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per  Chap¬ 
ter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  C19-161.0a  of  the  Administrative 
Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  the  installation  of  an  approved  automatic  sprinkler 
system  throughout  the  cellar;  and  that  all  other  laws,  rules 
and  regulations  shall  be  complied  with. 


670-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Haredi  Realty  Corporation. 
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SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 108-02  Otis  Avenue,  northeast 
corner  of  Van  Cleef  Street,  Block  1962,  Lot  1,  Corona, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Lt.  John  P.  Manfredi,  F.  D. 

For  Owner:  A.  J.  Russo,  Julius  Kramyler  and  Julius 
Kranzler. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative :  . . .  0 

THE  RESOLUTION— 

W hereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads: 

Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

108-02  Otis  Avenue,  Queens— Certificate  No 
176105 

The  modifying,  of  the  subject  certificate  is  neces¬ 
sary  to  permit  the  issuance  of  an  order  by  this  Depart¬ 
ment  to.  require  additional  fire  protection  for  this 
commercial  structure  in  the  form  of  fire  extinguishing 
equipment  under  authority  of  Section  C19-161.0a  of  the 
Administrative  Code. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  1st  floor  and  hallway  of  2nd 
floor,  arranged  and  equipped  as  per  Chapter  26,  Article 
17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  C19-161.0a  of  the  Administra¬ 
tive  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  cellar,  1st  floor  and  hall¬ 
way  of  2nd  floor,  and  all  laws,  rules,  and  regulations  shall 
be  complied  with. 

234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D. 

For  Owner :  George  R.  Sergeant. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1972,  at 
2  P.M. 


652-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 


SUBJECT  Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 515  Oder  Avenue,  east  side, 
195.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  at  the  request  of  the  applicant. 


653-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 

SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 517  Oder  Avenue,  east  side, 
223.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.,  at  the  request  of  the  applicant. 


654-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 

SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 521  Oder  Avenue,  east  side, 
251.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  15, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972  at 
2  P.M. 

686-71- A 

APPLICANT — Fred  Safran  for  305  Broadway  Corpora¬ 
tion,  owner. 

SUBJECT— Application  October  22,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fred  Safran. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M. 


797-71-A 

APPLICANT — Augustin  Sumyk  for  Roman  Kwiatkowski, 
owner. 

SUBJECT — Application  December  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  change 
of  conforming  store  to  non-conforming  residential  use. 
PREMISES  AFFECTED— 178  West  Street,  east  side,  20.0 
feet  south  of  Green  Street,  Block  2521,  Lot  9,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  George  Wolynetz,  Jr.  and  Augustin  Sumyk. 


\  I 
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BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  Of  Illinois  Library 
Att:  Serial  Dept#, 

Urbana,  Ill*.  olbOl 


MINUTES 


ACTION  OF  BOARD— Laid  over  without  date;  applicant 
to  file  building  zone  case. 


802-71- A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 

SUBJECT— Application  December  29,  1971— for  Modifica- 
cation  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1884  Monroe  Avenue,  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D. 

For  Owner :  Carl  Fader. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
2  P.M.  for  continued  hearing;  owner  to  submit  additional 
data;  previously  inspected. 


803-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Isaac  Kaplan. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 349  Waverly  Avenue,  east  side, 
112  feet  south  of  Lafayette  Avenue,  Block  1945,  Lot  12, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D. 

For  Opposition :  Isaac  Kaplan. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972, 
at  2  P.M.  for  continued  hearing;  previously  inspected. 

806-71- A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
nection  of  a  6"  house  drain  to  an  existing  4"  sanitary 
sewer. 

PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Louis  Werb,  Luciano  Rapaleo,  Paul  P. 
Brienza  and  Arthur  J.  Schor. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
2  P.M.  for  continued  hearing. 


Adjourned:  5:30  P.M. 

James  P.  Mulroy,  Secretary 
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Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

C ommissioners. 


Herman  M.  Karson,  R.  A.,  Deputy  Director 
James  P.  Mulroy,  Secretary 


— w.  hucclihs,  xnursaay  Morning 

ary  10,  1972,  Affecting  Calendar  Numbers— 


1687-BZY— Vol.  VIII 


1688-BZY— Vol.  VIII 


Minutes  of  Regular  Meeting,  Tuesday  Morning, 
ary  15,  1972,  Affecting  Calendar  Numbers _ 


1004-61-A 

232-70-A 

456-71-A 

695-71-A 

355-45-BZ 

627-51-BZ 

605-56-BZ 

702-68-BZ 

646-69-BZ 

383-70-BZ 

627- 71-BZ 

628- 71-A 
764-70-BZ 
546-71-BZ 
557-71-BZ 
560-71-BZ 

608- 71-BZ 

609- 71-BZ 

616- 71-BZ 

617- 71-BZ 


555- 71-BZ 

556- 71-A 
544-71-BZ 

19- 72-BZ 

20- 72-BZ 

THE  LlSR^W&fRfr,,. 

22- 72-BZ 

23- 72-BZ 

apr  mm 

26-72-BZ 

yNIVEKSH  I  27t78-iBl30l 
AT  URSANA-f)^^g.2iG| 

29- 72-BZ 

30- 72-BZ 

31- 72-BZ 

32- 72-BZ 

33- 72-BZ 

34- 72-BZ 


35- 72-BZ 

36- 72-B  Z 

37- 72-BZ 

38- 72-BZ 

39- 72-BZ 

40- 72-BZ 

41- 72-B  Z 

42- 72-BZ 

43- 72-BZ 

44- 72-BZ 

45- 72-BZ 

46- 72-BZ 

47- 72-BZ 

48- 72-BZ 

49- 72-BZ 

50- 72-B  Z 

51- 72-BZ 

52- 72-BZ 

53- 72-BZ 
594-71-BZ 


John  B.  Cincotta,  Chief  Clerk 


Off!ce  80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Minutes  ot  Regular  Meeting,  Tuesday  Afternoon,  Febi 
ary  15,  1972,  Affecting  Calendar  Numbers — 


234-37-SA 

1013-57-SM 

1407-61-SA 

48-69-SA 

657-71-SM 

683-71-SA 

718- 71-SA 

719- 71-SA 
726-71-SA 

738- 71-SM 

739- 71-SA 
744-71-SM 
748-71-SA 
756-71-SA 
759-71-SA 
773-71-SM 
777-71-SM 
484-65-SM 
239-65-SM 
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241- 65-SM 
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98-70-SA 
775-71-SM 
468-71-BZ 
758-71-BZ 
4372-BZY — 

Vol.  VIII 
2577-BZY — 
Vol.  IX 

2575- BZY — 
Vol.  IX 

2576- BZY — 
Vol.  IX 


55-72-BCR 

652- 71-A 

653- 71-A 

654- 71-A 
672-71-A 
667-71-A 
671-71-A 
680-7 1-A 
807-71-A 
441-70-A 
228-71-A 
449-7 1-A 

662- 71-A 

663- 71-A 
666-71-A 
798-71-A 
804-71-A 
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DOCKET 


New  Cases  Filed  up  to  February  15,  1972 

Cal.  No.  Dept.  Premises  Affected 

124-72-BZ — B.B. — 1442  to  1444  66th  Street,  south  side, 
282-93/4  feet  west  of  New  Utrecht  Avenue,  Block  5/ oz. 
Lots  23  24,  Borough  of  Brooklyn,  Community  Board 
ff\l  N.B.  101-71,  re-  proposed  clothing  manufacturing, 

R-5  district. 


125- 72-BZ _ B  B  —6223  14th  Avenue,  northeast  corner 

of  63rd  Street,  Block  5734,  Lot  1,  Borough  of  Brooklyn 
Community  Board  #12,  Alt.  No.  1525-71,  re-  proposed 
new  dwelling  units,  eleven  families,  Ml-1  district. 

126- 72-BZ— B.B. — 137  Bay  20th  Street  east  side  203 
feet  south  of  Benson  Avenue,  Block  6405,  Lot  12  Bor¬ 
ough  of  Brooklyn,  Community  Board  #11,  N.B.  7-/2,  re¬ 
proposed  accessory  garage  to  existing  church,  R-5  dis¬ 
trict. 


127-72-BZ — B.Bx. — 3050  Cruger  Avenue,  southeast  cor¬ 
ner  from  Burke  and  Holland  Avenue,  Block  4569,  Lo 
25,  Borough  of  the  Bronx,  Community  Board  #13,  Alt 
No.  417-71 ,  re-  telephone  exchange,  Cl-3  mapped  in  Ko 
district. 


128-72-BZ— B.Q.— 23-04  33rd  Street,  west  side,  25  feet 
south  of  23rd  Avenue,  Block  835,  Lot  44,  Astoria  Bor¬ 
ough  of  Queens,  Community  Board  #9,  N.B.  11-/2,  re- 
two  family  dwelling,  R-5  district. 


129-72-BZ — B  Q.— 23-08  33rd  Street,  west  side,  55  feet 
south  of  23rd  Avenue,  Block  835,  Lot  45  Astoria  Bor¬ 
ough  of  Queens,  Community  Board  #9,  N.B.  12-/2,  re- 
two  family  dwelling,  R-5  district. 


130- 72-A — B  M. — 425  Lafayette  Street,  east  side,  160.7 
feet  south  of  Atsor  Place,  Block  544,  Lot  16,  Borough  of 
Manhattan,  Alt.  No.  318-66,  re-  proposed  theater,  egress, 
structure,  Ml-5  district. 

131- 72-A _ F.D. — packaging  of  flammable  mixture  known 

as  “siloo  for  gas  tanks”  in  15  ounce  sealed  metal _  can 
with  pull  tab  not  in  compliance  with  regulations  of  the 
Administrative  Code. 


132- 72-SM— Frank  Klein  &  Sons,  Incorporated,  safety- 
gard  folding  gate  for  exit  windows  leading  to  fire  escapes 
manufactured  by  Frank  Klein  &  Sons  Incorporated, 
Material. 

133- 72- A— B.Bx. — 2490  Third  Avenue,  east  side,  25.66 
feet  north  of  East  136th  Street  and  Lincoln  Avenue, 
Block  2318,  Lot  19,  Borough  of  the  Bronx,  Letter  of 
1/14/72  from  Borough  Superintendent,  re-  Revocation  of 
Certificate  of  Occupancy  #N.B.  37-71,  New  York  City 
Charter  and  Administrative  Code. 


134-72-BZ— B.Bx. — 1400  to  1410  Burke  Avenue,  south¬ 
east  corner  of  Seymor  Avenue, _  Block  4760,  Lot  57,  Bor¬ 
ough  of  the  Bronx,  Community  Board  #12,  Alt.  No. 
162-71,  re-  commercial  parking,  R5  district. 


1 35-72-BZ _ B  Q. — 23-02  49th  Avenue,  southwest  corner 

of  25th  Street,  Block  71,  Lots  124,  22,  Borough  of 
Queens,  Community  Board  #1,  Alt.  No.  1572-71,  re- 
excessive  floor  area  ratio,  sky  exposure  plane,  accessory 
parking,  M3-1  district.  _ 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. —Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan: 
B.O. — Department  of  Buildings.  Queens;  B.R.— Department  of  Bmld- 
-  — •  *  ’  «  «  - a. *  Bronx ;  H.D. — 


mgs,  Richmond;  B.Bx. — Department  of  Buildings, 
Health  Department;  F.D. — Fire  Department. 


MARCH  7,  1972,  10  A.M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 


^rvll/Minnrr  mottprc  ■ 


833-52-BZ — Vol.  Ill 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  washing, 
lubrication,  office,  accessory,  sales  and  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 5916-5930  Foster  Avenue  and 
1512-1526  Ralph  Avenue,  southwest  corner,  Block  7955, 
Lots  6,  8  and  9,  Borough  of  Brooklyn. 


636-54-BZ— Vol.  Ill 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Jeanne  Tamor  and  Eva  Cohen, 
owners. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  16, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  washing,  minor  motor  vehicle  repairs, 
storage  and  sale  of  accessories  and  permitting  parking  and 
storage  of  motor  vehicles  on  the  unbuilt  portion  of  plot, 
with  the  accessory  building  constructed  without  the  re¬ 
quired  rear  yard. 

PREMISES  AFFECTED— 9612-9624  Seaview  Avenue. 
2016-2024  Rockaway  Parkway,  southwest  corner,  Block 
8328,  Lot  30,  Borough  of  Brooklyn. 


29-61-BZ 

APPLICANT— Kenneth  H.  Koons  for  Armagh  Realty, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  retail  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 2129-2135  Newbold  Avenue, 
north  side,  287.17  feet  east  of  Olmstead  Avenue,  Block 
3814.  Lot  75,  Borough  of  The  Bronx. 


958-66-BZ 

APPLICANT— Larry  Meltzer  for  Rose  Giagrande,  owner. 

SUBJECT— Application  for  consideration-reopening  for 
extension  of  term  of  variance  which  expires  March  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  construction 
and  maintenance  of  a  public  parking  lot  without  the  re¬ 
quired  surfacing  and  screening. 

PREMISES  AFFECTED — 3166-3168  Villa  Avenue,  east 
side,  169.83  feet  north  of  205th  Street,  East,  Block  3311, 
Lot  32,  Borough  of  The  Bronx. 
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364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971— decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stores  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREAIISES  AFFECTED — 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 

Laid  over  from  February  8,  1972,  for  hearing. 


562-71-BZ 

APPLICANT — Albert  Melniker  for  E.  Thomas  and  Jane 
P.  Henkel,  owners. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

PREAIISES  AFFECTED — 8  Occident  Avenue,  south  side, 
116.50  feet  west  of  Sunrise  Terrace,  Block  580.  Lot  68, 
Stapleton,  Borough  of  Richmond. 


563-71-BZ 

APPLICANT — Albert  Melniker  for  Charles  and  Ann  Marie 
Azzue,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

PREAIISES  AFFECTED — 4  Occident  Avenue,  south  side 
174.75  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  66,’ 
Stapleton,  Borough  of  Richmond. 


564-71-BZ 

APPLICANT — Albert  Alelniker  for  Wesley  and  Lorraine 
Young,  owner. 

SUBJECT  Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  m  an  R3-2  district,  the  maintenance 
of  a  one  family  dwelling  that  penetrates  the  skv  exposure 
plane. 

AFFECTED — 2  Occident  Avenue,  south  side, 
200.06  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  64^ 
Stapleton,  Borough  of  Richmond. 


629-71-BZ 

APPLICANT— Edwin  Storch  for  Neal  DiBiase,  owner. 

SUBJECT— Application  September  13,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  minimum  distance  between 
windows  and  lot  lines. 


^ ED— 148-25  59th  Avenue,  north  side. 
240  feet  east  of  148th  Street,  Block  6423,  Lot  26.  Flushing 
Borough  of  Queens. 


729-71-BZ 

A  Alorton  S.  Cahn  for  Isidore  Kirstein  and 

Lharles  Alet.  owner. 


SUBJECT — Application  November  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  two 
family  semi-attached  two  family  dwelling  that  encroaches 
on  the  required  side  yard. 

PREAIISES  AFFECTED — 84-28  Abingdon  Road,  south 
side,  243.a8  feet  east  of  Lefferts  Boulevard,  Block  9230 
Lot  38,  Kew  Gardens,  Borough  of  Queens. 


730-71-BZ 

APPLICANT — Alorton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Alet,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  semi-attached,  two  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard. 

PREAIISES  AFFECTED — 84-32  Abingdon  Road,  south 
side,  292.08  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  41,  Kew  Gardens,  Borough  of  Queens. 


732-71-BZ 

APPLICANT— Joseph  S.  Naming  for  Stix  and  Stones, 
Incorporated,  owner. 

SUBJECT  Application  November  19,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
erection  of  a  one  story  and  mezzanine  store  and  office 
building  without  the  required  accessory  parking. 

PREAIISES  AFFECTED — 551  West  235th  Street,  north 
side,  75  feet  east  of  Johnson  Avenue,  Block  5793,  Lot  478, 
Borough  of  The  Bronx.  Community  Board  #14. 


742-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Clarence  E.  Grif¬ 
fith,  Lillian  Griffith,  owners,  Leonard  F.  Rothkrug 
Trustee. 

SUBJECT— Application  November  30,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  and  maintenance  of  an  accessory  off-side 
parking  facility  for  a  factory. 

PREAIISES  AFFECTED — 173  to  177  Alonroe  Street, 
north  side,  300  feet  west  of  Nostrand  Avenue,  and  366 
Gates  Avenue,  Block  1812,  Lots  39,  69,  and  70,  Borough 
of  Brooklyn.  Community  Board  #3. 


574-71-BZ 

APPLICANT — AIcGee  and  Alorsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT— Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retad  store  building  and  the  addition  to  the  uses  to  in- 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 1 12-47  to  113-15  Queens  Boule- 
vard  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 
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617-71-BZ 

APPLICANT— Joseph  S.  Gottlieb  for  William  Kriger, 
owner;  Bagel  World  of  Jackson  Heights,  Incorporated, 
lessee. 

SUBJECT— Application  September  2,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  in  an  existing  three  story  building,  the  addition  to  the 
use  of  the  first  floor  retail  bakery  to  include  wholesale 
establishment. 

PREMISES  AFFECTED— 89-14  Northern  Boulevard, 
south  side,  60  feet  west  of  90th  Street,  Block  1437,  Lot  7, 
Jackson  Heights,  Borough  of  Queens. 

Laid  over  from  February  15,  1972,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  7,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesdav  afternoon,  March  7 ,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 


2576-BZY — Vol.  IX — B.Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 


2577-BZY— Vol.  IX— B.Bx.— 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


802-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1884  Monroe  Avenue  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 


806-71-A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
connection  of  a  6"  house  drain  to  an  existing  4"  sanitary 
sewer. 

PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond, 


91-72-A 

APPLICANT— A.  J.  Neumaier  for  Atlas  Supply  Company, 
owner. 

SUBJECT — Application  January  24,  1972 — appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  packaging 
of  flammable  mixture  known  as  Atlas  Windshield  Washer 
Fluid  Concentrate  in  16  ounce  polyethylene  bottle  with 
screw  cap  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 


92-72-A 

APPLICANT — Raymond  J.  Truxes  for  Trico  Products 
Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Trico  Windshield  Washer  Anti- 
Smear  Solvent  in  one  quart  hi-density  Polyethylene  bottles 
not  in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 


97-72-A 

APPLICANT — Albert  Homer  Swanke  for  Stahl  Equities 
Corporation,  owner,  Arthur  Young  and  Company,  lessee. 

SUBJECT — Application  January  26,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  open  stairway. 

PREMISES  AFFECTED — 500  to  514  Lexington  Avenue, 
273  to  283  Park  Avenue,  from  East  47th  Street  to  East 
48th  Street,  entire  block,  Block  1302,  Lot  1,  Borough  of 
Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  14,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

224-38-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  2,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7e,  7f,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict,  a  gasoline  service  station,  lubritorium,  auto  laundry 
non-automatic),  minor  auto  repair  shop,  with  hand  tools 
only,  parking  of  motor  vehicles  awaiting  service. 
PREMISES  AFFECTED — 32-45  to  32-55  Francis  Lewis 
Boulevard,  northeast  corner  of  33rd  Avenue,  Block  6025, 
Lot  36,  Bayside,  Borough  of  Queens. 


410-49-BZ 

APPLICANT — Pasquale  Giordano,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 425  Autumn  Avenue,  east  side, 
205  feet  south  of  McKinley  Avenue,  Block  4180,  Lot  18, 
Borough  of  Brooklyn. 
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734-71-BZ 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT— Application  November  23,  1971— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  at  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board,  the  rearrangement  of  the  curb 
cuts  and  pump  island. 

PREMISES  AFFECTED — 1210  and  1230  East  233  Street 
northwest  corner  of  Grenada  Place  and  Edison  Avenue 
Block  4934,  Lot  66,  Borough  of  The  Bronx.  Community 
Board  #13. 


735-71-A 

APPLICANT  Robert  F.  Germain  for  Katherine  Mazzeo 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT— Application  November  23,  1971— filed  pursuant 
?°  u  jCtlon  33,  Article  3,  General  City  Law  re-  building 
m  bed  of  a  mapped  street,  curb  cuts,  structural  alteration. 

PREMISES  AFFECTED— 1210  and  1230  East  233  Street 
northwest  corner  of  Edison  Avenue  and  Grenada  Place! 
Block  4934,  Lot  66,  Borough  of  The  Bronx 


754-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  L.  B.  Oil  Com- 
pany,  Incorporated,  owner,  Mobil  Oil  Corporation,  lessee. 

SUBJECT— Application  December  8,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38 
Borough  of  Brooklyn.  Community  Board  #12 


Grossman  for  Andrett  Realty 


793-71-BZ 

AP  P  LICANT — Abraham 
Corporation,  owner. 

SUBJECT— Application  December  22,  1971-decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
beiore  the  Board  for  accessory  parking. 

P^id’eIfi?fStAFI+FCf'^D’~7n1i  t0  357  Second  Avenue,  west 
side  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 

30,  Borough  of  Manhattan.  Community  Board  #6. 


94-72-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
1  oung  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  in¬ 
crease  in  floor  area  ratio. 

PREMISES  AFFECTED — 405,  411  to  449  East  58th  Street 
^tlLslde.  106-6  feet  west  of  Sutton  Place  and  408,  420  to 
8  E-t  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan. 


115-72-BZ  ~ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  City 
Board  of  Education,  Office  of  School  Buildings,  owner. 
SUBJECT— Application  February  2,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 

,  a  40Ur  story  and  cellar  public  school  that  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 605  Shepherd  Avenue,  south- 
east  corner  of  Blake  Avenue,  Block  4069,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  # 


54-72-BZ  " — 

APPLICANT  Charles  A.  Brown  of  Rogers,  Butler  Ber- 
gun  and  Bradbury  for  Presbyterian  Home  for  ’  Aged 
Women,  owner.  6 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  an  R8  district,  the  erection 
ot  a  12  story  non-profit  residence  for  the  elderly  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 

parking  ratl°  l0t  P6r  r°°m  and  accessoiT 

POISES  AFFECTED — 49  East  73rd  Street,  north  side, 
125.0  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26. 
Borough  of  Manhattan.  Community  Board  # 


608-71-BZ  - - 

APPLICANT— Louis  Lieberman  for  Max  Weinfeld,  owner. 
SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 

ratio68  non'compbance  *n  door  area  rado  and  open  space 

P^EfS  AFFFCTrEP,TS¥8  15th  Avenue-  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38, 
Borough  of  Brooklyn. 

hearing  fr°m  February  15’  1972>  for  continued 


93-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
1  ork  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  Permit  in  an  R10  and  C2-5  district,  at  a  45 
story  mixed  building  under  construction  previously  be¬ 
fore  the  Board,  the  erection  of  two  additional  stories 

?™,?JIS-5S  ^pp™-405-  411  t0  449  East  58th  Street, 
™  sp,  'P  feet  w«t  of  Sutton  Place  and  408.  420 
438  fast  59th  Street>  BIock  1370,  Lots  102  6  7  108  8 

ManWt7’  1!r’  18,  19,  29’  30’  31-  121.  and  44,’  Borough’ of 
Manhattan.  Community  Board  #8. 


609-71-BZ 

APPLICANT— Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT-Appfication  September  3,  1971-decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
ratffieS  non~compkance  In  door  area  ratio  and  open  space 

P?^/ItF^,AFFEETFD-544?-1Sth  Avenue,  west  side, 
of  Brooldy*  °f  ^  StreCt’  B1°Ck  S678’  Lot  39’  Borou^ 

hearing  °V6r  ff°m  February  15>  1972>  for  continued 

THOMAS  F.  GALVIN,  Chairman 
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MARCH  14,  1672,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  14,  1972,  at  2  o  clock  at  80  Lafay- 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters: 


662-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Ponte  Land  Corporation. 
SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 


804-71- A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT— Application  December  29,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 93  to  95  Avenue  U,  north  side, 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 


98-72-A 

APPLICANT— Harry  Meltzer  for  Sure  Fire  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  20,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent,  re-.  fire  separa¬ 
tion,  corridors  between  stairs,  egress,  stand  pipe. 

PREMISES  AFFECTED— 257  to  267  West  117  Street, 
north  side,  225  feet  east  of  8th  Avenue,  Block  1923,  Lot 
10,  Borough  of  Manhattan. 


101-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 27A  Harrison  Street,  south 
side,  45  feet,  5  inches  west  of  Greenwich  Street,  Block 
182,  Lot  50,  Borough  of  Manhattan. 


102- 72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 29  Harrison  Street,  south  side, 

70.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

103- 72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUB  TECT— Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 31  Harrison  Street,  south  side, 

89.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

104- 72-A 

APPLICANT — Oppenheimer.  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 33  Harrison  Street,  south  side, 

108.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


99-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 25  Harrison  Street,  southwest 
corner  of  Greenwich  Street,  Block  182,  Lot  50,  Borough 
of  Manhattan. 


105-72-A 

APPLICANT — Oppenheimer.  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 37  Harrison  Street,  south  side, 
180.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


100-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 27  Harrison  Street,  south  side, 
20  feet,  5  inches  west  of  Greenwich  Street,  Block  182,  Lot 
50,  Borough  of  Manhattan. 


106-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 39  Harrison  Street,  south  side, 
200.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 
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107-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
ot  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT  Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

AFFECTED — 41  Harrison  Street,  south  side, 
220.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50 
Borough  of  Manhattan. 


112-72-A 

APPLICANT  Heede  Hoist  and  Machine  Company,  In¬ 
corporated,  owner,  Cauldwell-Wingate  Company,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  February  1,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  safety  code 
for  workman  hoists. 

PREMISES  AFFECTED — 515  West  59th  Street,  north 
side,  300  feet  west  of  10th  Avenue,  Block  1151  Lot  21 
Borough  of  Manhattan. 


ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
five  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

PREMISES  AFFECTED — 41  West  64th  Street,  north 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  13, 
Borough  of  Manhattan. 


767-71-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Gertrude  Weiss- 
man,  owner. 

SUBJECT — Application  December  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
one  story  building,  the  expansion  of  the  automotive  supply 
store  use  to  include  accessory  installation  of  parts  with 
hand  tools  only. 

PREMISES.  AFFECTED — 991  to  993  Bedford  Avenue, 
and  2  Kosciusko  Street,  southwest  corner,  Block  1783,  Lot 
9,  Borough  of  Brooklyn.  Community  Board  #3. 


110-72-BZ 


120-72-A  ~ 

APPLICANT  Larry  Meltzer  for  Gerritsen  Beach  Prop¬ 
erty  Owners  Association,  Incorporated,  owner. 

SUBJECT— Application  February  7,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  live 
i  vu  ^rC  'FUsions,  protect  openings  in  exterior  walls  in  a 
clubhouse  accessory  to  non-commercial  beach  club. 

PREMISES  AFFECTED — 2  Just  Court,  northeast  corner 
ot  Lois  Avenue,  Block  8856,  Lots  1503,  1504  and  1700, 
borough  of  Brooklyn. 

TH.OMAS  F.  GALVIN,  Chairman 


MARCH  21,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning  March  21,  1972.  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

304-67-BZ — Vol.  Ill 

APPLICANT— Andrew  Di  Cammillo  for  Marian  Realtv 
Company,  owner. 

SUBJECT— Apphcation  reopened  as  Volume  III,  Septeim 
ber  1,  1971— decision  of  the  Borough  Superintendent,  un- 
der  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  Kb  district,  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing.  ° 

PREMISES  AFFECTED— 1680  Canarsie  Road,  south  side, 
100.5^  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41 
Borough  of  Brooklyn. 


611-71-BZ 

APPLICANT— Maurice  Intrator  for  Abraham  Wialansk 
owner. 

SUBJECT— Application  September  3,  1971— decision  of  th 
Borough  Superintendent,  under  Section  72-21  of  the  Zon 


APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Brown,  Harris,  Stevens,  Incorporated,  long¬ 
term  lessee. 


SUBJECT— Application  February  1,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district  in  an  existing  six 
story  building,  the  addition  to  the  uses  of  the  ground  floor 
restaurant  to  include  cabaret. 


•a  r  AbbECTED-8  to  14  East  47th  Street,  south 
side  140  feet  west  of  Madison  Avenue,  Block  1282,  Lot 
64,  Borough  of  Manhattan.  Community  Board  # 


414-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT  Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
iat  portion  of  the  lot  within  the  bed  of  the  mapped  street 
tor  the  lot  area  requirement  of  a  two  family  dwelling 

PREMISES  AFFECTED-22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


39-69-BZ 

A  h 1  Smrr  TT^/w  i  PaEo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT— Application  January  27,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 

structure  °f  ^  restaurant  and  cabaret  into  the  adjoining 

PREMISES  AFFECTED— 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 

Laid  over  from  February  8,  1972,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 
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SPECIAL  MEETING 

THURSDAY  MORNING,  FEBRUARY  10,  1972  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1687-BZY — Vol.  VIII— B.Q.— 118-18  Union  Turnpike, 
Block  3335,  Lot  23,  N.B.  1580-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Aaron  Halpern,  Jack 
Brown,  Sam  Sardatt 

For  Opposition:  M.  M.  Cuomo,  Lawrence  Gross,  Ann 
Kirby,  Art  Heimbold,  Richard  Naar,  E.  Philip  Herman, 
Helen  Knorr  Johnson,  John  F.  Fitzsimon  and  others. 

NEUTRAL— Peter  Slenis. 

ACTION  OF  BOARD — Application  for  extension  of  time, 
denied. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  6 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  Board  has  held  public  hearings  in  this 
matter  on  January  25,  1972,  and  February  3,  1972,  and  heard 
final  arguments  from  the  Applicant  and  the  opposition  on 

February  10,  1972;  and  . 

Whereas,  the  Board  has  throughly  reviewed  the  evidence 
submitted  by  both  the  Applicant  and  the  Objectors  and  the 
entire  transcript  of  the  hearings  dated  January  25,  1972,  and 
February  3,  1972;  and 

Whereas,  the  Board  finds  that  the  Applicant  did  not  have 
a  possessory  interest  in  the  property  in  question,  pursuant  to 
Section  11-321  of  the  Zoning  Resolution  as  of  June  15,  1963; 

Whereas,  the  Board  finds  from  the  entire  record  submitted 
in  this  case  that  the  Applicant  was  not  in  a  possessory 
interest  during  prior  extensions  and  was  cognizant  of  the 
prior  litigation  and  decisions  of  this  Board,  and  that  this 
Applicant  has  not  proved  that  substantial  construction  of 
foundations  on  his  part  has  taken  place  prior  to  December 

15,  1971 ;  and  . 

Whereas,  the  Board  finds  from  the  entire  record  sub¬ 
mitted  that  this  is  not  an  appropriate  case  to  exercise  its 
discretion  to  grant  an  additional  extension  of  time  to  per¬ 
mit  the  completion  of  construction  to  December  15,  1972. 

Resolved,  that  the  application  for  an  additional  extension 
of  time  under  Section  ll-324(a)  of  the  Zoning  Resolution 
be  denied. 


1688-BZY— Vol.  VIII— B.Q.— 118-17  Union  Trunpike, 
Block  3334,  Lot  151,  N.B.  1579-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Aaron  Halpern,  Jack 
Brown,  Sam  Sarpatt. 

For  Opposition:  M.  M.  Cuomo,  Lawrence  .Gross,  Ann 
Kirby  Art  Heimbold,  Richard  Naar,  E.  Philip  Herman, 
Helen  Knorr  Johnson,  John  F.  Fitzsimons  and  others. 

Neutral:  Peter  S.  Lewis. 

ACTION  OF  BOARD — Application  for  extension  of  time 
denied. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  Board  has  held  public  hearings  in  this 
matter  on  January  25,  1972,  and  February  3,  1972,  and.  heard 
final  arguments  from  the  Applicant  and  the  opposition  on 
February  10,  1972;  and 

Whereas,  the  Board  has  thoroughly  reviewed  the  evi¬ 
dence  submitted  by  both  the  Applicant  and  the  Objectors 
and  the  entire  transcript  of  the  hearings  dated  January  25, 
1972,  and  February  3,  1972;  and 
Whereas,  the  Board  finds  that  the.  Applicant  did  not  have 
a  possessory  interest  in  the  property  in  question,  pursuant  to 
Section  11-321  of  the  Zoning  Resolution  as  of  June  15,  1963; 
and 

Whereas,  the  Board  finds  from  the  entire  record  sub¬ 
mitted  in  this  case  that  the  Applicant  was  not  in  a  possessory 
interest  during  prior  extensions  and  was  cognizant  of  the 
prior  litigation  and  decisions  of  this  Board,  and  that  this 
Applicant  has  not  proved  that  substantial  construction  of 
foundations  on  his  part  has  taken  place  prior  to  December 
15,  1971;  and 

Whereas,  the  Board  finds  from  the  entire  record  sub¬ 
mitted  that  this  is  not  an  appropriate  case  to  exercise  its 
discretion  to  grant  an  additional  extension  of  time  to  permit 
the  completion  of  construction  to  December  15,  1972. 

Resolved,  that  the  application  for  an  additional  extension 
of  time  under  Section  1 1-324 (a)  of  the  Zoning  Resolution 
be  denied. 

Adjourned:  2:10  P.M. 

James  P.  Mulroy Secretary 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  15,  1972  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
iuesday  morning  and  afternoon,  February  1,  1972  and 
special  meeting  February  3,  1972,  were  approved  as  printed 
in  the  Bulletin  of  February  10,  1972,  Vol.  57,  No.  6. 

1004-61-A 

APPLICANT— Richard  I.  Penzenik  for  220  Steward  Av- 
Corporation,  owner;  Elm  Coated  Fabrics  Division 
VV.  K.  Grace,  lessee. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  17, 
19/2— appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner  re-  installation  of  storage  tanks  for  plasti¬ 
cizers  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 206-224  Steward  Avenue,  east 
side  from  Meadow  Street  to  Metropolitan  Avenue,  Block 
2952,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  Penzenik. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
November  20,  1962,  on  certain  conditions;  and 
Whereas  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  2U,  1962,  as  amended  through  February  17,  1970  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

f°r  a  term  of  two  years  from  February  17, 
1972,  to  permit  .  .  .  ;  that  other  than  as  herein  amended' 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.’  (Fire  Dept.  Order  No.  1055-1) 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . 0 

THE  RESOLUTION— 

Sem^^^o^ovn1313110315011^38  granted  by  the  Board  on 
September  29,  19/0,  on  certain  conditions;  and 

resolution^'  ^  appIicant  re9uested  an  amendment  of  the 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen,  reconsider  and  amend  the  resolution  adopted 

‘that  instead  of  the  non-automatic  sprinkler  system  in 
the  cellar,  with  an  automatic  fire  alarm  system  through¬ 
out  with  central  office  connection,  as  heretofore  re¬ 
quired,  the  building  shall  be  protected  with  an  approved 
automata  sprinkler  system  throughout  the  cellar  and  in 

InH  Af  +nfl°nr  u?blsh  r°om  a.nd  service  afea  at  the  north 
end  of  the  bui  drng,  substantially  as  shown  on  drawings 

marked  ‘Received  January  19,  1972’,  four  sheets  on 
condition  that  other  than  as  herein  amended  the  resolu- 
tmn  above  cited  shall  be  complied  with  in  all  respects” 
(Fire  Dept.  Order  No.  121-0)  inspects. 


232-70-A 

APPLICANT— Stephen  J.  Murphy  for  the  Bohack  Cor¬ 
poration,  lessee;  Essex  Management,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
reconsideration  of  the  Board’s  action  on  September  29,  1970 
ana  amendment  of  resolution,  previously  granted  on  con¬ 
dition  on  application  by  the  Fire  Commissioner. 

PREMISES  AFFECTED — 143-60  243rd  Street,  southwest 
corner  of  Caney  Road,  Block  13551,  Lot  1,  Rosedale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  J.  Murphy. 

AC  J  ION  Op  BOARD — Application  reopened,  Board’s  ac¬ 
tion  of  September  29,  1970  reconsidered  and  resolution 
amended. 


456-71-A 

APPLICANT— Purolator  Chemical  Corporation,  owner. 
S^BJECT— Apjplication  for  consideration — reopening  for 
amendment  of  resolution— Appeal  from  a  decision  of  the 
hire  Commissioner  re-  packaging  of  combustible  mixture 
known  as  Purolator  Professional  Use  Fire  Power  in  15 
fluid  ounce  can  with  pop-top  lid  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  Citv  • 
previously  granted  on  condition.  y’ 

APPEARANCES— 

For  Applicant:  Baron  N.  Wood. 

AtionI°Sen<dedBOARD_APPliCati0'1  re0pe"ed  and  resoI“- 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative :  . '  ‘  .  a 

THE  RESOLUTION— 

Octoher^Q^lSi5  applicati°n  was  granted  by  the  Board  on 
October  19,  1971,  on  certain  conditions;  and 

resolufionAS’  ^  appdcant  requested  an  amendment  of  the 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 

frWlX'hdingThSeto  :C  reS0lUti0n  ad°Pted  0n  °C,°ber 

1  \hat  S6  nam?  2.f  tlle  owner  is  hereby  changed  to  Puro¬ 
lator  Chemical  Corporation,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Fire  Dept,  decision 


695-71-A - - 

APPLICANT— Sol  Feinberg  for  Central  Petroleum  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution— appeal  from  a  decision  of  the 
hire  Commissioner  re-  transportation  of  fuel  oil  in  tank 
trucks  through  city  streets  not  in  conformity  with  the  re¬ 
quirements  of  the  Administrative  Code  of  City  of  New 
York;  previously  granted  on  condition. 
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APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  21,  1971,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  ol  tie 

resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  res.olution  adopted  on  Decem¬ 
ber  21  1971  only  insofar  as  it  refers  to  the  serial  numbers  ot 
the  trucks,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“eight  tank  trailer  trucks  bearing  Serial  Nos.  OMK 
446801  OMK  446802,  OMM  519701,  OMM  519702, 
UNN  ’417401,  UNN  417402,  UNN  417403  and  UNN 
417404.”  (Fire  Dept,  decision  10/26/71) 


355-45-BZ 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Italia  Tanga,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  28,  19/1  a  - 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  change  in  occu¬ 
pancy  of  a  portion  of  the  building  from  auto  laundry  to 
motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 50-24  Queens  Boulevard  south 
side,  193.20  feet  east  of  50th  Street,  Block  2283,  Lot  43, 
Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  11, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of 
the  Zoning  Resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance .  of  a  building  to  be 
used  as  a  motor  vehicle  repair  shop  incident  to  authorize,, 
automobile  dealer’s  use,  including  a  non-storage  garage  for 
more  than  five  but  not  more  than  seventy  motor  vehicles , 
an  automobile  showroom  for  authorized  automobile  dealer ; 
storage,  sale  and  display  of  more  than  five  but  not  moie 
than  25  used  motor  vehicles ;  free  parking  of  more  than 
five  but  less  than  30  motor  vehicles  for  patrons  and  em¬ 
ployees  only,  office,  conference  room  and  storage  of  bulk 
auto  parts;' with  a  roof  sign  not  in  conformity  with  zoning 
resolution. 

PREMISES  AFFECTED— 1553-1583  86th  Street  and  8514- 
8524  16th  Avenue,  northwest  corner  and  1558-1562  85th 
Street.  Block  6341,  Lot  30,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  11,  1951.  on  certain  conditions;  and  >  . 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  11,  1952,  as  amended  through  December  1,  1953,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read. 

“granted  for  a  term  of  ten  years  from  December  11. 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1070-51) 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  . 

Negative :  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  17,  1946,  on  certain  conditions;  and  . 

WMereas  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  17,  1946,  as  amended 
through  November  28,  1961.  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read. 

“granted  for  a  term  of  ten  years  from  November  28, 
1971  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  321-45) 


627-51-BZ 

APPLICANT— McGee  and  Morsellino  for  Benson  Chevro¬ 
let,  Incorporated,  owner. 


605-56-BZ 

APPLICANT— Barnett  Ross  Associates  for  Humble  Oil 
Refining  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  11, 
1971 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h,  and  7 1  of  the 
Zoning  Resolution,  permitting  in  a  residence,  retail  and 
restricted  retail.  D  area  district  a  gasoline  service  station, 
lubritorium,  auto  laundry  (non  automatic)  minor  auto  re¬ 
pair  shop  with  hand  tools  only  and  parking  of  motor 
vehicles  awaiting  service. 

PREMISES  AFFECTED— 2511  Westchester  Avenue, 
northwest  corner  of  St.  Peters  Avenue,  Block  3980,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Barnett  Ross. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  - 

Negative:  . " 


MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  11,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
2,n  February  15,  1972,  after  due  notice  bv  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  11,  1956,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

‘‘granted  for  a  term  of  ten  years  from  December  11, 
19/1,  to  permit  ...  ;  on  condition  that  parking  shall' 
be  limited  to  motor  vehicles  of  the  pleasure  car  type 
only;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(N.B.  402-56) 


702-68-BZ 


APPLICANT  Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
^tension  °f  time  to  complete,  which  expired  December  17, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  reconstruc- 
tion  of  an  automotive  service  station  with  accessory  uses 
previously  before  the  Board. 

PREMISES  AFFElTED — 32-45  to  32-55  (official  32-45) 
Francis  Lewis  Boulevard,  198-01  to  198-07  33rd  Avenue 
northeast  corner,  Block  6025,  Lot  36,  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


Whereas  this  application  was  granted  by  the  Board  or 
December  17,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  wa< 
extended  on  January  12,  1971;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  1/  1 968,  as  amended  through  January  12,  1971,  only 
f,s.  to  the  time  to  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 


tnat  substantial  construction  shall  be  completed  within 
one  year  from  December  17,  1971.”  (N.B.  1052-68) 


646-69-BZ 

APPLICANT— Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
<:~<insi(?n  ,°f  tim^  to  complete,  which  expires  February  10 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  Cl -2  District,  the  rearrange¬ 
ment  and  structural  alterations  of  an  automotive  service 
station  previously  before  the  Board. 


PREMISES  AFFECTED— 72-01  to  72-19  Main  Street 
(72-19  Mam  Street  official)  144-02  to  144-08  72nd  Avenue 
southeast  corner,  72-02  to  72-20  Vleigh  Place,  Block  6660, 
Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1970,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  February  23,  1971,  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
10,  1970,  as  amended  through  February  23,  1971,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  10,  1972.”  (Alt.  1109-69) 

383-70-BZ  " 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  Joseph  Tanenbaum  and  Frank 
Stoopler,  owners. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super- 
intendent;  previously  granted  on  condition  under  Sections 
73-21  o  ar^  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-2  district,  the  enlargement  in  lot  area  and  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses  and  accessory  signs  previously  before  the  Board 

PRAISES  AFFECTED-196-35-196-49  (196-41  official) 
Northern  Boulevard,  42-62—42-72  Francis  Lewis  Boule¬ 
vard,  northwest  corner,  Block  5373,  Tentative  Lot  20,  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas  this  application  was  granted  by  the  Board  on 
November  10,  1970,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  November  16,  1971 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  10,  1970,  as  amended  through  November  16,  1971  bv  add¬ 
ing  thereto :  ’ 

"that,  the  gasoline  pumps  shall  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Janu¬ 
ary  13,  1972’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (N.B.  188-70) 
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627-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  a  C6-4  dis¬ 
trict,  on  a  plot  with  a  proposed  34  story  mixed  building 
previously  before  the  Board,  the  rearrangement  of  the  first, 
second  and  third  floors  and  installation  of  a  pool  and 
recreation  facilities  on  the  34th  floor  and  roof. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21  and  128,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1971,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  3,  1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Janu¬ 
ary  28,  1972’,  eight  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  6-70) 


628-71-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  multiple  dwelling  floor  area 
ratio ;  previously  granted  on  condition. 

PREMSES  AFFECTED— 237  to  245  East  40th  Street,  747 
to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21  and  128,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  3,  1971,  by  adding  thereto: 

“that  the  work  shall  conform  to  the  resolution  adopted 
this  day  under  Calendar  Number  627-71-BZ,  on  condi¬ 
tion  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (N.B. 
6-70) 

764-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Cam-Himm  Wong, 
owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
family  dwelling  that  encroaches  on  the  required  front  yard 
and  rear  yard  and  the  erection  of  a  one  story  and  cellar 
store. 

PREMISES  AFFECTED— 99-11  to  99-13  63rd  Road,  north 
side,  101.73  feet  east  of  99th  Street,  Block  2110,  Lot  58, 
Rego  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition :  M.  Joseph  Levin. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1972,  at 
2  P.M.,  for  the  purpose  of  decision. 


546-71-BZ 

APPLICANT — Vito'J.  Tricarico  for  Robert  P.  Marrone, 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT — -Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  catering  establish¬ 
ment  previously  before  the  Board. 

PREMISES  AFFECTED— 5305  to  5317  Avenue  N.  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Vito  J.  Tricarico. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
10  A.M.,  for  the  purpose  of  obtaining  additional  informa¬ 
tion.  Continued  hearing. 


557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner ;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink¬ 
ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Anplicant :  Albert  Melniker 

For  Opposition :  Margaret  Launhardt,  Cecilia  Corrrdo. 

Lois  H.  Brown  and  Henry  Launhardt. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  information ;  previously 
inspected. 
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MINUTES 


APPLICANT— Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  21/  Grace  Corporation,  80  Grove  Street  Cor¬ 
poration,  owners. 


SUBJECT  Application  August  24,  1971 — decision  of  the 
borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  the  erection 
ot  a  one  story  enlargement  to  an  existing  food  products 
processing  establishment  (bakery). 

PREMISES  AFFECTED — 209  to  213  Elizabeth  Street,  16 
18  -V,7n<;e  Street,  southwest  corner,  and  232  Mott 

Manha ttan°Ck  ^  ^  19’  21,  and  20’  BorouSh  of 


APPEARANCES— 

For  Applicant :  Donald  D.  Fisher  and  Doris  Diether 
Community  Board  #2. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1972 
at  10  A  M.,  for  the  purpose  of  the  Board’s  examination 
oi  records.  Continued  hearing. 


608-71-BZ 


APPLICANT— Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
version  of  a  two  family  dwelling  to  a  three  family  dwell¬ 
ing  that  creates  non-compliance  in  floor  area  ratio  and  open 
space  ratio. 


PREMISES  AFFECTED-5408  15th  Avenue,  west  side, 
50.2V8  feet  south  of  54th  Street,  Block  5678,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 


APPEARANCES— 


For  Applicant :  Louis  Lieberman. 
For  Opposition :  None. 


A^TIPN^  OF  BOARD — Laid  over  to  March  14,  1972  at 
1U  A.M.,  for  the  purpose  of  further  review  by  the  Build¬ 
ing  Department  and  for  the  purpose  of  the  applicant  re- 
rns'pTt^3110^  s^a*emerhs-  Continued  hearing.  Previously 


609-71-BZ 

APPLICANT— Louis  Lieberman  for  Alex  Schneck,  owner 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED-541CH5th  Avenue,  west  side, 
Brooklyn^  °f  ^ *  StrCet’  B1°ck  5678’  Lot  39’  Borough  of 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  None. 

Au?A°Tur  ?F  B0ARD— Laid  over  to  March  14,  1972  at 
1U  A.M.,  for  the  purpose  of  further  review  by  the  Building 
Department  and  for  the  purpose  of  the  applicant  revising 
financial  statements.  Continued  hearing.  Previously  in¬ 
spected. 


616-71-BZ 

APPLICANT— McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner ;  Shell  Oil  Company,  lessee. 


SUBJECT— Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  sales  and  auto 
repairs  previously  before  the  Board. 

PREMISES  AFFECTED — 231-06  Northern  Boulevard 
southeast  corner  of  231st  Street,  Block  8164  Lot  22’ 
Douglaston,  Borough  of  Queens. 

APPEARANCES  Joseph  P.  Morsellino  and  Jack  Zaccaria 
bor  Opposition:  Carol  A.  Marian,  Gertrude  Waldeyer 
John  O.  Riedl,  Herschel  Poshaad,  Theodor  Waldeyer.  ’ 

ACTION  OF  BOARD— Laid  over  to  February  29,  1972  at 
1(]  A.M.,  for  the  purpose  of  revising  plans  and  submitting 
additional  information  to  the  Board.  Continued  hearing 


617-71-BZ 

APPLICANT— Joseph  S.  Gottlieb  for  William  Kriger 
lessee1’  W°rld  of  Jackson  Heights,  Incorporated,’ 

SUBJECT— Application  September  2,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  dis¬ 
trict,  m  an  existing  three-story  building,  the  addition  to  the 
use  of  the  first  floor  retail  bakery  to  include  wholesale 
establishment. 

PREMISES  AFFECTED — 89-14  Northern  Boulevard 
south  side,  60  feet  west  of  90th  Street,  Block  1437,  Lot  7 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Gottlieb  and  Saul  Johnson. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  ’the 
applicant  submitting  additional  information  ;  previously 
inspected. 


677-71-BZ 


APPLICANT  Leonard  F.  Rothkrug  for  William  Coressel 

owner;  Frank  Territo,  d/b/a  Gay  Manor,  lessee. 

SUBJECT  Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district, 
m  an  existing  two  story  building,  the  addition  to  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 917  Manor  Road,  southeast 
corner  of  Tillman  Street,  Block  700,  Lot  8,  West  New 
Brighton,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Frank  Territo 
b  or  Opposition :  Richard  Dutka. 

B0ARD— Laid  over  to  February  29,  1972  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  filing  revised  drawings;  previously  inspected. 


555-71-BZ 


APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
Lork  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  drv 
cleaning  establishment. 


Ab FECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67 
Castleton  Corners,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  John  A.  Fusco. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1972, 
at  2  P.M.,  for  the  purpose  of  decision. 


556-71-A 

APPLICANT— Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  budding  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 432  Manor  Road,  west  side 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1972,  at 
2  P.M.,  for  the  purpose  of  decision. 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofano, 
owner. 

SUBJECT— Application  August  13,  1971— decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 

October  19,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  23,  1971,  then  to  December  7, 

1971,  then  to  January  25,  1972 ;  then  to  February  IS,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  July  15,  1971,  acting  on  N.B.  Applic.  231/1971,  reads : 

“1.  The  proposed  building  exceeds  the  max.  per¬ 
mitted  F.  A.  R.  for  an  R3-2  District  is  contrary  to 
Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘open  space  ratio’  for  an  R3-2  District  and  is 
contrary  to  Sect.  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘lot  area/room’  for  an  R3-2  District  and  is  con¬ 
trary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 


6.  Provide  a  minimum  area  of  200  S.  F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6  wide  for  each 
accessory  off  street  parking  space  as  per  Sect.  25-6-  of 

Z.R.  ...  f  , 

7.  The  proposed  building  is  part  of  a  group  ot  at¬ 
tached  residences  whose  aggregate  width  of  street  walls 
exceeds  125'  and  is  contrary  to  Sect.  23-463  of  Z.R. 
(Above  building  is  part  of  a  group  of  38  buildings). 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  with  accessory  parking  and  porch  within  the  front 
yard  and  exceeds  the  aggregate  width  of  the  street  wall, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  August  12,  1971,’ 
5  sheets,  “December  2,  1971,”  2  sheets,  and  “December  10. 
1971”,  3  sheets;  on  further  condition  that  the  occupancy  of 
these  two-family  dwellings  shall  not  be  modified  to  be  in¬ 
creased  at  any  time  'to  three  or  more  families  unless  other¬ 
wise  provided  by  law,  and  all  laws,  rules  and  regulations 
shall  be  complied  with  and  substantial  construction  _  be 
completed  within  one  year  of  the  date  of  this  resolution. 


19-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Gara- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  width  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caraleo. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


TFIE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  on  February  15,  1972,  after  due  notice  by  publication 
in  the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  592/1971, 

reads :  . 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 
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2.  The  proposed  building  has  less  than  the  minimum 
required  Open  Space  Ratio  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  Lot  Area/Room  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect 
26-62  of  Z.R.” 


W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
heieby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
unuer  Section  72-21  of  the  Zoning  Resolution,  to  permit 
m  an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
iront  yard,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Au- 
gust  12  1971  ”  5  sheets,  “December  2,  1971,”  2  sheets,  and 
December  10,  1971,  3  sheets;  on  further  condition  that  the 
occupancy  of  these  two-family  dwellings  shall  not  be  modi¬ 
fied  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws,  rules  and 
regulations  shall  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this  resolu¬ 
tion. 


20-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT  Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open,  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

^^y^SES  AFFECTED — 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345  to  1389  East  56th 
Street,  Block  7854,  Lot  10,  Borough  of  Brooklyn,  Com- 
mumty  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
bor  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  .  n 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 

ebruary  15,  1972.  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  575/1971,  reads: 

■!:  ProP°spd  building  exceeds  the  maximum 

permitted  F  A  R.  for  an  R3-2  district  and  is  contrary 
to  Section  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

,^Te  Proposed  building  has  less  than  the  minimum 
required  Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Section  23-222  of  Z.R. 

4-  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Section  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Section  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 

9^-7 a  »y  off  street  Parking  space  as  per  Section 
26-62  of  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

V  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
\s.  erefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
Hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Rosolution,  to  permit  in 
fn  F8-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
11  ont  yard,  on  condition  that  all  work  shall  conform  to  draw- 

yith  this  application  marked  “Received  August  12 

i97l^5in^\“Pecember  2-  1971 ’’  2  sheets,  and  “Decem¬ 
ber  10,  1971,  3  sheets;  on  further  condition  that  the  occu¬ 
pancy  of  these  two-family  dwellings  shall  not  be  modified  to 
be  increased  at  any  time  to  three  or  more  families  unless 
otherwise  provided  by  law,  and  all  laws,  rules  and  regulations 
shall  be  complied  with  and  substantial  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  resolution 


21-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano 
contract  vendee. 

SUBJECT  Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story,  and  basement  two  family  dwellng  that  exceeds  the 
pei  mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot.  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  11,  Borough  of  Brooklyn 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo 
bor  Opposition :  None. 
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ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan . 

Negative . . 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  576/1971, 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary  to 
Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  "Open  Space  Ratio  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the.  minimum 
required  'Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8  6 '  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  two-story  and  basement  two- 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio,  lot  area  per 
room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  August  12, 
1971,”  5  sheets,  “December  2,  1971,”  2  sheets,  and  “Decem¬ 
ber  10,  1971,”  3  sheets;  on  further  condition  that  the  occu¬ 
pancy  of  these  two-family  dwellings  shall  not  be.  modified 
to  be  increased  at  any  time  to  three  or  more  families  unless 
otherwise  provided  by  law,  and  all  laws,  rules  and  regula- 
tions  shall  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


22-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling,  that  exceeds 
the  permitted  floor  area  ratio;  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 


PREMISES  AFFECTED— 5603  Avenue,  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  12,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  577/71,  reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  per¬ 
mitted  obstruction  within  a  required  front  yard  and  is 
contrary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for  each 
accessory  off  street  parking  space  as  per  Sect.  26-62  of 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac- 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story  and 
basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  12,  1971,”  5  sheets,  “December  2,  1971,’ 
2  sheets,  and  “December  10,  1971,”  3  sheets;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
laws,  rules  and  regulations  shall  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


23-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 
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SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

^p^^SES  AFFECTED— 5603  Avenue  M,  1246  to  1288 

St?  I,  ,no£h™est  corner  and  1345  to  1389  East 

o6th  Street,  Block  7854,  Lot  14,  Borough  of  Brooklyn 
Community  Board  #18.  y  ’ 

APPEARANCES— 

For  Applicant:  Samuel  Kisseloff  and  Rudolph  Caroleo. 
-bor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  q 

Negative:  . ].......! .  q 

THE  RESOLUTION— 

o/wSSS  V?Q72  hft  TF  Was  .held  on  this  ^Plication 
Bulletin  ““Sd15’  1972’  ^  "  dUC  n0t'“  by  Publicati°1'  I"  the 

,  HE-.REAS>  the  decision  of  the  Borough  Superintendent 

feads- JanUary  13’  1972’  aCting  °n  N‘B-  APPlic-  578/1971’ 

npr  ‘-I:  Pr°P°s|d  buildings  exceeds  the  maximum 

to  Sect  23  i«  of  k  Er  “  3'2  d'StriCt  a"d  is  contrary 

rermn:pr1T‘nnPrOI^OSed  b^ild.in&  has  Iess  than  the  minimum 
required  Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

reauLdTTentr°APOSe/T?buildlnf  haS  less  than  the  minimum 
required  Lot  Area/Room’  for  an  R3-2  district  and  is 

contrary  to  Sect.  23-222  of  Z.R. 

.  .  A  Jhe  Pfoposed  porch  (balcony)  is  not  a  permitted 

front  yard  aad  is  “"‘raay 

r.quLTfro„^r°dt  • 

.  -6-  Pro7lde  a  minimum  area  of  200  S  F  and  a 
minimum  size  parking  stall  of  18’  long  and' 8'-6"  wide 

26-6?ohf  KR.’’S°ry  °ff  StrCet  Parking  Space  as  per  Sect 
and 

a™  were  in- 

the/ec“rdASsunoe„r?^!;d  baa  determi“'>  that  the  evidence  in 
Section°72  21n?  t  hl  the.  findings  required  to  be  made  under 
is  t  ereW1^ite/rmg,Rf0lutl?n’  and  that  the  aPPbcant 

i  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

hefebv°  make^arh1116  iB°ard  °f  Standards  and  Appeals  does 
grants  a  variation  inri  everyron5  of  tde  required  findings  and 
and  that  ^  e  aPPIlcatl°n  of  the  Zoning  Resolution, 

Section  72  21  of  7°° • be  £nd  hereby  is  °™nted  unde^ 
district  Z?ning  Res°Fition,  to  permit  in  an  R3-2 

dwe  l  t  V  u  two-story  and  basement  two-family 
thin  tt,P  tH  t  9xceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
With  accessory  parking  and  porch  within  the  front  yard  ‘on 
condition  that  all  work  shall  conform  to  drawings  filed  with 

‘‘DecaePmbeC?t20ni97l’»e?  ‘?ec5ived  Aa^st  12,  1971,”  5  sheets, 
uecemoer  /,  1971,  2  sheets,  and  December  10  1Q71  ” 

sheets ;  on  further  condition  that  the  occupancy  of  these  two 

family  dwellings  shall  not  be  modified  to  be  increased  at  ^ny 


time  to  three  or  more  families  unless  otherwise  provided  by 
law  and  all  laws, _  rules  and  regulations  shall  be  complied 

Tl  substant)al  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


24-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano 
contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two-family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

P] DEMISES  AFFECTED-56()3  Avenue  M,  1246  to  1288 
eSi  o7th  wfeet’  northwest  corner  and  1345  to  1389  East 

n“BSrd“  T'  L°‘ 15'  B""*h  C°"" 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
bor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  q 

Negative:  . q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
the  BuIkS/  and  ’  ^  d”  "°tiCe  by  publil:ati°"  in 

•J;  ,Tb?  Proposed  building  exceeds  the  maximum 
to  rS  23  i«  of  Z.Ran  R3'2  diStrict  and  U  contrary 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 

to  SedJfTrfZ  if’11''611  fr°nt  yard  and  is  contrary 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18’  long  and  8'-6"  wide  for 

26-62  o^ZR”7  °ff  StrCet  parking  space  as  Per  Sect. 

and 

W™**  tbe  Premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 

^aHicffi  diffilnh  H/Cntltled  t0  rdie,f  °n  the  ^rounds  of 
practical  difficulty  and/or  unnecessary  hardship 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 

Rplnlf IantS  3  7a"atl°”  ln  the  application  of  the  Zoning 
Resolution,  and  ffiat  the  application  be  and  it  hereby  is 

permh  in” anCrR w"2i,  °f  the.  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-storv  and 

basement  two-family  dwelling  that  exceeds  the  permitted 
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floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  August  12,  1971,”  5  sheets,  “December  2,  1971, 

2  sheets,  and  “December  10,  1971,”  3  sheets  ;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  tune  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution. 


25-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  16,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  9 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  580/1971, 
reads  * 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'-6"  wide 
for  each  accessorv  off-street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  :  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  two-story  and  basement  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
with  accessory  parking  and  porch  within  the  front  yard,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  August  12,  1971,  5  sheets, 
“December  2,  1971,”  2  sheets,  and  December  10,  1971,  3 

sheets ;  on  further  condition  that  the  occupancy  of  these  two- 
family  dwellings  shall  not  be  modified  to  be  increased  at  any 
time  to  three  or  more  families  unless  otherwise  provided  by 
law,  and  all  laws,  rules  and  regulations  shall  be  complied 
with  and  substantial  construction  be  completed  within  one  year 
of  the  date  of  this  resolution. 


26-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano, 

contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor. area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  park¬ 
ing  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  17,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative: .  9 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  581/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within 
a  required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect.  26-62 
of  Z.R.” 

ai  1 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 

oVPP?rlS  t!ie  findin£s  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 

S 'I  hCreife  Gntltled  t0  relief  on  the  Sroimds  of  Practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  qranted 

“r! °f  the.  Zo"“'g  Resolution^ 

in  an  R3-2  district,  the  erection  of  a  two-story  and  basement 

two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 

front  vardani,Wrth  par^inS  and  P°rch  within  the 

d’fii  ^  con^tlo\\  that  all  work  shall  conform  to 

Au Jist  l2  fi197l  I*1?  apPllcati°n  marked  “Received 

august  12,  1971  5  sheets,  “December  2,  1971  ”  2  sheets 

and  December  10,  1971,”  3  sheets;  0„  further  condition that 

leon°nCC,UPaTy  •  °f  thesf  two-family  dwellings  shall  not  be 
Kxhfied  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws  rules  and 
Regulations  shall  be  complied  with  and  substantial  construc¬ 
tion  bC  C°mpIeted  Wlthln  one  Year  of  the  date  of  this  resolu- 


27-72-BZ 

AfanpIS^acD^deIer  KiSSeI°ff  f°r  Michad  G”°- 

York  City  Charter  and  Section  72-21  of  the  Zoning  ResT 
u  i°n,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds 

rati0'  tas  less  to  theJeq'uired  out 

aSd  ^rch  wlftin  ,h=  iZrt°Zi  W“h  aC“SSOry  PMking 

PEhsY^7tbSS^Ft'ECTtnD~S603  Avenue  M,  1246  to  1288 
Bast  57th  Street,  northwest  corner  and  1345  to  1389  Fast 

56th  Street  Block  7854,  Lot  18,  Borough  of  Brooklvn 
Community  Board  No.  18.  crooxiyn, 

APPEARANCES— 

fZ  SSel  J-  KiSSe,0ff  a"d  “  <*** 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative :  . ‘  ‘ .  a 

THE  RESOLUTION— 

FebmZfll  lo»bIiftheaJ'inE  W.?S  h.eld  °"  this  application  on 
letffi^and  a^tCr  dUG  notlce  by  Publication  in  the  Bul- 

V  hereas,  the  district  maps  accompanying  the  Zonimr 
Resolution  show  that  the  site  is  in  an  R3-2  district ;  and  * 

Whereas,  the  decision  of  the  Borough  Superintendent 
reads-  anUary  1972’  acting  on  N-B-  Applic.  582/1971,’ 

1.  The  proposed  building  exceeds  the  maximum 

SliStt  R3-2  distrirt  and  i!  <°~° 

contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Section  23-222  of  Z.R. 


4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Section  23-44  of  Z.R. 

5.  I  he  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Section  23-44  of  Z.R. 

b-  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Section 
26-62  of  Z.R. 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
pection  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and  /or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
nei  eby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  two-story  and  basement  two-family 
dwelling  that,  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and  with 
accessoiy  parking  and  porch  within  the  front  yard,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  August  12,  1971,”  5  sheets, 
December  2,  1971,  2  sheets,  and  “December  10  1971  ”  3 
sheets ;  on  further  condition  that  the  occupancy  of  these  two- 
family  dwellings  shall  not  be  modified  to  be  increased  at  any 
time  to  three  or  more  families  unless  otherwise  provided  by 
law  and  all  laws,  rules  and  regulations  shall  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


28-72-BZ  - 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano 
contract  vendee.  ’ 

S UBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story,  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot.  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
iLast  3/th  Street,  northwest  corner  and  1345  to  1389  East 

L°'  *9'  B°r°Ugh  °f  B™kl™ 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo 
r  or  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  c 

Negative : . .  a 

THE  RESOLUTION— 

on^FebruaArv  iViSfe  Was  held  on  *his  plication 

Bulletin  “  and15’  1972’  after  due  notlce  by  Publication  in  the 

Whereas  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
reatdd-JanUary  13’  19?2,  actlng  °n  N,B-  APPlic-  583/197R 
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“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story  and 
basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  August  12,  1971,”  5  sheets,  “December  2,  1971,” 
2  sheets,  and  “December  10,  1971,”  3  sheets;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at.  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution. 


29-72-BZ 

APPLICANT — 'Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  20,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant;  Samuel  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  584/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'6"  wide 
for  each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Au¬ 
gust  12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets,  and 
“December  10,  1971,”  3  sheets;  on  further  condition  that  the 
occupancy  of  these  two-family  dwellings  shall  not  be  modi¬ 
fied  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws,  rules  and 
regulations  shall  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this  reso¬ 
lution. 


30-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M.  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  21,  Borough  of  Brooklyn, 
Community  Board  #18. 
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APPEARANCES— 

For  Applicant :  Samuel  J.  ICisseloff  and  Rudolph  Caroleo 
hor  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative;  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  .  q 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
ebruary  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 

reads  •  ^anUary  1972 ’  acting  on  N-  B-  Applic.  585/1971, 

"■ll  Pr°P°sed  building  exceeds  the  maximum 
permitted  F  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  the  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  the  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z  R 

0.  Provide  a  minimum  area  of  200  S.  F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'-6"  wide 

26  6^0^  !CR”S°ry  °ff  Street  parking  space  as  Per  Sect. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
_  lont,72'2  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

uJJjf°lved,’  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu- 
tion,  and  that  the  application  be  and  it  hereby  is  granted 

in" an1"  R^e?!r\  7-;2  ,  °f  the-  Zon}nS  Resolution,  to  permit 
Ivvn  dJ:  !r’  he,  erectlon  of  a  two-story  and  basement 

two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 

fr^<r°0m/nd  Wlth  5?oessory  parking  and  porch  within  the 
tront_  yard  on  condition  that  all  work  shall  conform  to 

i!hlS  application  marked  “Received 
August  12,  1971,  5  sheets,  “December  2,  1971  ”  2  sheets 

and  December  10,  1971,”  3  sheets;  on  further  condition 

b™d%°aC?anCy-°f  theS(;  two-family  dwellings  shall  not 
Tm?dlfied.  t0  be  increased  at  any  time  to  three  or  more 
tamihes  unless  otherwise  provided  by  law,  and  all  laws 

rnnstnirt'  regulatlons  shall  be  complied  with  and  substantial 
thL  resolution6  COmp  eted  Wlthln  one  year  of  the  date  of 


31-72-BZ - 

A^PnLICA^T7BuC,kley  and  Kisseloff  for  Michael  Garo- 
tano,  contract  vendee. 

SRBi.E,C^AppIicatioJn  January  19>  1972-decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso 


lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  oarkine 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
ffiast  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  22,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo 
lor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  e 

Negative :  . . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 

Bulletin  ^and 1  1972’  ^  n°tiCe  by  publication  in  the 

Whereas  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 

reads  ■  ^anUary  13’  1972,  actlng  on  N’B-  Applic.  586/1971* 

„  “ll  ,Tb^  proposed  building  exceeds  the  maximum 
L  SeS'M  141  of  ZRan  R3'2  diStriC'  a”d  is 

is  contrary  to  Section  23-141  of  Z.R. 

?■  ,Tbe  Proposed  building  has  less  than  the  minimum 
required  Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 

t°obSSect  23-44^fnzaRreqUired  fr0nt  yard  and  is  contrary 

5.  The  proposed  accessory  parking  space  within  a 
required  front,  yard  is  contrary  to  Sect.  23-44  of  Z  R 

0.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 

66-(F>  STiT  °ff  StreCt  parking  space  as  Per  Sect. 

and 

^HfaEAS>  tbe  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 

SerBnn°7?  vhe-findT^ngS  required  to  be  made  under 

£  W°”/2'21  ZoninR  Resolution,  and  that  the  applicant 

is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

hrSh°l™i  that,  theJBoard  of  Standards  and  Appeals  does 
mak<:  ®ach  anc!  every  one  of  the  required  findings  and 
fuT  La/ttriatl0ni-m  the  apphcati°n  of  the  Zoning  Resolution, 
c.dt;n,  7ih9e,  application  be  and  it  hereby  is  granted  under 
section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  two-story  and  basement  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard,  on  condi¬ 
tion that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  August  12,  1971.”  5  sheets 
December  2,  1971,”  2  sheets,  and  “December  10  1971  ”  3 
sheets ;  on  further  condition  that  the  occupancy  of  these  t’wo- 
tamily  dwellings  shall  not  be  modified  to  be  increased  at  any 
time  to  three  or  more  families  unless  otherwise  provided  by¬ 
law  and  all  laws, _  rules  and  regulations  shall  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 
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32-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garofano, 
contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two- 
story  and  basement  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,__  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  23,  Borough  of  Brooklyn, 
Community  Board  No.  18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  587/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary  to 
Section  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Section  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Section  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Section  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Section 
26-62  of  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-storv  and 
basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 


“Received  August  12,  1971,”  5  sheets,  “December  2,1971,” 
2  sheets,  and  “December  10,  1971,”  3  sheets ;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution. 


33-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  24,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  sit£  is  in  an  R3-2  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  588/1971, 
reads  : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R.  _ 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a  re¬ 
quired  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
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and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  it 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story  and 
basement  two-family  dwelling  that  exceeds  the  permitted 
,  °or  area  i'atio,  has  less  than  the  required  open  space  ratio 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  12,  1971,”  5  sheets,  “December  2  1971  ”  2 
sheets,  and  “December  10,  1971,”  3  sheets;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
iaws,_  rules  and  regulations  shall  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


34-72-BZ  - 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 

eg?  it  ’  ,n0vtoh^'eSTt  corn5r  and  1345  to  1389  East 

o6th  Street  Block  7854,  Lot  25,  Borough  of  Brooklyn, 
Community  Board  #18.  y  ’ 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo 
bor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commssioner  Nolan  .  c 

Negative :  . '!!!....!!! .  0 

THE  RESOLUTION— 

iVSw  hf?rinf  was  .held  011  this  application 
Bulletin  and15’  ^  “ ’  aftCr  due  notlce  by  Publication  in  the 

Yv  hereas  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
reads  •  ^anU3ry  13’  197 2’  acting  on  N.B.  Applic  589/1971,’ 

™  vl  Pr°P°s^d  building  exceeds  the  maximum 

to  Sect  23  141  o?'z!Rr  “  M'2  diS‘riCt  a”d  is  COntrary 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less ’than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

ohstrl;  Jnn6  PrmP°Sed  porch  (balcony)  is  not  a  permitted 

to  S«f 23-44*m/RreqU'red  fr0nt  yard  and  is  COMrary 

6.  Provide,  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
of  CZ  ^C»essory  off  street  Parking  space  as  per  Sect.  26-62 

and 


Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board;  and 
•  ;)  hereas,  the  Board  has  determined  that  the  evidence 

W1-nre7?r?iSU?PurtSJhe-findings  re(luired  to  be  made  under 
rnnt  ?  +h2'2!  0f  ^  ,Z?nmg  Resolution,  and  that  the  appli- 

herCi?re  Cntltled  t0  re!ief  on  the  pounds  of  practical 
difficulty  and/ or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
heieby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu- 

under 3 S^ctimi  72  2?^°^ ■  ber?by  is  9ranted 
n  n  R,e  t?.  72;2i,  of  the.  Zoning  Resolution,  to  permit 

in  an  R3-2  district,  the  erection  of  a  two-story  and  basement 

i ?at  ex9eeds  the  Permitted  floor  area 

oer  °room  JS  vl”  he  reqmred  ,°.Pen  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 

dfaww/fll  °A  c.°"?x*?n  that  a11  work  shall  conform  to 

guTl  J  1Q71d»  T  i  H/S  appl,catl°n  marked  “Received  Au¬ 
gust  12  1971,  5  sheets,  “December  2,  1971  ”  2  sheets  and 

December  10  1971,”  3  sheets;  on  further  condition  that  the 
fiefl  °f  these  two-family  dwellings  shall  not  be  modi¬ 

fied  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws  rule™  and 
regulations  shall  be  complied  with  and  substantial  construf? 
tion  be  completed  within  one  year  of  the  date  of  this  TesS- 


35-72-BZ 

APPLICANT  Buckley  and  Kisseloff  for  Michael  Garo- 
fano.  contract  vendee.  e  uaro 

S  Rn^1C?'^Appl-icfti^n  January  19>  1972-decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso 
ution,  to  permit  m  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
penmtted  floor  area  ratio,  has  less  than  the  required  open 

aSd  po?ch°’w?thinrTheP  fronT^M  aCCeSS°ry  Parking 

P|!sIfI5S7fhSS^FefECT^D~5603  Avenue  M‘  1246  ^  1288 

fern  c ,  .  of’  ,noJ  bwest  corner  and  1345  to  1389  East 

c6olLsS'  ss  ms: Lot  26'  Boro“gh  of 

APPEARANCES— 

Foi-  Opposition  1  and  R“do,ph  Carol“' 

ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  a  gan  and 

Negative:  .  .  a 

THE  RESOLUTION— 

on^ebr^arv  lVlS?  \?rin?  was  .held  on  this  application 
Bulletin ^anfl  5’  ^  af  duC  n°tlCe  by  PubIication  in  the 

Whereas  the  district  maps  accompanying  the  Zonine 
Resolution  show  that  the  site  is  in  an  R3-2  disfrict ;  and  g 

dated  January  13  T972°n  °5  the  B(£°£gh  Superintendent, 
reads:  13’  19?2,  aCtmg  0n  N‘B-  AppIic  590/1971, 

permitted^  P1'0^0^  buiSlnl  ?xceeds  the  maximum 
LTect  23  i4f  ofz  R.311  ^  d,StnCt  and  is  COntrary 

2.  The  proposed  building  has  less  than  tbP  mi™ 

mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R.  *  * 

3.  The  proposed  building  has  less  than  the  mini¬ 

mum  required  ‘Lot  Area/Room’  for  an  R3-2  diSrXt 
and  is  contrary  to  Sect.  23-222  of  Z.R.  district 
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4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8' -6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect.  26-62 
of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that,  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  _  is 
granted  under  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  an  R3-2  district,  the  erection  of  a  two-story 
and  basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  12,  1971,”  5  sheets,  “December  2,  1971,” 
2  sheets,  and  “December  10,  1971,”  3  sheets;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  bv  law,  and 
all  laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution. 


36-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofano, 
contract  vendee. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  two  story  and  basement  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio,  lot  area  per  room  and  with 
accessory  parking  and  porch  within  the  front  yard. 
PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  Northwest  corner  and  1345  to  1389 
East  56th  Street,  Block  7854,  Lot  27,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  591/1971, 
reads • 


“1.  The  proposed  building  exceeds  the.  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R.  .  . 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 

obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R.  _  .  . 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of .  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story 
and  basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  12,  1971,”  5  sheets,  “December  2,  1971,” 
2  sheets,  and  “December  10,  1971,”  3  sheets;  on  ftirther 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  anv  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


37-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo¬ 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room  and  with  acces¬ 
sory  parking  and  porch  within  the  front  yard. 
PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  56,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin.  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


MINUTES 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletijn;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
reads  danuary  actin&  on  N.B.  Applic.  609/1971, 

.!•  The  proposed  building  exceeds  the  maximum 
permitted  k.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R.  y 

2.  The  proposed  building  has  less  than  the  minimum 
i  equired  Open  Space  Ratio  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect.  26- 
62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  W  hereas,  the  Board  has  determined  that  the  evidence 
m  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
heieby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story  and 
basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  12,  1971,”  5  sheets,  “December  2,  1971  ”  2 
sheets,  and  ‘  December  10,  1971,”  3  sheets ;  on  further  con¬ 
dition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
•aws,.  rules  and  regulations  shall  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


38-72-BZ 


APPLICANT— Buckley  and  ICisseloff  for  Michael  Garo- 
tano,  contract  vendee. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room  and  with  acces¬ 
sory  parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M.  1246  to  1288 

£.th  Str^?t’  ,n0£&Vest  corner  and  1345  to  1389  East 
Rh  Street,  Block  /854,  Lot  57,  Borough  of  Brooklvn 
Community  Board  #18.  ^ 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo 
fior  Opposition:  None. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  . . q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  608/1971, 
reaas ! 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within 
a.  required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a.  minimum  area  of  200  S.F.  and  a  mini- 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect.  26-62 

OI  Z.xv. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district  the  erection  of  a  two-story  and 
basement  two- family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 

Pe/  r?°m  ^nd  Wlth  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  12  1971,”  5  sheets,  “December  2,  1971,”  2 
sheets,  and  December  10,  1971,”  3  sheets ;  on  further  condition 
that  the  occupancy  of  these  two-family  dwellings  shall  not  be 
modified  to  be  increased  at  any  time  to  three  or  more  fam- 
ilies  unless  otherwise  provided  by  law,  and  all  laws,  rules 
and  regulations  shall  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  of  the  date  of  this 
resolution. 


39-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 
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PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  58,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  607/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  per¬ 
mitted  obstruction  within  a  required  front  yard  and  is 
contrary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'-6"  wide 
for  each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story  and 
basement  two-family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  August  12,  1971,”  5  sheets,  “December  2,  1971,” 
2  sheets,  and  “December  10,  1971,”  3  sheets;  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution. 


40-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 


SUBJECT — Application  January  19,  1972- — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  59,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


- -  - -  r  —  ' 

Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in 
the  Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  606/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect.  26- 
62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  two-story  and 
basement  two-familv  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  with  accessory  parking  and  porch 
within  the  front  yard,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  August  12,  1971,”  5  sheets,  “December  2,  1971,” 
2  sheets,  and  “December  10,  1971,”  3  sheets  on  further 
condition  that  the  occupancy  of  these  two-family  dwellings 
shall  not  be  modified  to  be  increased  at  any  time  to  three 
or  more  families  unless  otherwise  provided  by  law,  and  all 
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laws,  rules  and  regulations  shall  be  complied  with  and 
and  substantial  construction  be  completed  within  one  year 
of  the  date  of  this  resolution. 


41-72-BZ 


APPLICANT — Buckley  and  Kisseloff  for  Michael  Gara- 
fano,  contract  vendee. 

SUBJECT  Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio  has  less  than  the  required 
open,  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  60,  Borough  of  Brooklyn 
Community  Board  #18. 

APPEARANCES— 

hor  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo 
kor  Opposition:  None 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  197^,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  605/1971, 
reads  1 

7;  proposed  building  exceeds  the  maximum 
permittedF.A.R  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  Open  Space  Ratio’  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum.  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.  R. 

4.  The  proposed  porch  (balcony)  is  not  a  per¬ 
mitted  obstruction  within  a  required  front  yard  and  is 
contrary  to  Sect.  23-44  of  Z.  R. 

5.  The  proposed  accessory  parking  space  within 
a  requried  front  yard  is  contrary  to  Sect.  23-44  of  Z.  R. 

.  P-  Provide  a  minimum  area  of  200  S.  F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'-6"  wide 

street  parking  space  as  per 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 

SerFnn°7?  SVPPf  *2  ^  bndlIr?s  required  to  be  made  under 
f  °f  the-  Zcnnng  Resolution,  and  that  the  appli- 

d?ffirn1tthererif/ re  entltled  t0  re,lief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Res°lved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each,  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso- 
2"’  and  that  the  application  be  and  it  hereby  is  granted 
J  rp  ef?.nt  72-21  of  the.  Zoning  Resolution,  to  permit 

vn  fwi2  djS  Jr  '  the,  erectlon  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 


per  room  and  with  accessory  parking  and  porch  within 
die  front  yard,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
August  12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets 
and  December  10,  1971,”  3  sheets;  on  further  condition 
that  the  occupancy  of  these  two-family  dwellings  shall  not 
be  modified  to  be  increased  at  any  time  to  three  of  more 
tamdies  unless  otherwise  provided  by  law,  and  all  laws, 
lules  and  regulations  shall  be  complied  with  and  substantial 
construction  be  completed  within  one  year  of  the  date  of 
this  resolution. 


42-72-B  Z 


APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
tano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
1  ork  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story,  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard.  s 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
,no£ohrYest  corner  and  1345  t0  1389  East 
ColmSy  Boi°rd  #18  '  B°r0"Sh  °f  Br°°klyn’ 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
hor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  r 

Negative :  . ‘  ]  . . . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
Bulletin Uaand15’  197 2’  aftCr  due  notice  publication  in  the 

W*rAS’  th?  d™  of  the  Borough  Superintendent, 
nxicL  .^anUary  ld’  1972,  acting  on  N.B.  Applic.  604/1971, 

7;  jT^e  Pr°P°seci  building  exceeds  the  maximum 

L“3F1«  of\  *  “  “-2  distric‘  a"d  is 

?•  77^  Pr°P°se'd  building  has  less  than  the  minimum 
required  Open  Space  Ratio’  for  an  R3-2  district  and 
is  contrary  to  Section  23-141  of  Z.  R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  Lot  Area/Room’  for  an  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.  R. 

Tbe  Proposed  porch  (balcony)  is  not  a  permitted 

trary’to’sectT1^^  fr°nt  yard  and  is 

iTfe  Pr°P°s,ed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z  R 
.  P-  Provide  a  minimum  area  of  200  S.  F  and  a 
minimum  size  parking  stall  of  18’  long  and  8’  -  6"  wide 

26-62aof  ZCR  ”SOry  °ff  StreCt  Parking  SpaCC  aS  per  Sect 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 

Sectioen°r72  rfquired  to  be  made 

Section  72-21  of  the  Zoning  Resolution,  and  that  the  aooli 

ffiffir,  11|fther?7re  Cntltled  t0  rdief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  per  room  and  with  accessory  parking  and  porch  within 
the  front  yard,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Au¬ 
gust  12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets,  and 
“December  10,  1971,”  3  sheets;  on  further  condition  that  the 
occupancy  of  these  two-family  dwellings  shall  not  be  modi¬ 
fied  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws,  rules  and 
regulations  shall  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this 
resolution. 


43-72-BZ 

APPLICANT — Buckley  and  Ivisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  and  basement  two  family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room  and  with  acces¬ 
sory  parking  and  porch  within  the  front  yard. 
PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  62,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Carlleo. 
For  Opposition:  None. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R3-2  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.  B.  Applic.  603/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.  R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.  R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.  R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.  R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.  R. 

6.  Provide  a  minimum  area  of  200  S.  F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'-6"  wide 
for  each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  two-story  and  basement  two- 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio,  lot  area  per 
room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  August 
12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets,  and 
“December  10,  1971,”  3  sheets;  on  further  condition  that 
the  occupancy  of  these  two-family  dwellings  shall  not  be 
modified. to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws,  rules  and 
regulations  shall  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  of  the  date  of  this 
resolution. 


44-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  63,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

i\ffirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.  B.  Applic.  602/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary  to 
Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.R. 
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4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
^  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that_  the  application  be  and  it  hereby  is  granted  under 
Section  /2-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  two-story  and  basement  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
with  accessory  parking  and  porch  within  the  front  yard,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  August  12,  1971,”  5  sheets, 
December  2,  1971,’  2  sheets,  and  “December  10,  1971,”  3 
sheets ,  on  fwthev  condition  that  the  occupancy  of  these  two- 
family  dwelling’s  shall  not  be  modified  to  be  increased  at  any 
time  to  three  or  more  families  unless  otherwise  provided  by 
law,  and  all  laws,  rules  and  regulations  shall  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


45-72-BZ  - 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling,  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  64,  Borough  of  Brooklyn 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Carlleo. 
for  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
ebruary  15,  1972,  after  due  notice  by  publication  in  the 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.  B.  Applic.  601/1971, 
reads  i 

.1-  ^he  proposed  building  exceeds  the  maximum 
permitted  F  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.  R. 


2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.  R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot.  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.  R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.  R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.  R. 

6.  Provide  a  minimum  area  of  200  S.  F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect.  26-62 
of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section.  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two- family  dwelling  that  exceeds  the  permitted  floor  are; 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to  draw- 
mgs  filed  with  this  application  marked  “Received  Aujjusi 

1  ’  1 97Yn  “December  2,  1971,”  2  sheets,  and  ‘De¬ 

cember  10,  1971,  3  sheets ;  on  further  condition  that  the  oc¬ 
cupancy  of  these  two-family  dwellings  shall  not  be  modified 
to  be  increased  at  any  time  to  three  or  more  families  unless 
otherwise  provided  by  law,  and  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


46-72-BZ 

APPLICANT  Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
peimitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking: 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
r/a/u  £th  northwest  corner  and  1345  to  1389  East 

h  Street,  Block  7854,  Lot  65,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  Kisseloff  and  Rudolph  Caroleo. 
Bor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . .  e 

Negative:  . ’ . q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
Bulletin  ^and 15’  972’  aftCr  duC  notice  by  Publication  in  the 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  600/1971, 
reads : 

“1.  The  proposed  building  exceeds  the.  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a 
minimum  size  parking  stall  of  18'  long  and  8'-6"  wide 
for  each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  ndings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and  /or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted,  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  August 
12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets,  and  “De¬ 
cember  10,  1971,”  3  sheets.;  on  further  condition  that  the 
occupancy  of  these  two-family  dwellings  shall  not  be  modi¬ 
fied  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwsie  provided  by  law,  and  all  laws,  rules  and 
regulations  shall  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this  resolu¬ 
tion. 


47-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two- 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1346  to  1389  East 
56th  Street,  Block  7854,  Lot  66,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and  Com¬ 
missioner  Nolan  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.  B.  Applic.  599/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary  to 
Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the.  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within 
a  required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  two-story  and  basement  two- 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio,  lot  area  per 
room  and  with  accessory  parking  and  porch  within  the  front 
yard,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  August  12, 
1971,”  5  sheets,  “December  2,  1971,”  2  sheets,  and  “Decem¬ 
ber  10,  1971,”  3  sheets;  on  further  condition  that  the  occu¬ 
pancy  of  these  two-family  dwellings  shall  not  be  modified  to 
be  increased  at  any  time  to  three  or  more  families  unless 
otherwise  provided  by  law,  and  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 


48-72-BZ 
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56th  Street,  Block  7854,  Lot  67,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  ’  ’  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  598/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.  A.  R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.  R. 

2.  The  proposed  building  has  less  than  the  minimum 
required  ‘Open  Space  Ratio’  for  an  R3-2  district  and  is 
contrary  to  Section  23-141  of  Z.  R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.  R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.  R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.  R. 

6.  Provide  a  minimum  area  of  200  S.  F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Res¬ 
olution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition _  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received 
August  12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets, 
and  December  10,  1971/’  3  sheets;  on  further  condition 
that  the  occupancy  of  these  two-family  dwellings  shall  not  be 
modified  to  be  increased  at  any  time  to  three  or  more  fami¬ 
lies  unless  otherwise  provided  by  law,  and  all  laws,  rules 
and  regulations  shall  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  of  the  date  of  this 
resolution. 


49-72-BZ 

APPLICANT — Buckley  anl  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 


SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  with  accessory 
parking  and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  68,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . . .  5 

Negative:  . 0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  13,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

V  hereas,  the  decision  of  the  Borough  Superintendent 
dated  January  13,  1972,  acting  on  N.B.  Applic.  597/1971 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

4  The  proposed  porch  (balcony)  is  not  a  permit¬ 
ted  obstruction  within  a  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
zo-o2  of  Z.R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
^  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
ts  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
,ieieby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
un.  er  .^ection.  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  KJ-2  district .  the  erection  of  a  two-story  and  basement 
two-tamily  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area  per 
room  and  with  accessory  parking  and  porch  within  the  front 
cij’  condition  that  all  work  shall  conform  to  drawings 
TFF  „wr  ,  this  application  marked  “Received  August  12 

h97  in5iS?e»%<<Pecember  ?’  1971  ”  2  sheets-  and  “Decem¬ 
ber  10,  1971,  3  sheets;  on  further  condition  that  the  occu¬ 
pancy  of  these  two-family  dwellings  shall  not  be  modified 
to  be  increased,  at  any  time  to  three  or  more  families  unless 
otherwise  provided  by  law,  and  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution 
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50-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Gara- 
fano,  Contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  69,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caraleo. 
For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 

Bulletin;  and  . 

Whereas  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.  B.  Applic.  596/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R.  .  . 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  minimum 
required  ‘Lot  Area/Room’  for  an  R3-2  district  and  is 
contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 

obstruction  within  a  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  Z.R.  ,  . 

5.  The  proposed  accessory  parking  space  within 
a  required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8' -6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received 
August  12,  1971,”  5  sheets,  “December  2,  1971,”  2  sheets, 


and  “December  10,  1971,”  3  sheets;  on  further  condition 
that  the  occupancy  of  these  two-family  dwellings  shall  not 
be  modified  to  be  increased  at  any  time  to  three  or  more 
families  unless  otherwise  provided  by  law,  and  all  laws, 
rules  and  regulations  shall  be  complied  with  and  substan- 
tial  construction  be  completed  within  one  year  of  the  date 
of  this  resolution. 


51-72-BZ 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
56th  Street,  Block  7854,  Lot  70,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . •• .  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and  _  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Aplic.  595/1971, 
reads : 

“1.  The  proposed  building  exceeds  the  maximum 
permitted  F.A.R.  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  ‘Lot  Area/Room’  for  an  R3-2  district 
and  is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permit¬ 
ted  obstruction  within  a  required  front  yard  and  is 
contrary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R.  _ 

6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
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under  Section  /2-21  of  the  Zoning  Resolution,  to  permit  in 
an  district,  the  erection  of  a  two-story  and  basement 

two-tamily  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front .  yard,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  Au¬ 
gust  12,  1971  5  sheets,  "December  2,  1971,’’  2  sheets,  and 

December  10,  19/ 1,  ’  3  sheets ;  on  further  condition  that  the 
occupancy  of  these  two-family  dwellings  shall  not  be  modified 
to  be  increased  at  any  time  to  three  or  more  families  unless 
otherwise  provided  by  law,  and  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


52-72-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fano,  contract  vendee. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
}  °.rk  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
pei  nutted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246  to  1288 
East  57th  Street,  northwest  corner  and  1345  to  1389  East 
J?th  Street,  Block  7854,  Lot  71,  Borough  of  Brooklyn, 
Community  Board  #18. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff  and  Rudolph  Caroleo. 
tor  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative :  . . .  0 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
ebruary  15,  197—,  after  due  notice  by  publication  in  the 
Bulletin;  and 

a  W,1™5 6’  tllf0  decision  of  the  Borough  Superintendent, 
dated  January  13,  1972,  acting  on  N.B.  Applic.  594/1971, 
reads i 

proposed  building  exceeds  the  maximum 
permitted  F  A.  R  for  an  R3-2  district  and  is  contrary 
to  Sect.  23-141  of  Z.  R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.  R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Lot  Area/Room’  for  jm  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.  R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  contrary 
to  Sect.  23-44  of  Z.  R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.  R. 

6.  Provide  a  minimum  area  of  200  S.  F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 

?6-<V  ofCZSORy  °ff  StreCt  parking  space  as  Per  Sect. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
section  /2-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
giants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section.  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  two-story  and  basement 
two-family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  with  accessory  parking  and  porch  within  the 
front  yard,  on  condition  that  all  work  shall  conform  to  draw- 
TP,  wffh  this  application  marked  “Received  August 
12,  l971’  5  sheets,  “December  2,  1971,”  2  sheets,  and  “De¬ 
cember  10,  19/1,”  3  sheets;  on  further  condition  that  the 
occupancy  of  these  two-family  dwellings  shall  not  be  modi¬ 
fier.  to  be  increased  at  any  time  to  three  or  more  families 
unless  otherwise  provided  by  law,  and  all  laws,  rules  and 
regulations  shall  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this  reso¬ 
lution. 


53-72-BZ  - 

APPLICANT— Buckley  and  Kisseloff  for  Michael  Gara- 
tano,  contract  vendee. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  with  accessory  parking; 
and  porch  within  the  front  yard. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246  to  1288 
Past  57th  Street,  northwest  corner  and  1345  to  1389  East 
J?th  Street,  Block  7854,  Lot  72,  Borough  of  Brooklyn 
Community  Board  #18. 

APPEARANCES— 

For  Applicant:  Samuel  Kisseloff  and  Rudolph  Caraleo. 
fior  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative :  . . .  o 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
February  15  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
reads  •  ^anUary  13’  1972’  acting  on  N-  B-  Applic.  593/1971, 

^he  proposed  building  exceeds  the  maximum 
permitted  F.A  R  for  an  R3-2  district  and  is  contrary  to 
Sect.  23-141  of  Z.R. 

2.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Open  Space  Ratio’  for  an  R3-2  district 
and  is  contrary  to  Section  23-141  of  Z.R. 

3.  The  proposed  building  has  less  than  the  mini¬ 
mum  required  Lot  Area/Room’  for  an  R3-2  district  and 
is  contrary  to  Sect.  23-222  of  Z.R. 

4.  The  proposed  porch  (balcony)  is  not  a  permitted 
obstruction  within  a  required  front  yard  and  is  con¬ 
trary  to  Sect.  23-44  of  Z.R. 

5.  The  proposed  accessory  parking  space  within  a 
required  front  yard  is  contrary  to  Sect.  23-44  of  Z.R. 
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6.  Provide  a  minimum  area  of  200  S.F.  and  a  mini¬ 
mum  size  parking  stall  of  18'  long  and  8'-6"  wide  for 
each  accessory  off  street  parking  space  as  per  Sect. 
26-62  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  records  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  two-story  and  basement  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
with  accessory  parking  and  porch  within  the  front  yard,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  August  12,  1971,”  5  sheets, 
“December  2,  1971,”  2  sheets,  and  “December  10,  1971,  3 

sheets ;  on  further  condition  that  the  occupancy  of  these  two- 
family’  dwellings  shall  not  be  modified  to  be  increased  at  any 
time  to  three  or  more  families  unless  otherwise  provided  by 
law,  and  all  laws,  rules  and  regulations  shall  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  maintenance  of  an  accessory  garage 
to  a  one-family  dwelling  that  encroaches  on  the  required 
front  and  side  yards ;  on  condition  that  all  work  shall  con¬ 
form  to  the  drawings  filed  with  this  application  marked 
“Received  September^,  1971,”  4  sheets,  and  on  further  con¬ 
dition  that  the  one  car  accessory  garage  will  not  be  used 
for  commercial  activity  of  any  kind,  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with  and  substantial 
construction  be  completed  within  one  year  of  the  date  of  this 
resolution. 

Adjourned:  12:30  P.M. 

James  P.  Mulroy,  Secretary 


594-71-BZ 

APPLICANT— Albert  Melniker  for  Thomas  Paccione, 
owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of 
an  accessory  garage  to  a  one  family  dwelling,  that  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 40  Giffords  Lane,  northwest 
corner  of  Baltimore  Street,  Block  5436,  Lot  28,  Great 
Kills.  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  Frank  C.  LeBlon  and  William  E. 
Pellegrino. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  Februarv  1,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  February  15,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971,  acting  on  N.B.  Applic.  835/1967, 
reads : 

“13.  Minimum  5'-0"  side  yard  required  per  Sec. 
23-461  Z.R.  or  locate  garage  as  per  23-441  Z.R. 

14.  Front  yard  required  per  Sec.  23-45  Z.R.  (Cal. 
No.  754-67-A  was  approved  by  the  Board  of  Standards 
and  Appeals  Feb.  27,  1968  and  printed  in  Bulletin  No. 
10  Vo!.  LIII).” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  15,  1972, 

2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 

234-37-SA 

APPLICANT — Rasol  Industries  Company,  Incorporated, 
Subsidiary  of  Acme  Heat  and  Power  Incorporated,  owner. 
APPEARANCES — For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

N  egative :  . •  • .  0 

Absent:  Chairman  Galvin  ...■■ .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
234-37-SA — Amendment  to  resolution  as  to  change  of 
owner-manufacturer  and  change  of  model  designation. 

Acme  Heat  and  Power  Incorporated,  Brooklyn,  New 
York  requested  that  the  resolution  adopted  July  7,  1937  and 
as  amended  through  October  4,  1949  under  Calendar  234- 
37-SA  be  reopened  so  as  to  show  a  change  of  owner-manu¬ 
facturer  and  change  of  model  designation. 

PROPOSED  USE:  Oil  burners. 

DESCRIPTION :  There  has  been  no  change  in  the  burners, 
the  request  is  to  show  a  change  in  model  designation  onlv. 
The  Model  D  has  been  changed  to  Model  DA,  J  to  JA,  H 
to  HA  and  K  to  KA. 

The  applicant  has  also  submitted  an  affidavit  showing  the 
ultimate  owner-manufacturer  is  Rasol  Industries  Company, 
Incorporated,  Subsidiary  of  Acme  Heat  and  Power  Incor¬ 
porated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  7,  1937  and  as 
amended  through  October  4,  1949  under  Calendar  234-37-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Rasol  Indus¬ 
tries  Company  Incorporated,  Subsidiary  of  Acme  Heat  and 
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Power  Incorporated  and  to  show  a  change  of  model  desig¬ 
nation,  new  designation  being  Models  DA,  JA,  HA  and 
KA  on  condition  that  the  requirements  of  the  resolution 
adopted  July  7,  1937  and  as  amended  through  October  4, 
1949  under  Calendar  234-37-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of.  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this  Cal¬ 
endar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1013-57-SM 

APPLICANT— Certain-Teed  Saint  Gobain  Insulation  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant:  W.  A.  Jensen. 

AC1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 
Nolan  .  4 

Negative :  . 0 

Absent :  Chairman  Galvin  . 1 

THE  RESOLUTION— 

i die  rePor^  a  Committee  on  Test  reads: 
1013-57-SM— Amendment  to  resolution  as  to  change  of 

owner-manufacturer. 

Certain-Teed  Saint  Gobain  Insulation  Corporation,  Edison 
/ersey,  requested  that  the  resolution  adopted  March 
a  i  mVrn-7d  as  amended  through  July  21,  1959  under  Calen¬ 
dar  1013-57-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer. 

PROPOSED  USE:  Incombustible  acoustical  tile. 
DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacturer  of  the  tile. 

Ceitain-Teed  Saint  Gobain  Insulation  Corporation  have 
submitted  an  affidavit  showing  the  various  transfers  up  until 
December  31,  1970  at  which  time  the  surviving  corporation 
is  known  as  Certain-Teed  Saint  Gobain  Insulation  Corpora¬ 
tion.  v 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  31,  1959  and  as 
amended  through  July  21,  1959  under  Calendar  1013-57-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer  ;  new  owner-manufacturer  being  Certain-Teed 
oamt  Gobain  Insulation  Corporation  on  condition  that  the 
requirements  of  the  resolution  adopted  March  31.  1959  and 
as  amended  through  July  21,  1959  under  Calendar  1013-57-SM 
are  complied  with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resovled,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1407-61-SA 

APPLICANT— Singer  Company,  Layne  and  Bowler  Di¬ 
vision,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice.  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  5 

Negative:  . ’ "  q 

Absent :  Chairman  Galvin  .  j 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1407-61-SA— Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Singer  Company,  Layne  and  Bowler  Divisions,  Memphis, 
Tennessee,  requested  that  the  resolution  adopted  May  8, 
1962  under  Calendar  1407-61-SA  be  reopened  and  amended 
so  as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Transfer  pump. 

DESCRIP1  ION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  pumps. 

Singer  Company  have  submitted  an  affidavit  showing  that 
they  purchased  all  rights,  assets,  etc.  of  Layne  and  Bowler 
Incorporated  and  the  name  of  the  new  owner-manufacturer 
is  Singer  Company,  Layne  and  Bowler  Division. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  lesolution  adopted  May  8,  1962  under  Calen¬ 
dar  1407-61-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer,  new  owner-manufacturer 
being  Singer  Company,  Layne  and  Bowler  Division  on  con- 
aitlon  that  the  requirements  of  the  resolution  adopted  May 
8,  196-  under  Calendar  1407-61-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  proceses  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  to  be  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 
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(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director. 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards.  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


48-69-SA 

APPLICANT— Lad  Tool  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Resolution  amended  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

N  egative :  . 0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
48-69-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Ladd  Tool  Company,  Incorporated,  West  Chester,  Penn¬ 
sylvania  requested  that  the  resolution  adopted  April  29,  1970 
under  Calendar  48-69-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Powder  actuated  tool. 

DESCRIPTION :  There  has  been  no  changes  in  the  ma¬ 
terial  used  nor  in  the  method  of  manufacture  of  the  tool. 

Ladd  Tool  Company,  Incorporated  have  submitted  an 
affidavit  showing  that  they  have  purchased  all  rights,  assets 
etc.  of  Model  UTI  Stud  Fastening  System  from  U.  S.  Ex¬ 
pansion  Bolt  Company,  York,  Pennsylvania  and  that  they 
are  the  owner -manufacturer  of  the  system. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  29,  1970  under 
Calendar  48-69-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer,  new  owner-manufacturer 
being  Ladd  Tool  Company,  Incorporated  on  condition  that 
the  requirements  of  the  resolution  adopted  April  29,  1970 
under  Calendar  48-69-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approval  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 


657-71-SM 

APPLICANT — Nick  Fate  for  Crosby-Laughlin,  owner. 

APPEARANCES— 

For  Applicant:  James  F.  Reid. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . . .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
657-71-SM — Crosby-Laughlin,  Fort  Wayne,  Indiana,  filed 
for  approval  of  the  S-421  Wedge  Socket  under  the  provisions 
of  New  York  City  Local  Law  No.  73. 

PROPOSED  USE:  Wedge  inserted  in  socket  to  secure  the 
end  of  a  wire  rope. 

DESCRIPTION :  The  steel  assembly  consists  of  a  tapered 
socket,  wedge,  and  pin.  Wire  rope  is  wrapped  around  the 
wedge  and  both  are  wedged  into  the  socket  to  form  a  terminal 
fitting.  The  wire  rope  is  withdrawn  from  the  smaller  open¬ 
ing  of  the  socket,  the  opposite  opening  from  which  the  wedge 
is  inserted.  Loading  upon  the  rope  forces  the  wedge  deeper 
into  the  socket.  Rated  load  limits  and  test  load  limits  for  the 
different  sizes  of  wedges  are  as  follows : 

Catalogue  Ultimate 

Size  (inches)  Strength  (tons)  Strength  (tons) 


H 

3.5 

6.3 

y2 

6:0 

11.8 

H 

9.5 

17.0 

3A 

14.0 

26.5 

Vs 

19.0 

37.4 

1 

24.5 

43.9 

1% 

31.0 

61.5 

m 

38.0 

76.1 

The  ultimate  strengths  listed  above  represent  loads  at  which 
failure  of  the  cables  held  by  the  wedges  occurred  and  repre¬ 
sent  limitations  of  the  cables.  Ultimate  strengths  of  the 
wedges  are  established  as  at  least  as  much  but  possibly  con¬ 
siderably  higher. 

INSPECTION  AND  TEST :  The  ultimate  strengths  listed 
above  were  established  by  tests  conducted  by  Oklahoma  Test¬ 
ing  Laboratories  and  the  Detroit  Testing  Laboratory. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  S-421  Wedge  Socket  to  be  used 
in  accordance  with  the  catalogue  strengths  listed  above  under 
the  provisions  of  New  York  City  Local  Law  No.  73.  The 
wedges  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  657-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 
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(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

683-71-SA 

APPLICANT — Kweller  and  Dubin  Associates  for  Har¬ 
vest  Consolidated  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


Technical  Specifications 

Units 

Capacity 

pounds 

Cleaning  Cylinder : 

Diameter 

inches 

Depth 

inches 

Cubic  Capacity 

cubic  ft. 

Washing  Ratio 

No.  of  Agitators 

(Stainless  Steel) 

Low-Speed 

Clean  and  Dry 

rpm 

High-Speed  Spin-Dry 

rpm 

Washing  Motor  Power 

hp 

Cerntrifugal  Motor  Power 

hp 

Pump  Motor  Power 

hp 

Ventilator  Motor  Power 

hp 

Filter  Motor  Power 

hp 

Electric  Dryer 

kw 

Solvent  Consumption 

Filtering  Surface 

ft2 

Ventilation 

ft3/min 

Pump  Capacity 

gal/hr 

Filter  Capacity 

gal 

Tank  Capacity  Tank  1 

gal 

Tank  2 

gal 

Tank  3 

gal 

Tank  4 

gal 

Recharge  Capacity 

gal 

Unit  Size  Length 

inches 

Width 

inches 

Height 

inches 

Empty  Machine  Weight 

pounds 

Electric  Power  Required 

kw 

Operation  Cycle 

minutes 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  . *"[’*"’]  q 

Absent :  Chairman  Galvin  . ’  ’  \ 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
683-71-SA— Kweller  and  Dubin  Associations,  Jamaica,  New 
York,  for  Harvest  Consolidated  Industries,  Incorporated, 
Buffalo,  New  York,  filed  for  approval  of  Universal  Dry 
Cleaning  Machines,  Models  Genoa  I,  II,  III,  IV;  Napoli  I, 
II,  III,  Milano  I,  II,  Roma  I,  II,  III,  IV  under  the  pro¬ 
visions  of  the  Dry  Cleaning  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  (Calendar  Numbers  156-62-SR  and  432- 
62-SR)  and  C26-7050  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Coin  operated  and  non-coin  operated 
dry  cleaning  machines. 

DESCRIPTION :  The  dry  cleaning  machines  use  a  per- 
chlorethylene  solvent.  Details  are  as  follows: 


Genoa-I 

Genoa-I  I 

Genoa-Ill 

Gneoa-IV 

12 

12 

15 

15 

24.7 

24.7 

27.5 

27.5 

15.7 

15.7 

16.3 

16.3 

4.4 

4.4 

5.5 

5.5 

1/20 

1/20 

1/20 

1/20 

3 

3 

3 

3 

46 

46 

42 

42 

405 

405 

430 

430 

0.45 

0.45 

0.60 

0.60 

1.4 

1.4 

2.0 

2.0 

0.7 

0.7 

1.2 

0.9 

0.9 

1.2 

1.2 

1.2 

1.5 

1.5 

4.5 

4.5 

6.0 

6.0 

4-6% 

4-6% 

4-6% 

4-6% 

59.0 

59.0 

69.5 

69.5 

250 

250 

285 

285 

1570 

1570 

1700 

1700 

15.8 

15.8 

17.2 

17.2 

26.2 

26.2 

34.0 

34.0 

31.5 

31.5 

34.0 

34.0 

/ 

/ 

/ 

34.0 

/ 

/ 

/ 

/ 

25.0 

25.8 

25.8 

25.8 

47.5 

63 

63 

79 

40 

41.5 

41.5 

41.5 

75 

78.5 

78.5 

78.5 

2650 

3100 

3100 

3100 

6 

7 

7 

7 

25 

25 

25 

25 
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Technical  Specifications 

Units 

Capacity 

pounds 

Cleaning  Cylinder : 

Diameter 

inches 

Depth 

inches 

Cubic  Capacity 

cubic  ft. 

Washing  Ratio 

No.  of  Agitators 

(Stainless  Steel) 

Low- Speed 

Clean  and  Dry 

rpm 

High-Speed  Spin-Dry 

rpm 

Washing  Motor  Power 

hp 

Centrifugal  Motor  Power 

hp 

Pump  Motor  Power 

hp 

Ventilator  Motor  Power 

hp 

Filter  Motor  Power 

hp 

Electric  Dryer 

kw 

Solvent  Consumption 

Filtering  Surface 

ft2 

Ventilation 

ft3/min 

Pump  Capacity 

gal/hr 

Filter  Capacity 

gal 

Tank  Capacity  Tank  1 

gal 

Tank  2 

gal 

Tank  3 

gal 

Tank  4 

gal 

Recharge  Capacity 

gal 

Unit  Size  Length 

inches 

Width 

inches 

Height 

inches 

Empty  Machine  Weight 

pounds 

Electric  Power  Required 

kw 

Operation  Cycle 

minutes 

Technical  Specifications 
Capacity 

Cleaning  Cylinder : 
Diameter 
Depth 

Cubic  Capacity 
Washing  Ratio 

No.  of  Agitators 
(Stainless  Steel) 

Low- Speed 

Clean  and  Dry 

High-Speed  Spin-Dry 
Washing  Motor  Power 
Centrifugal  Motor  Power 
Pump  Motor  Power 
Ventilator  Motor  Power 
Filter  Motor  Power 
Electric  Dryer 
Solvent  Consumption 
Filtering  Surface 
Ventilation 
Pump  Capacity 
Filter  Capacity 

Tank  Capacity  Tank  1 
Tank  2 
Tank  3 
Tank  4 

Recharge  Capacity 

Unit  Size  Length 
Width 
Height 

Empty  Machine  Weight 
Electric  Power  Required 
Operation  Cycle 


Napoli- 1 

Napoli-II 

Napoli-III 

20 

25 

28 

29.5 

31.5 

33.5 

17.7 

19.7 

19.7 

7.1 

8.85 

10.0 

1/20 

3 

3 

3 

42 

42 

42 

430 

430 

430 

0.60 

0.80 

1.2 

2.0 

2.5 

2.5 

1.2 

1.2 

1.2 

1.2 

1.8 

1.8 

1.5 

1.8 

1.8 

6.0 

6.0 

6.0 

4-6% 

4-6% 

4-6% 

69.5 

80.5 

80.5 

285 

350 

350 

1700 

1830 

2100 

17.2 

18.4 

18.4 

34.0 

39.2 

39.2 

34.0 

39.2 

39.2 

34.0 

39.2 

39.2 

/ 

/ 

/ 

25.8 

36.0 

36.0 

79 

84.5 

84.5 

41.5 

47.5 

47.5 

78.5 

78.5 

78.5 

3100 

4000 

4200 

7 

8 

8 

25 

25 

25 

Units 

Milano-I 

Milano-II 

pounds 

32 

41 

inches 

35.4 

40.1 

inches 

19.8 

19.7 

cubic  ft. 

11.3 

14.5 

1/20 

1/20 

3 

3 

rpm 

42 

35 

rpm 

440 

440 

hp 

1.0 

1.5 

hp 

4.0 

4.5 

hp 

1.8 

2.5 

hp 

2.5 

4.0 

hp 

1.5 

2.0 

kw 

4-6% 

4-6% 

ft2 

86-107 

129-150 

ft3/ min 

gal/hr 

gal 

gal 

42.0 

62.5 

gal 

42.0 

46.5 

gal 

42.0 

71.0 

gal 

/ 

/ 

gal 

36.0 

45.0 

inches 

91.5 

95 

inches 

43.5 

49.5 

inches 

78.5 

86.5 

pounds 

kw 

minutes 

25 

25 
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Technical  Specifications  Units 

Capacity  pounds 

Cleaning  Cylinder : 

Diameter  inches 

Depth  inches 

Capacity  cubic  feet 

Washing  Ratio 

Washing  Speed  rpm 

Low-Speed  Spin-Dry  rpm 

High-Speed  Spin-Dry  rpm 

Washing  Motor  Power  hp 

Low-Speed  Spin-Dry  Power  hp 

High-Speed  Spin-Dry  Power  hp 

Pump  No.  1  Power  hp 

Pump  No.  2  Power  hp 

Pump  No.  3  Power  hp 

Filter  Motor  Power  hp 


Type  of  Filter 
Number  of  Filters 

Ventilator  Motor  hp 

Number  of  Ventilators 

Capacity  Tank  1  cral 

Tank  2  £al 

Tank  3  gal 

Tank  4  gal 

Tank  5  gal 

Recharge  Tank  gal 

Unit  Size  Length  inches 

Width  inches 

Height  inches 

Operation  Cycle  minutes 

Steam  Used  per  Cycle  pounds 

Filter  Capacity  gal  /hr 


INSPECTION  AND  TEST:  The  dry  cleaning  machines 
qualify  as  low  hazard  machines  by  using  perchlorethylene 
as  a  solvent  and  comply  with  the  provision  of  the  Rules  of 
the  Board  which  limits  capacity  to  2.8  lbs.  per  cubic  foot. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Universal  Dry  Cleaning  Machines, 
Models  Genoa  I,  II,  III,  IV;  Napoli  I,  II,  III,  Milano  I, 
II,  ROMA  I,  II,  III,  IV  under  the  provisions  of  the  Dry 
Cleaning  Rules  of  the  Board  of  Standards  and  Appeals 
(Calendar  Numbers  156-62-SR  and  432-62-SR)  and  C26- 
705.0  of  the  Building  Code  of  the  City  of  New  York.  The 
dry  cleaning  machines  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calender  Number  683-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


Roma-I 

Roma-II 

Roma-III 

Roma-IV 

80 

80 

80 

80 

51.2 

51.2 

51.2 

51.2 

29.8 

29.8 

29.8 

29.8 

28.4 

28.4 

28.4 

28.4 

1/20 

1/20 

1/20 

1/20 

28 

28 

28 

28 

175 

175 

175 

175 

380 

380 

380 

380 

4.5 

4.5 

4.5 

4.5 

5.0 

5.0 

5.0 

5.0 

10.0 

10.0 

10.0 

10.0 

3.3 

3.3 

3.3 

2.0 

/ 

1.8 

3.3 

3.3 

/ 

1.8 

1.2 

1.8 

2.5 

/ 

2.5 

Metallic 

/ 

Nylon 

Metallic 

Autoflex 

Metallic 

1 

1 

2 

1 

4 

4 

4 

4 

2 

2 

2 

2 

99 

132 

132 

132 

102 

132 

132 

132 

82 

111 

111 

111 

47.5 

111 

111 

111 

/ 

132 

132 

132 

124 

124 

124 

Matic 

142 

142 

142 

142 

71 

71 

71 

71 

103 

103 

103 

103 

25 

25 

25 

25 

44/55 

44-55 

44/55 

44/55 

5300-5800 

5300-5800 

5300-5800 

5300-5800 

718-71-SA 

APPLICANT — Automatic  Burner  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  Prince. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  q 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
718-71-SA — Automatic  Burner  Corporation,  Chicago,  Illinois, 
filed  for  approval  of  Models  FG,  GG,  and  HG  Gas  Burners 
under  the  provisions  of  RS  14-6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Commercial  and  industrial  gas  burners. 
DESCRIPTION :  The  burners  use  natural,  mixed,  or  LP 
gases.  The  different  models  vary  in  details  of  the  combustion 
head.  The  head  is  a  perforated  cone  with  gas  entering  at  the 
base  and  air  passing  through  the  holes.  For  sizes  up  to  2500 
CFH,  the  pilot  and  main  flow  enter  through  the  same  ring 
or  orifices.  Sizes  above  2500  CFH  have  a  separate  set  of 
pilot  orifices  adjacent  to  the  main  orifices  to  assure  a  full 
ring  of  pilot  flame  at  the  base  of  the  cone.  The  cone  is  made 
of  stainless  steel.  The  fan  is  a  squirrel  cage  type.  The  motor 
is  3450  RPM,  60  cycle,  with  different  HP’s  and  voltages  for 
the  different  sizes  of  burners.  The  gas  safety  pilot  is  ignited 
by  an  interrupted  spark  from  a  6,000  volt  shielded  trans- 
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former  with  end  point  grounded.  An  air  flow  switch  proves 
fan  operation  before  the  main  gas  valve  is  energized.  The 
main  gas  valve  is  motor  operated  and  spring  loaded  for  fast 
closing,  slow  opening,  and  a  low  fire  start.  Pressure  regula¬ 
tors  are  furnished  with  a  3"  to  8"  W.C.  outlet  spring  for  the 
small  burners  and  4"  to  12"  W.C.  for  the  larger  burners.  A 
solenoid  type  gas  safety  shutoff  valve  and  a  diaphragm  type 
or  incline  gas  pressure  gauge  are  available.  Controls  include 
an  electronically  programmed  flame  failure  safeguard,  switch¬ 
ing  relays,  control  transformer,  terminal  strip,  indicating 
lights,  pre-purge  and  post-purge  timer,  and  control  circuit 
fuse.  Details  of  the  various  sizes  of  burners  are  as  follows: 

Orifice 
Size  for 

Gas  Input  Motor  Fan  5% 

(CFH)  Motor  HP  Voltage  Diameter  2"  W.C. 


420 

Ms 

120-1 

53,4 

.096 

950 

] 4 

120/240-1 

5y4 

.145 

1500 

120/240-1 

614 

.183 

2500 

l 

120/240-1 

7 

.235 

4000 

2 

208/220/440-3 

83/4 

.300 

7000 

3 

208/220/440-3 

9%6 

.390 

1000 

5 

208/220/440-3 

10 

.470 

INSPECTION  AND  TEST:  The  burners  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (MP649). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  FG,  GG,  and  HG  Gas  Burners 
under  the  provisions  of  RS  14-6  of  the  Building  Code  of  the 
City  of  New  York.  The  burners  shall  be  permanently  labeled  : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  718-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


719-71-SA 

APPLICANT — Milton  Roy  Company,  owner. 

APPEARANCES— 

For  Applicant :  Harry  B.  Stanley. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
719-71-SA — Milton  Roy  Company,  Philadelphia,  Pennsyl¬ 


vania,  filed  for  approval  of  mRoy  Controlled  Volume  Pumps, 

R  and  FR  Series,  Simplex  and  Duplex,  under  the  provisions 
of  C26-107.2  and  RS  16,  P107.23  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Metering  pump  for  chemically  treating 
potable  water. 

DESCRIPTION :  The  in/Roy  pump,  both  simplex  and 
duplex  type,  has  a  totally  enclosed  drive  with  all  parts  oper¬ 
ating  in  oil.  Its  discharge  volume  can  be  adjusted  over  its 
full  range. 

The  pump  uses  a  piston  operating  at  a  fixed  stroke  to 
develop  a  hydraulic  pressure.  The  pressure  actuates  a  flexi¬ 
ble  hydraulically  balanced  diaphragm  made  of  Teflon  forcing 
it  outward  against  the  liquid  being  pumped.  Double  ball  check 
valves  are  used  on  the  suction  and  discharge  ends  of  the  pump 
for  accurate  pumping.  Discharge  capacity  control  is  estab¬ 
lished  where  the  pump  is  operating  by  adjusting  the  volume 
of  hydraulic  fluid  which  will  by-pass  the  diaphragm  chamber. 

The  discharge  capacity  is  adjusted  from  0  to  100%  by 
rotating  an  adjustment  knob  which  moves  a  control  valve  so 
that  the  by-pass  port  is  closed  at  the  desired  percentage  of  the 
total  piston  stroke.  Thus,  when  the  control  valve  is  adjusted 
to  100%  capacity,  the  by-pass  port  will  be  positioned  so  that 
it  is  opened  at  the  very  end  of  the  suction  stroke.  Then  on 
the  pressure  stroke,  the  by-pass  port  is  immediately  closed, 
imposing  the  entire  piston  displacement  upon  the  flexible 
diaphragm. 

Settings  for  other  capacities  move  the  by-pass  port  into 
the  proper  position  to  achieve  the  desired  discharge  capacity, 
the  excess  hydraulic  fluid  is  by-passed  to  the  oil  reservoir. 

Automatic  control  is  available  by  means  of  a  pneumatic 
positioner. 

The  oil  reservoir  chamber  incorporates  an  air-bleed  device 
to  prevent  vapor  accumulation  that  could  affect  accuracy. 

Each  pump  has  a  built-in  relief  valve  to  protect  it  against 
over-pressure. 

The  m/Roy  A  pump  has  capacities  of  0.89  to  18.3  g.p.h.  in 
simplex  form  and  1.6  to  36.6  g.p.h.  in  duplex. form  with  piston 
diameters  of  7/ie,  14  and  l-%6  inches  and  piston  speed  of  37 
to  117  strokes  per  minute  at  100  psi  discharge  pressure.  A 
l/4  hp.  motor  is  used. 

The  m/Roy  B  pump  has  capacities  of  4.75  to  85  gph  in 
simplex  form  and  9.5  to  170  gph  in  duplex  form  with  piston 
diameters  of  1%o,  %  and  l-%6  inches  and  piston  speeds  of 
48,  72,  96,  and  144  strokes  per  minute  as  100  psi  discharge 
pressure.  A  ^  hp  motor  is  used. 

The  m/Roy  D  pump  is  a  smaller  version  of  the  A  and  B 
pumps  is  made  with  a  .220  inch  diameter  piston  in  both  sim¬ 
plex  and  duplex  models.  Capacities  vary  from  900  c.c/hr.  to 
3060  cc/hr.  at  30  psi  discharge  pressure  and  750  c.c./hr.  to 
2760  c.c./hr.  at  200  psi  discharge  pressure.  Piston  speeds  are 
37,  60  and  117  strokes  per  minute  with  hp.  motor. 

The  Remote  Head  is  designed  for  use  with  any  of  the 
m/Roy  piston  drive  mechanisms  to  develop  the  hydraulic 
pulse  for  pumping.  A  special  control  piston  is  used  to  provide 
a  larger  volume  for  diaphragm  pull-back  on  the  suction 
stroke  to  compensate  for  the  increased  compressibility  of  the 
hydraulic  pulse  system.  This  will  reduce  the  100%  capacity 
rating  at  100  psi  of  each  pump  aproximately  15%  for  the  A 
type  and  6%  for  the  B  type. 

The  remote  head  was  primarily  designed  for  use  with 
underground  tanks  or  tanks  with  only  top  openings  or  to  pro¬ 
vide  thermal  isolation  between  hydraulic — oil  and  liquid 
being  pumped  through  the  diaphragm  chamber. 

Capacities  vary  from  1  to  160  gph  with  maximum  dis¬ 
charge  pressure  of  400  psi. 

The  m/Roy  pumps  and  head  are  available  in  cast  iron  or 
stainless  steel. 

INSPECTION  AND  TEST:  The  pumps  were  approved 
by  the  Board  under  Calendar  Number  427-69-SA  to  be 
used  for  heavy  fuel  oil. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  m/Roy  Controlled  Volume  Pumps, 
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R  and  FR  Series,  Simplex  and  Duplex,  under  the  provisions 
of  C26-107.2  and  RS  16,  P107.23  of  the  Building  Code  of 
the  City  of  New  York  on  condition  that  they  shall  only  be 
used  to  treat  potable  water  after  receiving  the  approval  of 
the  Department  of  Health  and  Board  of  Water  Supply  and 
shall  use  chemicals  as  specified  by  these  departments.  The 
pumps  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  719-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


726-71-SA 


APPLICANT — Anaheim  Manufacturing  Company  Division 
of  the  Tappan  Company,  owner. 

APPEARANCES— 

For  Applicant:  Sy  Sussman. 

ACTION  OF  THE  BOARD — Appliance  approved  in 
accordance  with  the  report  and  recommendation  of  Com¬ 
mittee  on  Test. 


THE  VOTE— 


AffijH^tive :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative :  . 

Absent :  Chairman  Galvin . 


THE  RESOLUTION— 


7o^EcEaAS’  Athe  report  of  a  Committee  on  Test  reads  • 
^W'J-SA— Anaheim  Manufacturing  Company,  Division  of 
the  Tappan  Company,  Anaheim,  California  filed  for  approval 
of  food  waste  disposers  under  the  provisions  of  New  York 
City  Local  Law  No.  14,  1968. 

PROPOSED  USE:  Domestic  food  waste  disposers. 

DESCRIPTION :  The  disposer  is  mounted  in  the  outlet 
of  a  kitchen  sink.  Waste  is  continuously  fed  through  a  34" 
unthreaded  hole  and  is  ground  by  two  impellers  which  are 
mounted  180  degrees  apart  on  a  turntable.  The  disposer 
las  a  cutting  ring.  The  differences  between  the  various 
models  are  as  follows  : 


Model 

Motor 

HP 

Swivel  Arc 
of  Impellers 
(deg.) 

3S90SA 

Vz 

90 

3S90LA 

Vz 

V* 

90 

5S90LA 

90 

5S90SS 

V* 

90 

5S90SA 

V* 

90 

SS36SA 

V* 

360 

5S36LA 

'A 

360 

Hopper 

Depth 

Hopper 

(in.) 

Material 

3 

aluminum 

4J4 

aluminum 

414 

aluminum 

414 

stainless 

3 

steel 

aluminum 

3 

aluminum 

4/4 

aluminum 

Model 

Motor 

HP 

Swivel  Arc 
of  Impellers 
(deg.) 

Hopper 

Depth 

(in.) 

Hopper 

Material 

5S36SS 

TA 

360 

414 

stainless 

SS37LA 

360  (cast  metal) 

4J4 

steel 

aluminum 

5S37SS 

jA 

360  (cast  metal) 

414 

stainless 

GG42 

y4 

0 

3 

steel 

aluminum 

GG45 

iA 

0 

3 

aluminum 

INSPECTION  AND  TEST:  The  food  waste  disposers 
have  been  approved  by  Underwriters’  Laboratories 
(E43256). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  models  of  food  waste  disposers 
listed  above  under  the  provisions  of  New  York  City  Local 
Law  No.  14,  1968,  on  condition  that  they  shall  be  served  by 
separate  sanitary  sewers  tributary  to  a  sewage  treatment 
plant.  The  food  waste  disposers  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Ap- 

726' 71  SA1”6  in  NeW  Y°rk  City  UndCr  Calendar  Number 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approval  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


738-71-SM 

— Crown-Metro,  Incorporated,  subsidiary  of 
UbM  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Fred  G.  Barbaro. 

ACTION  OF  BOARD — -Material  aproved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice.  Chairman  Becker,  Commissioner 
Klem,  Commissioner  Madigan  and  Commissioner 

Nolan  . ^ 

Negative :  .  q 

Absent :  Chairman  Galvin  .  j 

THE  RESOLUTION— 

7^7?Ec^S’  Jthe  report  of  a  Committee  on  Test  reads  : 
/oo-/l-bM  Crown-Metro,  Incorporated,  subsidiary  of  USM 
Corporation,  Providence,  Rhode  Island,  filed  for  approval  of 
Tyran  nameproofing  compound  under  the  provisions  of  the 
F  lameproofing  Rules  of  the  Board  of  Standards  and  Appeals 
(Calendar  Number  294-40- SR). 

PROPOSED  USE:  Flameproofing  compound  for  cotton. 

^  dry  P°w(ier  mixture  of  Fyran  consists 
ot  b/ve  boric  acid,  38%  disodium  phosphate,  and  5%  mono- 


177 


MINUTES 


sodium  phosphate.  The  powder  is  diluted  to  10%  to  25% 
and  applied  to  the  fabric. 

INSPECTION  AND  TEST:  Fyran  was  applied  to  cotton 
and  tested  by  the  Better  Fabrics  Testing  Bureau.'  The  results 
showed  compliance  with  the  Flameproofing  Rules  of  the 
Board. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Fyran  flameproofing  compound  for 
cotton  under  the  provisions  of  the  Flameproofing  Rules  of 
the  Board  of  Standards  and  Appeals  (Calendar  Number 
294-40- SR).  The  containers  of  Fyran  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  738-71- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


INSPECTION  AND  TEST:  The  gas  ranges  have  been 
approved  by  the  American  Gas  Association  (Nos.  l-lo01.701- 
TX,  1-1301. 8.001-TX,  1-1302.8.001-TX,  1-1304.8.001-TX). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  24,  38  and  C38  Series  Royal  Rose  Gas 
Ranges  under  the  provisions  of  RS  14-6  of  the  Building  Code 
of  the  City  of  New  York.  The  gas  ranges  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 

739-71-SA.”  . 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


739-71-SA 

APPLICANT— Kenneth  E.  Rose  for  Columbus  Stove  Com¬ 
pany,  owner. 

APPEARANCES — Kenneth  G.  Rose. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative :  .  0 

Absent :  Chairman  Galvin  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
739-71-SA — Columbus  Stove  Company,.  Columbus,  Ohio, 

filed  for  approval  of  24,  38  and  C38  Series  Royal  Rose  Gas 
Ranges  under  the  provisions  of  RS  14-6  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Domestic  gas  range. 

DESCRIPTION :  The  appliances  consist  of  20"  and  36"  gas 
burning  ranges  with  ovens.  The  top  rear  burners  are  rated 
at  9,000/BTU/HR,  the  left  front  burner  is  rated  at  12,000 
BTU/HR,  the  right  front  burner  is  rated  at  9,000  or  12,000 
BTU/HR,  and  the  oven  burner  is  rated  at  18,000  BTU/HR. 
The  38  and  C38  Series  include  a  griddle  burner  rated  at 
9,000  BTU.  The  ranges  are  installed  flush  to  vertical  com¬ 
bustible  surfaces  below  the  cooking  top  and  3"  from  vertical 
combustible  surfaces  and  with  a  flue  deflector  above  the 
cooking  top.  Available  options  include  self-cleaning,  a  stand¬ 
ard  low  or  deluxe  backguard,  high  standard  backguard,  ultra 
high  backguard,  glass  window  in  oven  door,  programmed 
cooking,  thermostatically  controlled  top  burner,  and  standard 
timer. 


744-71-SM 

APPLICANT— Dr.  A.  Byron  Adams  for  Construction 

Products  Division  of,  W.  R.  Grace  and  Company,  owner. 

APPEARANCES— 

For  Applicant :  A.  Byron  Adam. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . 0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION : 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
744-71-SM:  Construction  Products  Division,  W.  R.  Grace 
and  Company,  filed  for  approval  of  Darex  Pumping  Aid 
under  the  provisions  of  C26-1 004.6  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Concrete  admixture  to  aid  in  pumping 
of  concrete. 

DESCRIPTION :  Darex  is  a  water  soluble  organic  polymer 
in  dry  powder  form  used  to  aid  the  flow  of  portland  cement 
concrete  through  standard  pumping  equipment.  Darex  re¬ 
duces  friction  between  the  concrete  and  pumplines  and  among 
the  individual  particles  within  the  mix.  The  mix  becomes 
more  homogeneous  and  bleeding  of  the  water  away  from  the 
solid  components  of  the  mix  is  reduced.  The  exact  composi¬ 
tion  of  Darex  is  filed  confidentially  with  the  Chief  Clerk. 
INSPECTION  AND  TEST:  Darex  was  tested  by  Wiss, 
Elstner,  and  Associates,  Northbrook.  Illinois,  and  met  the 
applicable  requirements  of  ASTM  C-494. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Darex  Pumping  Aid  as  a  concrete 
admixture  to  aid  in  pumping  of  portland  cement  concrete 
under  the  provisions  of  C26-1004.6  of  the  Building  Code  ot 
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the  City  of  New  York.  The  admixture  shall  be  distributed 
from  a  calibrated  dispenser  which  is  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  744-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

748-71-SA 

APPLICANT— Grinnell  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Gilbert  S.  Green. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
T  est. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
748-71-SA — Grinnell  Corporation,  Providence,  Rhode  Island, 
filed  for  approval  of  IWU  and  IWG  Grinnell  Butterfly 
Valves  under  the  provisions  of  C26-1702.G  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Butterfly  valves  for  use  in  fire  pro¬ 
tection  systems. 

DESCRIPTION:  The  IWU  Series  is  available  in  4" 
through  12"  sizes  for  pressures  not  exceeding  175  psi.  The 

IWG  Series  is  available  in  14"  through  20"  sizes  for  pres¬ 
sures  not  exceeding  150  psi.  The  valve  bodies  are  made  of 
iron,  bronze,  and  steel.  The  seat  is  made  of  buna-N  rubber 
with  phenolic  backing.  The  inner  surface  of  the  seat  is 
widened  to  project  beyond  the  valve  body.  When  placed  in 
a  pipeline  between  flanges,  the  extra  material  is  compressed 
to  form  a  seal,  which  eliminates  the  need  for  a  gasket.  The 
disc  is  made  of  stainless  steel  bronze,  and  iron.  The  valve 
is  opened  and  closed  by  pivoting  the  disc  about  its  center 
axis.  The  valve  may  be  operated  with  either  a  detent  or 
gear  operator.  Both  types  of  operators  employ  shear  pins 
and  Woodruff  keys  to  prevent  damage  to  the  disc  or  stem  if 
excessive  torque  is  applied.  The  stem  is  made  of  stainless 
steel.  The  neck  encasing  the  stem  is  long  enough  to  allow 
the  installation  of  insulation. 

INSPECTION  AND  TEST :  The  valves  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (Ex  1641). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  IWU  and  IWG  Grinnell  Butterfly 
Valves  for  use  in  fire  protection  systems  (sprinklers,  stand¬ 
pipes,  fire  mains)  under  the  provisions  of  C26-1702  of  the 


Building  Code  of  the  City  of  New  York.  The  valves  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  748-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


756-71-SA 

APPLICANT — Charles  E.  Woolfolk  for  Save-Fuel  Cor¬ 
poration,  Owner. 

APPEARANCES— 

For  Applicant:  Barry  Small  and  Peter  Quinn. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

N  egative :  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

756-71-SA— Charles  E.  Woolfolk,  Memphis,  Tennessee,  for 
Save-Fuel  Corporation,  Tunica,  Mississippi,  filed  for  ap¬ 
proval  of  the  Vent-O-Matic  automatic  flue  damper  under  the 
provisions  of  C26-1408.2  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Automatic  flue  damper. 

DESCRIPTION :  The  damper  plate  of  the  Vent-O-Matic 
is  opened  electrically  less  than  a  second  before  the  gas  fired 
burner  is  ignited.  The  plate  is  opened  automatically  by  a 
solenoid  with  a  plunger.  A  fail-safe  interlock  switch  pre¬ 
vents  the  burner  from  firing  unless  the  damper  plate  has 
opened.  When  the  burner  meets  the  requirements  of  the 
thermostat  and  shuts  off,  the  solenoid  closes  the  damper 
plate.  The  hot  air  is  trapped  within  the  flue  and  reduces  the 
heating  required  for  the  immediate  future. 

A  stainless  steelspring  wire  provides  the  torque  to  open 
and  close  the  damper  plate.  The  damper  plate  is  made  of 
heavy  gauge  aluminum  and  has  a  vent  hole  for  the  pilot 
burner.  The  protective  cover  of  the  damper  and  the  vent  pipe 
section  are  made  of  heavy  gauge  steel,  chrome,  and  nickel 
plated.  The  safety  indicator  light  is  green  when  the  burner 
is  ignited  and  the  damper  is  open. 

INSPECTION  AND  TEST :  The  American  Gas  Associa¬ 
tion  and  Canadian  Gas  Association  have  approved  the  use  of 
the  flue  damper  as  a  component  of  forced  draft  gas  fired 
furnaces. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Vent-O-Matic  automatic  flue 
damper  for  gas  fired  equipment  under  the  provisions  of 
C26- 1408.2  of  the  Building  Code  of  the  City  of  New  York, 
on  condition  that  the  damper  shall  be  used  in  conjunction 
with  a  backup  manually  operated  safety  damper  which  can 
be  used  if  the  automatic  damper  malfunctions.  The  automatic 
flue  damper  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  756-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

759-71-SA 

APPLICANT — Ramset  Fastening  System  Winchester 
Group  Olin  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Dale  W.  Champlin. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Commitee  on  Test  reads: 

759-71-SA — Ramset  Fastening  Systems,  Winchester  Olin 
Corporation,  New  Haven,  Connecticut,  filed  for  approval  of 
Ramset  Models  7200  and  7220  piston  tools  under  the  pro¬ 
visions  of  C26-1910  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Explosion  actuated  low  velocity  piston 
tools. 

DESCRIPTION :  The  Ramset  tool  is  a  piston  type  low 
velocity  tool  used  to  install  fasteners  (studs)  up  to  3"  in 
size  for  masonry  and  steel.  The  free  flight  velocity  of  the 
fasteners  does  not  exceed  300  feet  per  second.  The  tool  is 
opened  by  pulling  the  barrel  forward.  This  action  positions 
the  piston  for  fastening.  If  the  barrel  is  not  pulled  fully  for¬ 
ward,  the  piston  is  not  completely  retracted  and  the  tool 
cannot  be  fired  with  full  power.  The  fastener  is  loaded  from 
the  front  end  of  the  barrel.  Model  7220  differs  from  Model 
7200  only  in  that  it  incorporates  an  automatic  fastener  feed. 
The  fasteners  are  fed  manually  into  Model  7200.  A  powder 
pellet  track  holding  10  pellets  is  positioned  in  the  handle. 
The  pellets  are  manually  fed  into  the  chamber  individually. 
Each  pellet  is  inserted  into  the  load  position  when  the  finger 
lever  is  lifted  to  the  full  stop  position  and  released.  When 


the  tool  is  placed  against  the  work  surface,  a  force  of  35 
lbs.  must  be  aplied  to  cock  the  tool.  The  tool  is  then  fired 
by  pulling  the  trigger.  If  the  force  is  reduced  or  the  tool  is 
removed  without  firing  the  fastener,  the  tool  is  uncocked  and 
will  not  fire  unless  operations  are  repeated.  The  maximum 
velocity  obtainable  with  the  piston  tool  is  limited  by  the 
type  of  powder  pellet  that  is  used.  The  powder  gas-emitted 
upon  firing  the  tool  drives  the  piston  into  the  fastener,  forc¬ 
ing  the  fastener  into  the  work  surface.  If  penetration  is  ex¬ 
cessive  due  to  the  size  of  the  load  or  weakness  of  the  work 
surface,  the  piston  bottoms  and  is  contained  within  the  tool. 

INSPECTION  AND  TEST:  The  Model  _7  tool  has  been 
approved  by  Underwriters’  Laboratories  (File  SA3680,  As¬ 
signment  70NK1279A,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Ramset  Models  7200  and  7220  piston 
tools  under  the  provisions  of  C26-191.0  of  the  Building  Code 
of  the  City  of  New  York.  The  piston  tools  shall  be  perma¬ 
nently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  759-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

773-71-SM 

APPLICANT — Ackerman  Johnson  Fasteners  Buildex  Divi¬ 
sion,  Illinois  Tool  Works  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  George  P.  Page. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


N  egative :  .  0 

Absent :  Chairman  Galvin  . •  •  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
773-71-SM — Ackerman  Johnson  Fasteners,  Buildex  Divi¬ 
sion,  Illinois  Tool  Works  Incorporated,  Itasca,  Illinois,  filed 
for  approval  of  Tie  Wire  Nailer  Insert  #749-2505  under 
the  provisions  of  C26-1004  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Concrete  insert. 

DESCRIPTION :  The  insert  is  made  of  18  gauge  steel. 
The  jagged  convoluted  end  of  the  insert  is  driven  into  ply¬ 
wood  or  steel  forms  up  to  16  gauge  before  the  concrete  is 
poured.  The  concrete  is  poured  around  the  insert.  The 
fastener  end  of  the  insert  is  left  exposed.  This  end  of  the 
insert  has  a  diameter  hole  for  the  wire  for  suspended 

ceilings,  ducts,  lights,  plumbing  etc. 
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INSPECTION  AND  TEST :  The  insert  was  load  tested 
by  Robert  W.  Hunt  Company  with  2617  psi  concrete  and 
3396  psi  concrete.  The  average  pullout  tension  was  1267 
pounds  with  the  2617  psi  concrete  and  1420  pounds  with  the 
3396  psi  concrete. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Tie  Wire  Nailer  Insert  #749-2505 
under  the  provisions  of  C26-1004  of  the  Building  Code  of  the 
City  of  New  York  for  use  with  2600  psi  concrete  to  carry 
loads  of  up  to  400  pounds  and  with  3400  psi  concrete  to 
carry  loads  of  up  to  473  pounds.  The  inserts  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
773-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  ot  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

777-71-SM 

APPLICANT — Dryvit  System,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Douglas  C.  Creed. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Commitee  on  Test. 

THE  VOTE— 

Affirmative  :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

777-71-SM— Dryvit  System,  Incorporated,  Cranston,  Rhode 
Island, .  filed  for  approval  of  the  Dryvit  System  of  exterior 
insulation  and  finishing  under  the  provisions  of  the  Rules  of 
the  Board  of  Standards  and  Appeals  on  Exterior  Veneering 
Materials  (Calendar  Number  465-44-SR). 

PROPOSED  USE:  Exterior  insulation  and  finish. 

DESCRIPTION :  The  Dryvit  System  consists  of  four  com¬ 
ponents.  The  insulation  board  is  a  rigid  panel  of  expanded 
polystyrene  with  a  density  of  1  lb./cubic  foot.  The  board 
is  bonded  to  the  exterior  wall  with  an  adhesive  made  of 
plaster  material  and  Type  I  Portland  Cement.  The  adhesive 
is  also  used  to  coat  the  surface  of  the  insulation  board.  A 
layer  of  treated  fiberglass  fabric  is  embedded  in  the  adhesive 
coating.  A  reinforced  synthetic  plaster  coating  is  applied 
over  the  adhesive  coating  to  provide  a  smooth  white  finish. 
Dimensions  are  1"  to  8"  in  thickness,  4'  to  8'  in  length,  and 
1  to  4'  in  width.  Average  thermal  conductivity  is  0.24. 

INSPECTION  AND  TEST :  The  Dryvit  System  was 
tested  by  Underwriters’  Laboratories,  Factory  Mutual  Re¬ 
search  Corporation,  and  the  United  States  Testing  Company. 


The  system  was  found  to  have  a  flame  resistance  rating 
equivalent  to  that  of  a  Class  A  interior  finish  and  an  ad¬ 
hesive  force  of  between  1228  and  1920  pounds  per  square 
foot  with  various  types  of  exterior  walls.  The  results  indi¬ 
cate  satisfactory  flame  resistant  and  structural  characteris¬ 
tics. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Dryvit  System  of  exterior  insula¬ 
tion  and  finishing  under  the  provisions  of  the  Rules  of  the 
Board  of  Standards  and  Appeals  on  Exterior  Veneering 
Materials  (Calendar  Number  465-44-SR).  The  insulation 
board  and  containers  for  the  other  components  of  the  system 
shall  be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
777-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


484-65-SM 

APPLICANT — Vitricon  Manufacturing,  Incorporated, 

owner. 

SUBJECT— Application  April  29,  1965 — Vitri-Poly  wall 
coating  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  xvithdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  o 

Absent:  Chairman  Galvin  .  1 


239-65-SM 

APPLICANT — Carter  Manufacturing  Company,  Incorpor¬ 
ated,  owner. 

SUBJECT — Application  March  5,  1965 — Carter’s  Flameless 
Wall  Paint  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD —  Application  dismissed, 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  . !!!.!!!!.  0 

Absent:  Chairman  Galvin  .  1 
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240-65-SM 

APPLICANT— Aeroquip  Corporation,  Barco  Division, 
owner. 

SUBJECT — Application  March  8,  1965 — Barco  Ball  Joints 
— Standard  Series  Malleable  Iron,  600  series,  steel,  Type 
N  and  HT  Type,  approval  of. 

APPEARANCES— 

For  Applicant:  Jeffrey  E.  Lortz. 

ACTION  OF  BOARD — Application  dismissed. 


THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . . . 

Absent:  Chairman  Galvin  . 


4 

0 

1 


241-65-SM 


APPLICANT — The  Syracuse  Adhesives  Company,  owner. 
SUBJECT — Application  March  8,  1965 — SAC  1  Ceramic 
Wall  Tile  Adhesive  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 


THE  VOTE— 


Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

N  egative :  . 

Absent:  Chairman  Galvin  . 


4 

0 

1 


328-65-SA 

APPLICANT — Beverage  Industries,  Incorporated  for 
BernzOmatic  Corporation,  Manufacturer;  Carbonic  Sales 
and  Service,  agent 

SUBJECT — Application  March  22,  1965 — BernzOmatic 

Fountainetee,  TX-3000  (home  beverage  dispenser)  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent:  Chairman  Galvin  .  1 


404-65-SM 

APPLICANT :  Marley  Company,  owner. 

SUBJECT — Cooling  tower. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 


411-65-SA 

APPLICANT — Easy  Appliance  Division,  Hupp  Corpora- 
tioner,  owner. 


SUBJECT— Application  April  13,  1965— Easy  Dry  Cleaner, 
Coin-operated  Model  K-183  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 


THE  VOTE— 


Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 

Absent :  Chairman  Galvin  . 


4 

0 

1 


574-65-SA 


APPLICANT — Jack  and  Edward  Varjabedian,  owners. 
SUBJECT — Application  May  21,  1965 — Para-Matic  Dry 
Cleaning  Machine  (Perc)  Models  300  and  400  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 


THE  VOTE— 


Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 

Absent :  Chairman  Galvin  . 


4 

0 

1 


658-66-SM 

APPLICANT — Crystal  International  Corporation,  Agent 
for  A.  G.  Gerresheimer  Glashuettenwerke,  owner. 
SUBJECT — Application  July  7,  1966 — Gerresheimer  Glas¬ 
huettenwerke  Clear  Wired  Rolled  Glass,  2  smooth  surfaces 
or  one  surface  smooth  and  one  surface  either  figured  pat¬ 
tern  #521,  523,  597,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 


98-70-SA 

APPLICANT — Sprague  Meter  Company,  Division  of  Tex¬ 
tron,  Incorporated,  owner. 

SUBJECT — Gas  Pressure  regulators. 

APPEARANCES— 

For  Applicant.:  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.,  for  additional  research  by  the  applicant. 

775-71-SM 

APPLICANT — Roll  Form  Products,  Incorporated,  owner. 

SUBJECT — Application  December  17,  1971 — Lock-Form 
Types  B,  BPl^,  BP3,  BI,  BPI  iy2,  BPI3  Fluted  Floor- 
Ceiling  Decks  and  Lock-Form  Types  RFC1J4  and  RFC3 
Cellular  Floor-Ceiling  Decks,  approval  of. 

APPEARANCES— 

For  Applicant :  Steven  A.  Roehrig  and  Martin  Maker. 
ACTION  OF  BOARD— Laid  over  to  March  14,  1972,  at 
2  P.M.,  for  further  study. 
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468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 

PREMISES  AFFECTED — 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  R.  Gray  and  Howard  Miller. 

For  Opposition :  Carmela  Johnson,  Norma  Barrett,  Rob¬ 
ert  Johnson,  Janice  Franka  and  others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

AC1  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  then  laid  over  to  December  21,  1971  ;  to  January 
11,  1972;  laid  over  to  February  1,  1972;  then  to  February 
15,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1971,  acting  on  N.  B.  Aplic.  516/1971,  reads: 

“L  Proposed  Indoor  Tennis  Courts  in  R4  zoning 
district  is  contrary  to  A.Z.R.  Sect.  22-14.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  he  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  b  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1971,  acting  on  N.  B.  Applic.  516/1971,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


758-71-BZ 

APPLICANT- — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  211  East  70th  Street  Company,  owner. 

SUBJECT — Application  December  10,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  and  Cl -9  district,  the 
erection  of  a  34  story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  in  the  R8  district  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 204  to  220  East  71st  Street, 
north  side,  80  feet  east  of  Third  Avenue,  and  205  to  215 
East  70th  Street,  Block  1425,  Lot  5,  Borough  of  Manhat¬ 
tan  Community  Board  # 8 . 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  William  J.  Diamond  and  Bronson  Binger. 
RECOMMENDATION  OF  COMMUNITY  BOARD— 
opposed  to  the  application. 

For  Administration :  Mark  H.  Levine,  City  Planning 
Comm. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  then  to  January  25,  1971;  then  to  February  8, 
1972;  than  to  February  15,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1971,  acting  on  N.  B.  Applic.  85/1971, 
reads : 

“Al.  Floor  area  of  proposed  building  located  on  a 
lot  partly  in  Cl-9  &  R8  district,  exceeds  the  allowable 
adjusted  floor  area  ratio  for  a  height  factor  of  35  based 
on  Sect.  77-22  of  the  Zoning  Resolution  for  a  zoning  lot 
divided  by  a  district  boundary. 

A2.  Open  space  provided  is  insufficient  for  proposed 
height  factor  and  floor  area  as  per  Sect.  77-23  of  the 
Zoning  Resolution,  and  is  insufficient  for  lot  area  per 
room  reduction  claimed,  as  per  Sect.  23-223  of  the  Zon¬ 
ing  Resolution. 

A3.  Dwelling  rooms  in  the  R8  portion  of  the  Zon¬ 
ing  lot  exceeds  150%  the  number  of  dwelling  rooms  per¬ 
mitted  for  such  portion— Sect.  77-25  of  the  Zoning 
Resolution. 

A4.  Proposed  ^building  penetrates  the  sky  exposure 
Plane  facing  East  71st  &  East  70th  Street — contrary  to 
Section  23-64  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8 
and  Cl-9  district,  the  erection  of  a  34-story  multiple  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room  and  pene¬ 
trates  the  sky  exposure  plane,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  January  20,  1972,”  one  sheet,  and  “February  4, 
1972,”  6  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution.  . 


4372-BZY-Vol.  VIII — B.Q. — 67-07  Burns  Street,  Block 
3234,  Lots  1,  3,  N.B.  7063-61. 

APPEARANCES— 

For  Applicant:  Charles  Tirelli. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.  At  the  request  of  the  applicant. 


2577-BZY — Vol.  IX — B.Bx. — 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
2  P.M.  At  the  request  of  the  applicant. 
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2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at  2 
P.M.  At  the  request  of  the  applicant. 


2576-BZY — Vol.  IX — B.Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at  2 
P.M.  At  the  request  of  the  applicant. 


55-72-BCR 

APPLICANT:  Joseph  Stein  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY :  C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT :  Section  10.14  of  Reference  Standard  RS10-1 
(Masonry)  modification  of; 

APPEARANCES— 

For  Applicant :  L.  Minkin,  B.  D. 

ACTION  OF  BOARD — Application  granted  to  modify 
Reference  Standard  RS10-1  (Masonry). 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

N  egative :  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  February  15, 
1972  after  due  notice;  and 

Whereas,  the  Board  has  determined  that  Section  10.14  of 
Reference  Standard  RS10-1  (Masonry)  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  act¬ 
ing  under  the  authority  of  C26-106.2(e)  Building  Code  of 
the  City  of  New  York,  does  hereby  modify  the  designated 
Reference  Standard  RS10-1  (Masonry)  as  follows: 
Section  10.14  of  Reference  Standard  RS10-1. 

10.14  Protection  Against  Freezing  —  Adequate 
equipment  shall  be  used  for  heating  the  masonry  ma¬ 
terials  and  protecting  the  masonry  during  freezing  or 
near-freezing  weather.  No  frozen  material  or  materials 
containing  ice  shall  be  used. 

Sand  shall,  be  heated  in  such  a  manner  as  to  remove 
frost  or  ice.  Water  or  sand  shall  not  be  heated  to  a 
temperature  abov  160  dgrees  F.  When  necessary  to  re¬ 
move  frost,  the  masonry  units  shall  be  heated. 

When  the  outside  temperature  is  below  [40  °F] 
32° F,  an  air  temperature  of  at  least  [40 °F]  32°  F  shall 
be  maintained  on  both  sides  of  the  masonry  for  a  period 
of  at  least  48  hours  if  type  M  or  S  mortar  is  used,  and  72 
hours  if  type  N  or  O  mortar  is  used.  These  periods  may 
be  reduced  to  24  and  48  hours,  respectively,  if  high- 
early-strength  cement  is  used.  All  methods  and  ma¬ 
terials  for  the  protection  of  the  fresh  masonry  work 
against  freezing  shall  be  subject  to  the  approval  of  the 
Commissioner.  In  general,  methods  and  materials  com¬ 
monly  accepted  as  suitable  for  the  protection  of  re¬ 
inforced  concrete  construction  in  freezing  weather  shall 
be  used.  Salt  or  other  chemicals  for  lowering  the  freez¬ 
ing  temperature  of  the  mortar  shall  not  be  used. 

Matter  in  brackets  [  ]  to  be  deleted. 

Matter  underlined  is  new  and  printed  in  italics. 


Whereas,  the  Board  has  determined  that  Section  10.14 
of  Reference  Standard  RS10-1  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York,  does  hereby  modify  the  designated  Refer¬ 
ence  Standard  RS10-1. 


652-7 1-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3.  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 515  Oder  Avenue,  east  side, 
195.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Flills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 


Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 

Absent :  Chairman  Galvin  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971  on  N.  B.  Applic.  897-70,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  C28-401.1  of  Building  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971,  acting  on  N.  B.  897-70  Objection 
No.s  1  and  2  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk  curb  and  curb  cuts  and  pavement  to  the 
middle  of  the  street  be  in  accordance  with  the  standards  of 
the  department  of  highways  and  that  the  building  shall  sub¬ 
stantially  comply  with  the  building  department,  marked 
“Received  February  8,  1972,”  2  sheets,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

653-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 

SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 517  Oder  Avenue,  east  side. 
223.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  16, 
Fox  Hills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 

Absent:  Chairman  Galvin  .  1 
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THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971  on  N.  B.  Applic.  898-70,  reads : 

“L  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  legally  mapped  street  or  frontage  space  contrary  to 
C28-401.1  of  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  September  23,  1971,  acting  on  N.  B.  Applic.  898-70, 
Objection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk  curb  and  curb  cuts  and  pave¬ 
ment  to  the  middle  of  the  street  be  in  accordance  with  the 
standards  of  the  Department  of  Highways  and  that  the 
building  shal  substantially  comply  with  the  Building  Depart¬ 
ment,  marked  “Received  February  8,  1972,”  2  sheets,  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


654-71-A 


APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT  Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

P-^UMISES  AFFECTED — 521  Oder  Avenue,  east  side, 
251.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  15, 
Fox  Hills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative :  Vice^  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative :  . 0 

Absent :  Chairman  Galvin  . ’  f 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971  on  N.  B.  Applic.  899-70,  reads: 


1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  m  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 


2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
uhou  mapped  street  or  frontage  space  contrary 

to  C-28-401.1  of  Building  Code.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
nm d  September  23>  1971,  acting  on  N.  B.  Applic.  899-70, 
j  action  Nos.  1  and  2  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
i  >  -aw,  an<l  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk  curb  and  curb  cuts  and  pave- 
ment  to  the  middle  of  the  street  be  in  accordance  with  the 


standards  of  the  Department  of  Highways  and  that  the 
building  shall  substantially  comply  with  the  Building  De¬ 
partment,  marked  “Received  February  8,  1972,”  2  sheets, 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

672-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 753  to  755  Grand  Street,  north 
side,  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  F.  Petraglia,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  q 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads : 

“Apnlication  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building: 

753/755  Grand  Street,  Brooklyn — Certificate  No. 

75351. 

The  modifying  of  the  subject  certificate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department 
to  require  additional  fire  protection  for  this  residential 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  09-161. Oa  of  the  Adminis¬ 
trative  Code. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chanter  26,  Article  17,  Administrative  Code. 

NOTE:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority :  Section  C19-1610a  of  the  Administrative 
Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  automatic  sprinkler  system  in  the  cellar, 
with  an  automatic  fire  alarm,  and  central  office  connection, 
and  all  other  laws,  rules  and  regulations  applicable  thereto 
shall  be  complied  with. 


667-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Berry  Box /Company,  Incor¬ 
porated. 

SUBJECT — Application  Ocotber  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  Petraglia,  F.  D.  .  „  , 

For  Owner:  Frank  A.  Barbera  and  Milton  A.  Kaplan. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . . ; .  ^ 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 

building:  _ 

376/382  Vernon  Ave.,  Brooklyn— Certificate  No. 

171911. 

The  modifying  of  the  subject  certificate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department 
to  require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  09-161. Oa  of  the  Adminis¬ 
trative  Code. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  1st  floor  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  com¬ 
menced. 

Authority:  Section  C19-161.0a  of  the  Administra¬ 
tive  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved ,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
herebv  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  a  non-automatic  sprinkler  system  in  the 
first  floor  and  an  automatic  fire  alarm  and  central  office 
connection,  and  that  all  other,  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 

671-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — J.  Eis  and  Sons  Appliances  In¬ 
corporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 539  to  541  East  6th  Street, 
north  side  90  feet  west  of  Avenue  B,  Block  402,  Lots  45 
and  46,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  F.  Manfredi,  F.  D.  and  Capt. 

John  P.  Petraglia,  F.  D. 

For  Owner:  Donald  D.  Fisher. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker.  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative :  . 

Absent :  Chairman  Galvin 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

539-541  East  6th  Street,  New  York,  N.  Y. — 
Certificate  No.  47855. 

The  modifying  of  the  subject  certificate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department 
to  require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  09-161. Oa  of  the  Admin¬ 
istrative  Code. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  and  1st  floor,  arranged  and 
equipped  as  per  Chapter  26,  Article  17,  Administrative 
Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  com¬ 
menced. 

Authority:  Section  09-161. Oa  of  the  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  a  non-automatic  sprinkler  system  in  the 
cellar  and  an  automatic  fire  alarm,  with  centra!  office  con¬ 
nection  throughout  the  building,  and  to  comply  ,  with  all 
other  conditions  as  per  plans  submitted  herewith  dated 
“Received  January  31,  1972,”  3  sheets,  and  that  all  other 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with. 


680-71-A 

APPLICANT — Hector  Ferreras  for  Rita  Giovanucci, 
owner. 

SUBJECT — Application  October  20,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Lav/  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 91  Eastern  Loop  Road,  north 
side,  976.48  feet  west  of  Four  Corners  Road,  Block  884, 
Lot  19,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

N  egative :  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  8,  1971  on  N.B  Applic.  828-71,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  Street  giving  access  to  this  New  Building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Ar.  Ill,  paragraph  36  of  the  General  City 
Law  as  amended. 

0  2.  Propose  Construction  does  not  have  at  least  8% 

1  of  the  total  Perimeter  of  the  Building  fronting  directly 
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upon  legally  mapped  street  or  frontage  space  contrary 
to  C26-401.1  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  8,  1971,  acting  on  N.B.  Applic.  828-71,  Ob¬ 
jection  Nos.  1  and  2  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  building  shall  comply  with  the  drawings 
marked  “Received  January  7,  1972,”  2  sheets,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

807-71-A 

APPLICANT — Charles  Spindler  for  212  5th  Avenue  As¬ 
sociates,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevators  in  readi¬ 
ness. 

PREMISES  AFFECTED — 212  5th  Avenue,  southwest 
corner  of  West  26th  Street,  Block  827,  Lot  44,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Administration :  Lt.  John  P.  Manfredi,  F.  D.  and 
Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

N  egative :  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  17,  1971,  reads: 

“In  reply  to  your  request  of  December  17,  1971  for 
a  Quick  Response  Elevator  Service  at  the  above 
premises  is  hereby  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  December  17,  1971,  acting  on  the  Fire  Com¬ 
missioner’s  Decision,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  De¬ 
cember  30,  1971,”  one  sheet,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with ;  and  provide  further  that 
the  building  be  equipped  with  a  quick  response  elevator  serv- 
ic  and  granted  for  a  period  of  ten  years. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Capt.  John  F.  Petraglia,  F.  D.  and 
Lt.  John  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
2  P.M.  At  the  request  of  the  applicant.  Continued  hearing. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 

Petraglia,  F.  D. 

For  Owner:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
2  P.M. ;  Board  awaiting  opinion  of  Corporation  Counsel. 

449-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 

Petraglia,  F.  D. 

For  Owner :  Philip  Kalker. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  At  the  request  of  the  owner.  Continued  hearing. 

662- 7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

For  Owner :  William  J.  Williams. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.  to  get  approval  of  the  Building  Department.  Con¬ 
tinued  hearing. 

663- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED- — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

For  Owner :  William  J.  Williams. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.  to  get  approval  of  the  Building  Department.  Con¬ 
tinued  hearing. 

666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
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OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

For  Opposition :  Ralph  Wuest  and  Steve  Sipos. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1972,  at  2 
P.M.  For  the  purpose  of  a  progress  report.  Laid  over  at 
the  request  of  the  applicant.  Continued  hearing. 


798-71-A 

APPLICANT — Kenneth  H.  Koons  for  Tippiansal  Holding 
Corporation,  owner,  Hispanic  Association  for  Drug  Free 
Society,  lessee. 

SUBJECT — Application  December  29,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  smoke  detec¬ 
tors  or  sprinklers. 

PREMISES  AFFECTED— 1010  1014  Hoe  Avenue,  east 
side,  100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5, 
Borough  of  the  Bronx. 


APPEARANCES— 

For  Applicant:  K.  Koons. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972, 
at  2  P.M.  For  the  purpose  of  review  of  plans.  Continued 
hearing. 

804-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 93-  to  95  Avenue  U,  north 
side,  60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  F.  Petraglia,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.  At  the  request  of  the  applicant.  Continued  hear¬ 
ing. 


Adjourned  :  3  :30  P.M. 

James  P.  Mulroy,  Secretary 
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DOCKET 

New  Cases  Filed  up  to  February  22,  1972 
Cal.  No.  Dept.  Premises  Affected 

136- 72-A — B.M. — 1  Liberty  Plaza,  entire  block,  and  1  to 
25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99  Lib¬ 
erty  Street,  1  to  15  Church  Street,  Blocks  50,  62,  Lots  2, 
12,  17,  1,  7,  8,  Borough  of  Manhattan,  N.  B.  67-67,  re¬ 
proposed  locking  system  for  doors,  C5-5  district. 

137- 72-BZ — B.B. — 486  to  496  Autumn  Avenue,  west  side, 
50  feet  north  of  Glenmore  Avenue,  Block  4200,  Lots  30, 
32,  Borough  of  Brooklyn,  Community  Board  No.  5,  Alt. 
No.  308-70,  re-  proposed  public  parking  lot  for  twenty- 
eight  non-transient  pleasure  trip  cars,  R5  district. 

138- 72-A — B.M. — 2  to  6  Washington  Place,  707  Broad¬ 
way,  southwest  corner,  and  270  to  276  Mercer  Street, 
Block  546,  Lots  31,  33,  34,  35,  Borough  of  Manhattan, 
Alt.  No.  773-67,  re-  exhaust  and  intake  louvers  installed 
on  lot  line  wall,  C6-2  district. 


139- 72-A — B.B. — 4706  12th  Avenue,  west  side,  35  feet 
2 ys  inches  from  47th  Street,  Block  5627,  Lot  59,  Borough 
of  Brooklyn,  Alt.  No.  1844-71,  re-  proposed  public  use 
in  a  frame  building,  R-6  district. 

140- 72-SM— Arkansas  Company  Incorporated,  fi-retard 
union  cotton  fabrics,  manufactured  by  Arkansas  Com¬ 
pany  Incorporated,  Material. 

141- 72-BZ— B.M. — 45  to  61  West  125  Street,  north  side, 
210  feet  east  of  Lenox  Avenue,  and  54  West  126  Street, 
Block  1723,  Lots  10,  11,  12,  13,  14,  16,  Borough  of  Man¬ 
hattan,  Community  Board  No.  10  re-  proposed  office 
building,  floor  area  ratio,  C4-7  and  C4-4  district.  (N.  B. 
4-72) 

142- 72-A — B.M. — 45  to  61  West  125  Street,  north  side, 
210  feet  east  of  Lenox  Avenue,  and  54  West  126  Street, 
Block  1723,  Lots  10,  11,  12,  13,  14,  16,  Borough  of  Man¬ 
hattan,  N.  B.  4-72,  re-  garage  ramp  in  class  1  public 
garage  exceeds  the  maximum,  C4-7  and  C4-4  district. 

143- 72-SM — Demco  Incorporated,  series  NE-H  4"-12"  and 
series  NF-H  14"-20"  butterfly  valves,  manufactured  by 
Demco  Incorporated,  Material. 

144- 72-BZ — B.B. — 844  Gates  Avenue,  south  side,  65  feet 
west  of  Reid  Avenue,  Block  1636,  Lots  23,  29,  30,  31, 
Borough  of  Brooklyn,  Community  Board  No.  3,  Alt.  .No. 
56-72,  re-  proposed  off  site  parking  spaces,  R-6  district. 

145- 72-SA — Emergency  Lighting  and  Systems,  Incor¬ 
porated,  emergency  lighting  units  6  volt,  various  models, 
manufactured  bv  Emergency  Lighting  and  Systems  In¬ 
corporated,  Appliance. 


146- 72-SA — Emergency  Lighting  and  Systems  Incor¬ 
porated,  SC-100,  SC-80,  SC-40,  emergency  lighting  units 
6  volt,  manufactured  by  Emergency  Lighting  and  Sys¬ 
tems  Incorporated,  Appliance. 

147- 72-SM— Crosby  Group,  crosby  clips-crosby-laughlin 
fittings,  lebus  load  binders,  McKissick  blocks,  western 
blocks  reeving  accessories,  manufactured  by  Crosby 
Group,  Material. 

148- 72-SA — H.  G.  Burroughs  and  Associates,  purafil  en¬ 
vironmental  control  system  various  models  for  absorp¬ 
tion  of  odors  and  corrosive  gases,  manufactured  by  H. 
G.  Burroughs  and  Associates,  Appliance. 


149-72-BZ — B.B. — 199  Lee  Avenue,  northeast  corner  of 
Heyward  Street,  Block  2226,  Lot  1,  Borough  of  Brooklyn, 
Community  Board  No.  3,  Alt.  No.  1881-71,  re-  proposed 
2nd  story  enlargement,  Cl-3  in  a  R6  district. 


150-72- A — B.M. — 1221  to  1237  Avenue  of  Americas,  west- 
side,  from  West  48th  Street  to  West  49th  Street,  Block 
1001,  Lot  13  thru  53,  Borough  of  Manhattan,  BN2648-70, 
re-  interior  corridors,  transoms,  C5-3,  C6-7  district. 


151- 72-BZ — B.M. — 415  to  423  East  53rd  Street,  south- 
side  194  feet  east  of  First  Avenue,  and  410  to  416  East 
54th  Street,  Block  1365,  Lot  9,  Borough  of  Manhattan 
Community  Board  No.  6,  Alt.  No.  73-72,  re-  proposed 
offices  and  showrooms,  R-10  district. 

152- 72-SA — Morsid  Industries  Incorporated,  MSI  gas 
ranges  model  M71,  manufactured  by  Morsid  Industries 
Incorporated,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R.— Department  of  Build- 
-  w  — .  •  ■  t,  - - - .  _r  u...m,^rro  Bronx;  ri.D. — 


mgs,  Richmond;  B.Bx. — Department  of  Buildings, 
Health  Department;  F.D. — Fire  Department. 


MARCH  14,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 


224-38-BZ — Vol.  Ill 

APPLICANT— Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  .  of 
term  of  variance  which  expired  October  2,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections  7e,  7f,  7h  and  7 i  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict,  a  gasoline  service  station,  lubritoriunp  auto  laundry 
non-automatic),  minor  auto  repair  shop,  with  hand  tools 
only,  parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED— 32-45  to  32-55  Francis  Lewis 
Boulevard,  northeast  corner  of  33rd  Avenue,  Block  6025, 
Lot  36,  Bayside,  Borough  of  Queens. 


410-49-BZ 

APPLICANT — Pasquale  Giordano,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 425  Autumn  Avenue,  east  side, 
205  feet  south  of  McKinley  Avenue,  Block  4180,  Lot  18, 
Borough  of  Brooklyn. 


734-71-BZ 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo, 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT — Application  November  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  at  an  exist- 
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ing  automotive  service  station  with  accessory  uses  pres- 
viously  before  the  Board,  the  rearrangement  of  the  curb 
cuts  and  pump  island. 

PREMISES  AFFECTED— 1210  and  1230  East  233  Street, 
northwest  corner  of  Grenada  Place  and  Edison  Avenue, 
Block  4934,  Lot  66,  Borough  of  The  Bronx.  Community 
Board  #13. 


73S-71-A 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo, 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT — Application  November  23,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street,  curb  cuts,  structural  alteration. 

PREMISES  AFFECTED— 1210  and  1230  East  233  Street, 
northwest  corner  of  Edison  Avenue  and  Grenada  Place, 
Block  4934,  Lot  66,  Borough  of  The  Bronx. 


754-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner,  Mobil  Oil  Corporation,  lessee. 

SUBJECT — Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38, 
Borough  of  Brooklyn.  Community  Board  #12. 


793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty 
Corporation,  owner. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED — 351  to  357  Second  Avenue,  west 
side,  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
30,  Borough  of  Manhattan.  Community  Board  #6. 


93-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R10  and  C2-5  district,  at  a  45 
story  mixed  building  under  construction  previously  be¬ 
fore  the  Board,  the  erection  of  two  additional  stories. 

PREMISES  AFFECTED — 405,  411  to  449  East  58th  Street, 
south  side,  106.6  feet  west  of  Sutton  Place  and  408,  420 
to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan.  Community  Board  #8. 


94-72-A 

•APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  in¬ 
crease  in  floor  area  ratio. 

PREMISES  AFFECTED — 405,  411  to  449  East  58th  Street, 
south  side,  106.6  feet  west  of  Sutton  Place  and  408,  420  to 


438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan. 


115-72-BZ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  City 
Board  of  Education,  Office  of  School  Buildings,  owner. 

SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  four  story  and  cellar  public  school  that  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 605  Shepherd  Avenue,  south¬ 
east  corner  of  Blake  Avenue,  Block  4069,  Lot  1,  Borough 
of  Brooklyn.  Community  Board  #5. 


54-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Ber- 
gun  and  Bradbury  for  Presbyterian  Home  for  Aged 
Women,  owner. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  erection 
of  a  12  story  non-profit  residence  for  the  elderly  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  lot  area  per  room  and  accessory 
parking. 

PREMISES  AFFECTED — 49  East  73rd  Street,  north  side, 
125.0  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26. 
Borough  of  Manhattan.  Community  Board  #8. 


608-71-BZ 

APPLICANT — Louis  Lieberman  for  Max  Weinfeld,  owner. 
SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED — 5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38, 
Borough  of  Brooklyn. 

Laid  over  from  February  15,  1972,  for  continued 
hearing. 


609-71-BZ 

APPLICANT — Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED — 5410-15th  Avenue,  west  side, 
75'  54"  south  of  54th  Street,  Block  5678,  Lot  39,  Borough 
of  Brooklyn. 

Laid  over  from  February  15,  1972,  for  continued 

hearing. 


761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
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York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond.  Community 
Board  #1. 

Laid  over  from  February  22,  1972,  for  continued 
hearing. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  14,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  14,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

556-64-SM 

APPLICANT — Symons  Manufacturing  Company — Bracket 
to  support  scaffold  planks. 


1296-66-SM 

APPLICANT — National  Gypsum  Company — Floor-ceiling 
assembly. 


18-67-SA 

APPLICANT — Hydrotherm,  Incorporated — Oil  fired  hot 
water  boilers. 


136-70-SA 

APPLICANT — Lexington  Standard  Corporation — Control¬ 
lers  for  electric  fire  pumps. 


774-71-SM 

APPLICANT — Roll  Foam  Products,  Incorporated — Two 
hour  fire  rated  floor-ceiling  decks. 


1-72-SM 

APPLICANT — Leitner  Equipment  Company — Grease  filter. 


2-72-SM 

APPLICANT — Wheeling  Corrugating  Company — Insulated 
wall  system. 


3-72-SM 

APPLICANT — Vickers  Tulsa  Division — Wedge. 


11-72-SM 

APPLICANT — Master  Builders,  Division  of  Martin-Mari¬ 
etta-Grout. 


16-72-SM 

APPLICANT — American  Steel  Products  Corporation — Ele¬ 
vator  Doors. 


109-72-SM 

APPLICANT — Armstrong  Cork  Company — Insulation  for 
built-up  roofing. 


111-72-SM 

APPLICANT — Rockwell  Manufacturing  Company  —  Gas 
Pressure  Regulator. 


114-72-SM 

APPLICANT — Construction  Products  Division,  _  W.  R. 
Grace  and  Company — Concrete  and  mortar  admixture  to 
accelerate  setting. 


662-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner.  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

804-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 93  to  95  Avenue  U,  north  side, 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

9-72-A 

APPLICANT — Hurley,  Kearney  &  Lane  and  Albert  Mel- 
niker  for  Sun  Oil  Company,  owner. 

SUBJECT — Application  January  11,  1972 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent — Zoning  matter. 

PREMISES  AFFECTED— 1781  Arthur  Kill  Road  north¬ 
west  corner  of  Arden  Avenue,  Block  6169,  Lot  16,  Arden 
Heights,  Borough  of  Richmond. 


98-72-A 

APPLICANT — Harry  Meltzer  for  Sure  Fire  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  20,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  fire  separa¬ 
tion,  corridors  between  stairs,  egress,  stand  pipe. 

PREMISES  AFFECTED— 257  to  267  West  117  Street, 
north  side,  225  feet  east  of  8th  Avenue,  Block  1923,  Lot 
10,  Borough  of  Manhattan. 

9  9-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 25  Harrison  Street,  southwest 
corner  of  Greenwich  Street,  Block  182,  Lot  50,  Borough 
of  Manhattan. 
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100-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 27  Harrison  Street,  south  side, 
20  feet,  5  inches  west  of  Greenwich  Street,  Block  182,  Lot 
50,  Borough  of  Manhattan. 


101-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 27A  Harrison  Street,  south 
side,  45  feet,  5  inches  west  of  Greenwich  Street,  Block 
182,  Lot  50,  Borough  of  Manhattan. 


102-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 29  Harrison  Street,  south  side, 

70.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


103- 72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 31  Harrison  Street,  south  side, 

89.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50,’ 
Borough  of  Manhattan. 

104- 72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 33  Harrison  Street,  south  side 

108.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

105- 72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 37  Harrison  Street,  south  side, 

180.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


106-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 39  Harrison  Street,  south  side, 

200.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


107-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 41  Harrison  Street,  south  side, 

220.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


112-72- A 

APPLICANT — Heede  Hoist  and  Machine  Company,  In¬ 
corporated,  owner,  Cauldwell-Wingate  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  February  1,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  safety  code 
for  workman  hoists. 

PREMISES  AFFECTED — 515  West  59th  Street,  north 
side,  300  feet  west  of  10th  Avenue,  Block  1151,  Lot  21, 
Borough  of  Manhattan. 


120-72-A 

APPLICANT — Larry  Meltzer  for  Gerritsen  Beach  Prop¬ 
erty  Owners  Association,  Incorporated,  owner. 

SUBJECT — Application  February  7,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  live 
load,  fire  divisions,  protect  openings  in  exterior  walls  in  a 
clubhouse  accessory  to  non-commercial  beach  club. 

PREMISES  AFFECTED — 2  Just  Court,  northeast  corner 
of  Lois  Avenue,  Block  8856,  Lots  1503,  1504  and  1700, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  21,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  21,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters: 

530-42-BZ — Vol.  Ill 

APPLICANT — Irwin  Emerman  for  Rudin  Waverly,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  30,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES.  AFFECTED — 358-374  Avenue  of  the  Amer¬ 
icas,  east  side,  from  Washington  Place  to  Waverly  Place, 
126-130  Waverly  Place  and  87  Washington  Place,  Block 
552,  Lot  37,  Borough  of  Manhattan. 
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908-59-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Caral  Real  Estate 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  17,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  in  an  existing  four  story  and 
basement  building,  the  use  of  a  portion  of  the  basement  as 
an  art  gallery,  and  remaining  portion  of  the  premises  to  be 
occupied  as  a  multiple  dwelling. 

PREMISES  AFFECTED — 16  East  78th  Street,  south  side, 
243.1  feet  west  of  Fifth  Avenue,  Block  1392,  Lot  63,  Bor¬ 
ough  of  Manhattan. 

662-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Governale  Estates!. 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  on  the  unbuilt  upon 
portion  of  the  premises. 

PREMISES  AFFECTED — 3875  Flatlands  Avenue,  north 
side,  100  feet  east  of  Flatbush  Avenue  and  1973-1983  Flat- 
bush  Avenue,  east  side,  30  feet  north  of  Flatlands  Avenue, 
Block  7821,  Lots  21,  23  and  122,  Borough  of  Brooklyn. 

527-56-BZ 

APPLICANT — Abram  Shlefstein  for  Barbara  G.  Seiler, 
long  term  lessee;  Estate  of  Daniel  D.  Daley,  Deceased, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  26,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  restricted  retail  use  district,  the  pro¬ 
posed  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing  (non-automatic),  parking  of  cars 
awaiting  service,  sale  of  auto  accessories  and  minor  repairs 
with  hand  tools,  only. 

PREMISES  AFFECTED— 43-02  to  43-10  Main  Street, 
southwest  corner  of  Cherry  Avenue,  Block  5125,  Lot  30, 
Flushing,  Borough  of  Queens. 

745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  koor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

Laid  over  from  February  22,  1972,  at  the  request  of 

the  applicant  for  consideration  of  revised  plans.  For 

hearing. 

584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 


SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED— 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 

Laid  over  from  February  22,  1972,  at  the  request  of 

Community  Planning  Board  #17. 

304-67-BZ— Vol.  Ill 

APPLICANT— Andrew  Di  Cammillo  for  Mar j an  Realty 
Company,  owner. 

SUBJECT — Application  reopened  as  Volume  III,  Septem. 
ber  1,  1971— decision  of  the  Borough  Superintendent, _  un¬ 
der  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  at  an  existing  Automotive  Service  Station 

.  with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing. 

PREMISES  AFFECTED— 1680  Canarsie  Road,  south  side, 
100.554s  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41, 
Borough  of  Brooklyn. 

611-71-BZ 

APPLICANT — Maurice  Intrator  for  Abraham  Wialanski, 
owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
five  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

PREMISES  AFFECTED— 41  West  64th  Street,  north 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  13, 
Borough  of  Manhattan. 

767-71-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Gertrude  Weiss- 
man,  owner. 

SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
one  story  building,  the  expansion  of  the  automotive  supply 
store  use  to  include  accessory  installation  of  parts  with 
hand  tools  only. 

PREMISES  AFFECTED — 991  to  993  Bedford  Avenue, 
and  2  Kosciusko  Street,  southwest  corner,  Block  1783,  Lot 
9,  Borough  of  Brooklyn.  Community  Board  #3. 

110-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Brown,  Harris,  Stevens,  Incorporated,  long¬ 
term  lessee. 

SUBJECT — Application  February  1,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district  in  an  existing  six 
story  building,  the  addition  to  the  uses  of  the  ground  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 8  to  14  East  47th  Street,  south 
side.  140  feet  west  of  Madison  Avenue,  Block  1282,  Lot 
64,  Borough  of  Manhattan.  Community  Board  # 

414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 
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SUBJECT — Application  June  IS,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15.  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


419-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


420- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
tone,  Borough  of  Queens. 

421- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 
SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 

Laid  over  from  February  8,  1972,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 

MARCH  21,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 
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485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 
Hearing  closed. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


804-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 93  to  95  Avenue  U,  north 
side,  60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45, 
Borough  of  Brooklyn. 


749-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Franklin  Associates. 

SUBJECT — Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED— 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

757-71-A 

APPLICANT — Alfonso  Duarte  for  John  Kadvan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 58  East  34th  Street,  south  side, 
142  feet  4 J4"  west  of  Park  Avenue,  Block  863,  Lot  51, 
Borough  of  Manhattan. 

123-72-A 

APPLICANT — Faraday,  Incorporated  for  Department  of 
Correction,  City  of  New  York,  owner. 

SUBJECT — Application  February  8,  1972 — appeal  from  an 
order  of  the  Fire  Commissioner  re-  fire  alarm  system  and 
sprinkler  system. 

PREMISES  AFFECTED — Project  C-73,  Correctional  In¬ 
stitute  for  Women,  Block  2760,  Lot  4,  Rikers  Island,  Bor¬ 
ough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 


MARCH  28,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  28,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

606-52-BZ — Vol.  II 

APPLICANT— Millard  Bresin  for  Wampus  Realty  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  February 
15,  1972— decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
the  change  in  occupancy  from  light  manufacturing  and 
warehouse  to  storage,  woodworking  and  manufacturing. 
PREMISES  AFFECTED— 14-27  27th  Avenue,  north  side, 
222.25  feet  east  of  14th  Street  and  26-21  14th  Street, 
Block  901,  Lots  6  and  23,  Astoria,  Borough  of  Queens. 


1000-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Sheffield  Rehabili¬ 
tation  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February 
20,  1972 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
a  parking  lot  for  more  than  5  cars. 

PREMISES  AFFECTED— 940-942  Marcy  Avenue,  west 
side,  80  feet  south  of  Macon  Street,  Block  1850,  Lots  26 
and  35,  Borough  of  Brooklyn. 


142-56-BZ 

APPLICANT — Albert  Melniker  for  Firgil  L.  Speroni, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  office  and  sales,  minor  auto 
repairs,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1231-1241  (1235  Official)  Rich¬ 
mond  Road  and  1-11  Vista  Avenue,  northwest  corner, 
Block  849,  Lot  30,  South  Beach,  Borough  of  Richmond. 


1207-66-BZ 

APPLICANT — Lama  and  Vasalotti  for  Washington  DeKalb 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  _  of  term  of  variance  which  expires  May  2, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district  in  an  existing 
three  story  and  basement  building,  the  enlargement  in 
area  of  the  artist  supply  and  bookstore  in  the  basement 
for  accessory  storage  use. 

PREMISES  AFFECTED — 305  Washington  Avenue,  321 
DeKalb  Avenue,  northeast  corner,  Block  1918,  Lot  1, 
Borough  of  Brooklyn. 

673-71-BZ  ~ 

APPLICANT — Max  Siegel  Associates  for  Toby  Miller, 
owner. 
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SUBJECT — Application  October  15,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  (b),  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  seven  story  office  building  that  exceeds 
the  permitted  floor  area  ratio,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED— 175-19  148th  Road,  northeast 
corner  of  175th  Street,  Block  13379,  Lots  67,  69,  78,  81,  82, 
and  79,  Jamaica,  Borough  of  Queens. 


12-72-BZ 

APPLICANT — Shea,  Gould,  Climenko  and  Kramer  for 
Colonial  at  Kennedy  Incorporated,  owner. 


( 


\ 


SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  at  an  existing 
hotel  previously  before  the  Board,  the  installation  of  signs 
that  exceed  the  permitted  surface  area  along  a  district 
boundary  and  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED — 138-10  135th  Avenue,  southeast 
corner  of  Van  Wyck  Expressway,  Block  12093,  Lot  20, 
South  Ozone  Park,  Borough  of  Queens.  Community  Board 
No.  12. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  22,  1972,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
and  Commissioner  Nolan. 

492-56-BZ 

APPLICANT— McGee  and  Morsellino  for  Leemilt’s  Petrol¬ 
eum,  Incorporated,  long  term  lessee ;  Republic  Petroleum 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  18, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  and  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  minor  auto  repairs  with  hand  tools  only,  office 
and  sales,  car  washing  (non  automatic)  and  lubritorium. 

PREMISES  AFFECTED— 3400-3408  Baychester  Avenue 
and  2001-2021  Tillotson  Avenue,  northeast  corner  and 
3401-3409  Dereimer  Avenue,  Block  5257,  Lot  47,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  18,  1956,  on  certain  conditions;  and  _  t  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  22,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  18,  1956,  as  amended  through  March  19,  1957,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  December  18,  1971, 
to  permit  ....  ;  on  condition  that  the  accessory  build¬ 
ing  be  repaired  and  painted;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (N.  B.  1181-56) 

713-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  11, 
1971  and  for  amendment  of  resolution— decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  7e  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
repairs  (hand  tools  only),  auto  washing  (non-automatic), 
office  sales  and  storage  of  motor  accessories,  parking  for 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 181-01  to  181-11  (181-05  of¬ 
ficial)  Horace  Harding  Expressway  and  58-39  to  58-53 
(formerly  58-25  to  58-53)  Utopia  Parkway,  northeast  cor¬ 
ner  and  58-44  to  58-52  (formerly  58-28  to  58-52)  182nd 
Street,  Block  7065,  Lot  8,  Fresh  Meadows,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  ~ 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  11,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
February  22,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  11,  1956,  as  amended  through  March  5,  1957,  by  adding 
thereto : 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  December  11,  1971;  and  that  the  premises  may  be 
reduced  in  area  substantially  as  shown  on  drawing  of 
proposed  conditions  marked  ‘Received  November  24, 
1971’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (N.  B.  3323-55) 


398-58-BZ 

APPLICANT — Saul  Goldsmith  for  John  J.  Flannery,  Jr., 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  22,  1971 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  local  retail  use  district,  the 
change  in  use  of  the  second  floor  of  an  existing  building, 
from  offices  to  factory  for  manufacturing  of  infants  wear. 

PREMISES  AFFECTED— 7914-7920  3rd  Avenue,  west 
side,  53  feet  9  inches  north  of  80th  Street,  Block  5978,  Lot 
46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative : .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  February  22,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  24,  1959,  as  amended  through 
November  22,  1966,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  November  22, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1514-66) 
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336-59-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee ;  Stafac,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station  previously  granted  including  lubritorium,  car  wash¬ 
ing,  minor  auto  repairs,  office  and  sales,  storage  room  and 
the  parking  and  storage  of  motor  vehicles  in  the  open  area 
with  a  post  standard  sign. 

PREMISES  AFFECTED — 838-846  Fulton  Street  and  489- 
493  Vanderbilt  Avenue  southeast  corner,  Block  2010,  Lots 
25,  27,  28  and  29,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  6,  1962,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  November  30, 
1971 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
6,  1962,  as  amended  through  November  30,  1971,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  January  28,  1972’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(B.  N.  3576-71) 


590-69-BZ 

APPLICANT — Charles  F.  Murphy  for  Sol  Bilgrei,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  February  10, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of  a 
one  story  building  for  use  as  a  contractors  establishment. 

PREMISES  AFFECTED — 50-06  38th  Street,  southwest 
corner  of  Greenpoint  Avenue,  Block  234,  Lot  13,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

AC  I  ION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1970,  on  certain  conditions ;  and 


Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  February  9,  1971 ;  and 

.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  10,  1970,  as  amended  through  February  9,  1971,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  10,  1972.”  (N.  B.  1146-69) 

20-70-BZ 

APPLICANT — DeRose  and  Cavalieri  for  J.  Clarence 
Davies,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to 

waive  the  Rules  of  Procedure  and  reopening  for  extension 
of  time  to  complete  which  expires  April  23,  1972 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  11-412  and  72-21  of  the  Zoning 
Resolution,  permitting  in  a  Cl-4,  C2-4  and  R8  district,  in 
an  existing  one  story  building  previously  before  the 
Board,  the  enlargement  in  floor  area  and  the  change  in 
occupancy  from  cafeteria  and  stores  to  a  variety  store 
that  exceeds  the  floor  area  limitations. 

PREMISES  AFFECTED — 2  to  20  East  Burnside  Avenue, 
2038  to  2048  Jerome  Avenue,  southwest  corner  of  Walton 
Avenue,  Block  2854,  Lot  44,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Cavalieri. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
April  23,  1970,  on  certain  conditions  ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  May  11,  1971 ;  and 

.  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  23,  1970,  as  amended  through 
May  11,  1971  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  23,  1972.”  (Alt.  550-69) 

289-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  425  Coney  Island 
Avenue  Coropration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  December  1, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-413  of  the  Zoning 
Resolution,  permitting  in  a  C2-3  and  R6  district  the  change 
in  occupancy  of  an  existing  one  story  building  previously 
before  the  Board  from  a  public  garage  to  a  wholesale 
establishment. 

PREMISES  AFFECTED — 425-447  Coney  Island  Avenue, 
east  side,  143  feet  l^g  inches  north  of  Church  Avenue, 
Block  5070,  Lot  19,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  R.  Rothkrug. 


199 


MINUTES 


ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  Board  on  De¬ 
cember  1,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
1,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  1,  1971.”  (Alt.  595-70) 


358-70-BZ 

APPLICANT— Buckley  and  Kisseloff  for  50  Broad  Street, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February  2, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-5  district,  the  erection  of  a 
twenty  story  enlargement  to  an  existing  twenty  story 
building  that  will  create  noncompliance  in  floor  area  ratio 
and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 50  Broad  Street,  west  side,  169 
feet  south  of  Exchange  Place,  44  New  Street,  Block  24, 
Lots  19,  36  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOAD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  2,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
2,  1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  2,  1972.”  (Alt.  1095-69) 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition  :  Irving  Klein. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1972,  at  10 
A.M.,  for  the  purpose  of  awaiting  action  of  the  Court  and 
action  of  Title  Vested.  Continued  Hearing. 


473-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  July  7,  1971 — decision  of  the  ^Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED — 31  Washington  Square  West, 
.  west  side,  45  feet  north  of  Washington  Place,  Block  552. 
Lot  61,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Ben  Taruskin. 
For  Opposition :  Doris  Diether  and  Edene  Liader. 
ACTION  OF  BOARD— Laid  over  to  February  29,  1972,  at 
2  P.M.,  for  the  purpose  of  decision.  Hearing  Closed. 


518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT— Application  July  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Maurice  F.  Uslan. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1972,  at  10 
A.M.,  for  the  purpose  of  the  Board  reviewing  the  case, 
and  the  applicant  submitting  additional  copies  of  required 
information  to  the  Board.  Continued  Hearing. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED — 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition:  Peter  and  Lucaetia  Tenervia,  Sylvester 
and  Mary  Giamatano,  Charles  and  Rose  Fiteni,  Dolores 
and  Rose  Lyons,  Mari  Salvatore,  Frank  and  Prove- 
denza  Caleca  and  Peter  Tenervia. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at  10 
A.M.,  at  the  request  of  Community  Planning  Board  #17. 
Continued  Hearing. 
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592-71-BZ 

APPLICANT — Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT— -Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  and  R2  district,  the  erection  of  a 
second  floor  to  an  existing  one  story  mixed  building  and  the 
change  in  occupancy  to  medical  and  professional  offices. 

PREMISES  AFFECTED — 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  John  Grogan,  John  Morano,  John  M. 

Ricca,  Michael  Pearl  and  Dennis  Donovan. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M.,  for  the  purpose  of  decision.  Hearing  closed. 

598-71-BZ 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
area  for  bank  into  the  residential  district. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Martin  T.  Stallove. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


599-71-A 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES — Albert  Melniker  and  Martin  T.  Stal¬ 
love. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972, 
at  2  P.M.  for  decision;  previously  inspected;  hearing 
closed. 


605-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Hollis  Park 
Nursing  Home,  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
three  story  enlargement  to  an  existing  nursing  home  that 
increases  non-compliance  in  floor  area  ratio  and  encroach¬ 
ment  into  the  rear  yard. 

PREMISES  AFFECTED — 191-06  Hillside  Avenue,  south¬ 
east  corner  of  191st  Street,  Block  10456,  Lots  12  and  15, 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Eli  Lewis. 

For  Opposition:  A.  Henry  Johnson,  G.  Saume,  Ronald 


Wynne,  Elsa  R.  Johnson,  Mrs.  G.  Saume,  Ida  Pazos  and 
Margaret  Holway. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at  2 
P.M.  for  decision ;  applicant  to  file  additional  information ; 
previously  inspected;  hearing  closed. 

612-71-BZ 

APPLICANT — Larry  Meltzer  for  Harry  Auster  and  Al¬ 
bert  M.  Warren,  owner;  Humble  Oil  and  Refining  Com¬ 
pany,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 179-12  to  179-20  Hillside 
Avenue,  and  88-02  to  88-14  179th  Place,  southwest  corner, 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at  10 
A.M.,  for  continued  hearing,  for  the  purpose  of  the  appli¬ 
cant  submitting  revised  drawings;  previously  inspected. 


613-71-BZ 

APPPLICANT — Larry  Meltzer  for  Temple  Hillel  of  Flat- 
lands,  owner. 

SUBJECT— Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  synagogue,  com¬ 
munity  center  school  that  increases  the  degree  of  non-com¬ 
pliance  into  the  front  yard. 

PREMISES  AFFECTED — 2164  to  2190  Ralph  Avenue, 
and  5913  to  5923  Avenue  L,  northwest  corner,  Block  7839, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at  2 
P.M.  for  decision ;  previously  inspected ;  hearing  closed. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  serv¬ 
ice  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs, 
Community  Board  #10. 

PREMISES  AFFECTED — 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M.,  for  the  purpose  of  decision.  Hearing  closed. 


704-71-BZ 

APPLICANT — Anthony  T.  Nappi  for  62-64  West  138th 
Street  Corporation,  owner. 


201 


MINUTES 


SUBJECT— Application  October  29,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2  dis¬ 
trict,  the  conversion  of  an  abandoned  garage  to  office  use. 
PREMISES  AFFECTED— 62  to  64  West  138th  Street, 
south  side,  127  feet  east  of  Lenox  Avenue,  Block  1735,  Lot 
65,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Anthony  T.  Nappi  and  Leonard  L.  Roth- 
krug. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1972,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7(L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceed  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED— 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street,  southwest  corner,  Block  1114,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  R.  Frome  and  Gary  E.  Martinelli. 

For  Administration :  Mark  A.  Levine,  City  Planning  Com¬ 
mission. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
10  A.M.,  at  the  request  of  the  applicant  for  consideration 
of  revised  plans.  For  hearing. 

761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond,  Community 
Board  #1. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Sol  Niego. 

For  Opposition:  Bruce  Parker  and  Gary  Merritt. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
10  A.M.,  for  the  purpose  of  continued  hearing. 


502-71-BZ 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 

SUBJECT — Application  July  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement 
in  area  of  the  first  floor  of  a  two  story  building  and  the 
change  in  occupancy  from  store  and  one  family  dwelling 
to  store. 


PREMISES  AFFECTED— 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  25,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  then  laid  over  to  February  8,  1972;  and  laid  over  to 
February  22,  1972;  and 

•Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1971,  acting  on  Alt.  Applic.  2031/1970,  reads: 

“1.  The  proposed  one  story  enlargement  to  an  exist¬ 
ing  store  in  U.  G.  6  within  an  R5  District  is  contrary  to 
Sect.  52-40  of  Z.  R. 

2.  The  proposed  change  in  occupancy  on  the  1st 
floor  from  a  ‘store  and  one  family’  to  a  ‘store’,  U.  G.  6, 
constitutes  an  extension  of  a  non-conforming  use  within 
an  R5  District  and  is  contrary  to  Sect.  52-40  of  Z.  R. 

3.  The  proposed  structural  alteration  to  a  non-con¬ 
forming  use  is  contrary  to  Sect.  52-22  of  Z.  R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
district,  the  enlargement  in  area  of  the  first  floor  of  a  two- 
story  building  and  the  change  in  occupancy  from  store  and 
one-family  dwelling  to  store ;  on  condition  that  all  work  shall 
comply  substantially  with  the  drawings  filed  marked  “Re¬ 
ceived  July  20,  1971,”  4  sheets,  and  “December  2,  1971,”  1 
sheet  and  “February  15,  1972,”  one  sheet,  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  sub¬ 
stantial  construction  be  completed  within  one  year  of  the  date 
of  this  resolution. 

503-71-A 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 

SUBJECT — Application  July  20,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  4,  frame 
building,  extension  and  enlargement. 

PREMISES  AFFECTED— 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg. 

For  Opposition:  None. 

ACTION  OF  BOARD — Appeal  granted  an  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1971  on  Alt.  Applic.  2031-70,  reads: 

“4.  The  proposed  extension  and  enlargement  of  a 
commercial  use  within  a  Class  4,  frame  building  is  con¬ 
trary  to  Sect.  C26-254  of  Old  Code  and  C26-405.0  of 
New  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  July  19,  1971  acting  on  alteration  appli¬ 
cation  203,  1970  Objection  No.  4  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
the  drawings  shall  comply  with  the  resolution  adopted  this 
date,  resolution  on  calendar  number  502-71-BZ  adopted  as 
of  this  date,  and  all  other  laws,  rules  and  regulations  applica¬ 
ble  shall  be  complied  with. 


Adjourned:  12:30  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 


TUESDAY  AFTERNOON,  FEBRUARY  22,  1972,  2  P.M. 


Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan. 

443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovic,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store, 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Kiepler. 

For  Opposition :  Stephen  Andretta  and  Donald  Cinaglia. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then,  laid  over  to  December  14,  1971 ;  and  to  Janu¬ 
ary  18,  1972;  then  to  February  8,  1972;  then  to  February  22, 
1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  16,  1971,  acting  on  Alt.  Applic.  669/1971,  reads: 

“1.  Proposed  change  of  Use  to  Printing  Shop,  Use 
Gp.  9,  in  a  Cl-2  District  is  contrary  to  Sec.  32-18  Z.R.” 


and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
District,  in  an  existing  three-story  building,  the  conversion 
of  the  first  floor  store  to  a  printing  shop ;  on  condition  that 
all  work  shall  conform  to  the  drawings  filed  with  this  appli¬ 
cation  marked  “Received  June  23,  1971,”  5  sheets,  and  on 
further  condition  that  the  hours  of  operation  shall  be  limited 
to  8  a.m.  to  6  p.rm  on  normal  business  days,  and  that  all  laws, 
rules  and  regulations  applicable  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution  . 


587-71-BZ 


APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 


APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  Ann  Bendick. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  21,  1971  and  laid  over 
to  January  18,  1972;  then  to  February  8,  1972;  then  to  Feb¬ 
ruary  22,  1972;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971,  acting  on  N.  B.  Applic.  739/1971, 
reads : 

“1.  Proposed  two  family  dwelling  (Use  Group  2) 
located  in  an  R2  District  is  contrary  to  Sec.  22-12  Z.  R. 

2.  F.  A.  R.  exceeds  permissible  and  O.  S.  R.  is 
deficient,  contrary  to  Sec.  23-141  Z.  R. 

_  3.  Lot  area  per  dwelling  unit  of  less  than  3800  sq. 
ft.  is  contrary  to  Sec.  23-221  Z.  R. 

4.  Lot  size  deficient  in  minimum  width  (40')  con¬ 
trary  to  Sec.  23-32  Z.  R. 

5.  Two  side  yards  with  13'  min.  (total)  are  re¬ 
quired.  Attached  dwelling  contrary  to  Sec.  23-461  Z.  R. 

6.  Two  front  yards  of  15  feet  each  facing  each  street 
are  required,  7'-8j4"  front  yard  on  147th  Place  is  con¬ 
trary  to  Sec.  23-45  Z.  R. 

7.  Bldg,  penetrates  sky  exposure  plane  contrary  to 
Sec.  23-631  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  erection  of  a  two-family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area,  and  lot  area  per  room,  en¬ 
croaches  on  the  required  front  and  side  yard  and  penetrates 
the  sky  exposure  plane ;  on  condition  that  all  work  shall  con¬ 
form  with  drawings  filed  with  the  application  marked  “Re¬ 
ceived  September  1,  1971,”  1  sheet,  and  “January  14,  1972,”  5 
sheets,  and  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with  and  substantial  construction  be  completed  within 
1  year  of  the  date  of  this  resolution. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 147-17  34th  Avenue,  north  side, 
2.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Ann  Bendick. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication  in 
the  Bulletin;  then  laid  over  to  December  21,  1971;  and  laid 
over  to  January  18,  1972;  then  to  February  8,  1972;  then  to 
February  22,  1972,  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971,  acting  on  N.B.  Applic.  740/1971, 
reads : 

“1.  Proposed  two  family  dwelling  (Use  Group  2) 
located  in  an  R2  District  is  contrary  to  Sec.  22-12  Z.  R. 

2.  F.A.R.  exceeds  permissible  and  O.S.R.  is  de¬ 
ficient,  contrary  to  Sec.  23-141  Z.R. 

3.  Lot  area  per  dwelling  unit  of  less  than  3800  sq. 
ft.  is  contrary  to  Sec.  23-221  Z.R. 

4.  Lot  size  deficient  in  minimum  width  (40')  con¬ 
trary  to  Sec.  23-32  Z.R. 

5.  Two  side  yards  with  13'  min.  (total)  are  re¬ 
quired.  Attached  dwellings  are  contrary  to  Sec.  23-461 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 


is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  erection  of  a  two-family  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area,  and  lot  area  per  room,  encroaches 
on  the  required  front  and  side  yard  and  penetrates  the  sky 
exposure  plane ;  on  condition  that  all  work  shall  conform 
with  drawings  filed  with  the  application  marked  “Received 
September  1,  1971,”  1  sheet,  and  “January  14,  1972,”  5 
sheets,  and  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with  and  substantial  construction  be  completed  within  1 
year  of  the  date  of  this  resolution. 

589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-71  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Ann  Bendick. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE _ 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  21,  1971;  and  then  laid 
over  to  January  18,  1972;  then  to  February  8,  1972;  then  to 
February  22,  1972;  .and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971,  acting  on  N.  B.  Applic.  741/1971, 
reads : 

“1.  Proposed  two  family  dwelling  (Use  Group  2) 
located  in  an  R2  District  is  contrary  to  Sec.  22-12  Z.  R. 

2.  F.  A.  R.  exceeds  permissible  and  O.  S.  R.  is  de¬ 
ficient,  contrary  to  Sec.  23-141  Z.  R. 

3.  Lot  area  per  dwelling  unit  of  less  than  3800  sq. 
ft.  is  contrary  to  Sec.  23-221  Z.  R. 

4.  Lot  size  deficient  in  minimum  width  (40')  con¬ 
trary  to  Sec.  23-32  Z.  R. 

5.  Two  side  yards  with  13  foot  minimum  (total)  are 
required.  Attached  dwellings  are  contrary  to  Sec.  23- 
461  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
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grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R2 
district,  the  erection  of  a  two-family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area,  and  lot  area  per  room,  encroaches 
on  the  required  front  and  side  yard  and  penetrates  the  sky 
exposure  plane;  on  condition  that  all  work  shall  conform  with 
drawings  filed  with  the  application  marked  “Received  Sep¬ 
tember  1,  1971,”  1  sheet,  and  “January  14,  1972,”  5  sheets, 
and  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  substantial  construction  be  completed  within  1  year 
of  the  date  of  this  resolution. 


590-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Ann  Bendick. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  21,  1971 ;  and  laid  over 
to  January  18,  1972;  then  to  February  8,  1972;  then  to  Feb¬ 
ruary  22,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  742/1971, 
reads : 


conform  with  drawings  filed  with  the  application  marked 
“Received  September  1,  1971,”  1  sheet,  and  “January  14, 
1972,”  5  sheets,  and  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  substantial  construction  be  completed 
within  1  year  of  the  date  of  this  resolution. 


591-71-BZ 


APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT— Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of 
a  two  family  dwelling  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Ann  Bendick. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

N  egative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  then  laid  over  to  December  21,  1971 ;  and  laid  over 
to  January  18,  1972;  then  to  February  8,  1972;  then  to  Feb¬ 
ruary  22,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  743/1971, 
reads : 


“1.  Lot  size  below  minimum  (3,800  Sq.  Ft.)  con¬ 
trary  to  Sec.  23-221  Z.  R. 

2.  Lot  size  deficient  in  min.  width  (40')  contrary 
to  Sec.  23-32  Z.  R. 

3.  Two  side  yards  with  13  ft.  min.  total  width  area 
required.  Attached  buildings  are  contrary  to  Sec.  23- 

461  Z.  R.” 


“1.  Lot  size  below  minimum  (3,800  Sq.  Ft.)  con¬ 
trary  to  Sec.  23-221  Z.  R. 

2.  Lot  size  deficient  in  min.  width  (40')  contrary  to 
Sec.  23-32  Z.  R. 

3.  Two  side  yards  with  13  ft.  min.  width  total  are 
required.  Attached  buildings  are  contrary  to  Sec.  23- 
461  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  erection  of  a  one-famliy  dwelling  that  has 
less  than  the  required  lot  area  and  lot  width  and  encroaches 
on  the  required  side  yard;  on  condition  that  all  work  shall 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R2  district,  the  erection  of  a  one-familv  dwelling  that  has 
less  than  the  required  lot  area  and  lot  width  and  encroaches 
on  the  required  side  yard;  on  condition  that  all  work  shall 
conform  with  drawings  filed  with  the  application  marked 
“Received  September  1.  1971,”  1  sheet,  and  “January  14, 
1972,”  5  sheets,  and  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  substantial  construction  be  completed 
within  1  year  of  the  date  of  this  resolution. 


595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 


MINUTES 


SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor  s 
establishment  with  accessory  repairs. 

PREMISES  AFFECTED— 5312  21st  Avenue,  west  side,  100 
feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Miller. 

For  Opposition:  Ray  Kelly  and  Frank  R.  Werner. 
ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  18,  1972;  and  laid  over 
to  February  8,  1972 ;  and  laid  over  to  February  22,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  13,  1971,  acting  on  N.  B.  Applic.  252/1971, 
reads : 

“1.  The  proposed  one  story  and  mezzanine  building 
to  be  used  on  the  1st  floor  for  ‘Contractor’s  Establish¬ 
ment’  including  the  ‘repair  and  storage  of  construction 
equipment’  U.  G.  17,  and  on  the  mezzanine  for  accessory 
offices,  is  not  permitted  as  of  right  within  an  R5  District 
and  is  contrary  to  Sect.  22-00  of  Z.  R. 

2.  There  are  no  bulk,  parking,  or  loading  berth 
regulations  for  non-conforming  uses  in  residence  build¬ 
ing  therefore  refer  to  B.  S.  A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  ground  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit,  in 
an  R5  district,  the  erection  of  a  one-story  and  mezzanine 
building  for  use  as  a  contractor’s  establishment  with  acces¬ 
sory  repairs ;  on  condition  that  all  work  shall  conform  to  the 
drawings  filed  with  this  application  marked  “Received  Sep¬ 
tember  1,  1971,”  7  sheets,  and  on  further  condition  that  the 
hours  of  operations  be  limited  to  8  a.m.  to  5  p.m.,  Monday 
through  Friday,  and  that  now  parking,  servicing  or  repair 
of  vehicles  or  equipment  take  place  on  the  street;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


597-71-BZ 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 1598  East  98th  Street,  west  side, 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  Kathleen  Normandy. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  January  18,  1972 ;  and  laid  over 
to  February  8,  1972;  then  to  February  22,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1971,  acting  on  N.  B.  Applic.  242/1971, 
reads : 

“1.  The  proposed  construction,  in  an  R5  District, 

•  of  a  two  story  building  to  be  occupied  as  a  one  family 
dwelling,  without  at  least  one  8'-0"  wide  side  yard,  is 
contrary  to  Section  23-49  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  two-story,  one  family  dwell¬ 
ing  that  encroaches  on  the  required  side  yard;  on  condition 
that  all  work  shall  conform  to  the  drawings  marked  “Re¬ 
ceived  September  2,  1971,”  one  sheet,  and  “February  4, 
1972,”  3  sheets;  and  all  laws,  rules  and  regulations  shall  be 
complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 

715-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT— Application  November  5,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  manufacturing 
building  and  the  change  in  occupancy  from  pharmaceutical 
factory  to  paint  repair,  storage  and  accessory  offices. 
PREMISES  AFFECTED— 4901  to  4911  Clarendon  Road, 
and  691  to  701  East  49th  Street,  northeast  corner,  Block 
4760,  Lots  38  and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  8,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  February  22,  1972;  and 
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\Y  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1971,  acting  on  Alt.  Applic  1376/1971, 
reads : 

“1.  Proposed  change  of  non-conforming  uses  of 
premises  located  in  an  R4  district  to  pump  repairing 
establishment,  Use  Group  #17,  and  the  enlargement  of 
such  non-conforming  use  are  contrary  to  52-34,  52-41 
and  52-22  of  the  Z.R. 

2.  Proposed  change  of  occupancy  from  residence  to 
office,  Use  Group  #6,  on  the  2nd  and  3rd  floors  in  an 
R4  district  is  contrary  to  22-00  and  32-05,  Z.R. 

3.  Since  there  are  no  bulk,  accessory  parking  and 
loading  regulations  for  such  use  in  an  R4  district,  such 
matters  shall  be  referred  to  the  Board  for  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  a  one-story  enlargement  to  an  exist¬ 
ing  manufacturing  building  and  the  change  in  occupancy 
from  pharmaceutical  factory  to  pump  repair,  storage  and 
accessory  offices;  on  condition  that  all  work  shall  conform 
to  drawings  marked  “Received  November  5,  1971,”  8  sheets, 
and  “December  17,  1971”,  1  sheet;  on  further  condition  that 
the  existing  over-head  door  on  East  49th  Street  be  blocked 
up,  and  that  the  curb  cut  on  East  49th  Street  be  eliminated 
and  restored  to  its  proper  level,  and  that  no  materials,  equip¬ 
ment  or  vehicles  be  stored  on  the  sidewalk  and  no  additional 
curb  cuts  be  installed  and  trees  be  planted  on  East  49th 
Street  and  Clarendon  Road,  in  accordance  with  the  rules 
and  regulations  of  the  Department  of  Parks,  and  all  laws, 
rules  and  regulations  be  complied  with  and  have  substantial 
construction  completed  one  year  within  the  date  of  this 
resolution. 

716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live  load. 

PREMISES  AFFECTED — 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38  and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M.  for  Decision. 

485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT— Application  July  13,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 


PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462,’ 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at  2 
P.M.  at  the  request  of  the  applicant. 


733-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mission  Cristiana 
Bethesda,  owner. 

SUBJECT — Application  November  22,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  Church. 

PREMISES  AFFECTED — 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative: .  o 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  19,  1971  on  Alt.  Applic.  1090-31,  reads: 

“11.  Proposed  change  of  use  in  one  story  wood 
frame  building  Class  4  construction  from  store  use  to 
Church  (Use  Group  4)  is  contrary  to  Section  C26-254.0 
as  required  by  Section  C26-185.0  (Old  Code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  19,  1971,  acting  on  Alt.  Applic.  1090-71 
Objection  No.  11,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  ^comply  with  drawings  marked  “Received  February  10, 
1972,”  one  sheet;  on  further  condition  that  the  exit  door  at 
the  vyesterly  side  of  the  building  be  not  less  than  44  inches 
in  width;  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


669-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mestel  Store  Contracting  Cor¬ 
poration. 

SURJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 145  to  147  Noll  Street,  west 
s:de,  125  feet  south  of  Wilson  Avenue.  Block  3148,  Lots 
38  and  39,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 

John  F.  Petraglia,  F.  D. 

For  Opposition:  Sid  Rothberg. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  . ^ 

Absent:  Chairman  Galvin .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

145-147  Noll  Street,  Brooklyn— Certificate  No. 

137924.” 

The  modifying  of  the  subject  certificate  is  necessary  to 
permit  the  issuance  of  an  order  by  this  Department  to 
require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Administra¬ 
tive  Code.  . 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  C19-161.0a  of  the  Administrative 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modi¬ 
fied  to  require  a  non-automatic  sprinkler  system  throughout 
the  building ;  that  the  automatic  fire  alarm  with  central  office 
connection  be  maintained  to  the  satisfaction  of  the  Fire 
Commissioner ;  and  that  all  other  laws,  rules  and  regulations 
shall  be  complied  with. 

698-71-A 

APPLICANT — Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — review  of  Fire 
Department  Regulations  Covering  Pressurized  Products 
re-  (Jet-Start  Starting  Fluid  Injection  System). 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D.  and  John 
F.  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1972,  at  2 
P.M.  for  continued  hearing,  at  the  request  of  the  owner. 


736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  Ruth  Wittenberg. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1972,  at 
2  P.M.  for  decision ;  hearing  closed. 


743-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Albert  M.  Lyons, 
owner. 

SUBJECT— Application  November  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 9  East  10th  Street,  north  side, 
200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Ruth  Wittenberg 
and  Albert  M.  Lyons. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1972,  at 
2  P.M.  for  inspection  and  decision;  hearing  closed. 


749-71- A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Franklin  Associates. 
SUBJECT — Application  December  6,  1971— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED— 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  John  P.  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D. 

For  Opposition :  Martin  R.  Fine. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing;  additional  information; 
previously  inspected. 


760-71-A 

APPLICANT — Abraham  Grossman  for  Gertrude  W.  Kap¬ 
lan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 31  to  33  West  12th  Street, 
north  side,  325  feet  west  of  Fifth  Avenue,  Block  576,  Lot 
56,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Opposition :  Ruth  Wittenberg. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
2  P.M.  for  decision.  Hearing  closed. 


792-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Sonny 
Boy  Realty,  Incorporated,  owner,  New  York  City  Depart¬ 
ment  of  Social  Service,  lessee. 

SUBJECT — Application  December  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem,  egress,  and  ventilation. 

PREMISES  AFFECTED — 3030  Bruner  Avenue,  east  side, 
168.42  feet  south  of  Hammersley  Avenue,  Block  4776, 
Lot  65,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Morris  Kweller. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
2  P.M.  for  hearing,  at  the  request  of  the  applicant. 


208 


MINUTES 

■■ 


9-72-A 

APPLICANT — Hurley,  Kearney  &  Lane  and  Albert  Mel- 
niker  for  Sun  Oil  Company,  owner. 

SUBJECT — Application  January  11,  1972 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent — Zoning  matter. 

PREMISES  AFFECTED — 1781  Arthur  Kill  Road  north¬ 
west  corner  of  Arden  Avenue,  Block  6169,  Lot  16,  Arden 
Heights,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  John  E.  Murphy  and  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.  For  the  purpose  of  continued  hearing. 


Adjourned:  3:40  P.M. 

James  P.  Mulroy,  Secretary 


CORRECTIONS 


^CORRECTIONS 

Those  portions  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  10,  1972,  as  they 
appeared  in  Bulletin  No.  8,  Vol.  57,  are  hereby  corrected 
to  read  as  follows : 

1687-BZY— Vol.  VIII— B.Q.— 118-18  Union  Turnpike, 
Block  3335,  Lot  23,  N.B.  1580-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Aaron  Halpern,  Jack 
Brown,  Sam  Sardatt 

For  Opposition:  M.  M.  Cuomo,  Lawrence  Gross,  Ann 
Kirby,  Art  Heimbold,  Richard  Naar,  E.  Philip  Herman, 
Helen  Knorr  Johnson,  John  F.  Fitzsimon  and  others. 

NEUTRAL — Peter  Slenis. 

ACTION  OF  BOARD — Application  for  extension  of  time, 


denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin ,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 

THE  RESOLUTION— 


Whereas,  the  Board  has  held  public  hearings  in  this 
matter  on  January  25,  1972,  and  February  3,  1972,  and  heard 
final  arguments  from  the  Applicant  and  the  opposition  on 
February  10,  1972;  and 

Whereas,  the  Board  has  throughly  reviewed  the  evidence 
submitted  by  both  the  Applicant  and  the  Objectors  and  the 
entire  transcript  of  the  hearings  dated  January  25.  1972,  and 
February  3,  1972;  and 

Whereas,  the  Board  finds  that  the  Applicant  did  not  have 
a  possessory  interest  in  the  property  in  question,  pursuant  to 
Section  11-321  of  the  Zoning  Resolution  as  of  June  15,  1963; 
and 

W hereas,  the  Board  finds  from  the  entire  record  submitted 
in  this  case  that  the  Applicant  was  not  in  a  possessory 
interest  during  prior  extensions  and  was  cognizant  of  the 
prior  litigation  and  decisions  of  this  Board,  and  that  this 
Applicant  has  not  proved  that  substantial  construction  of 
foundations  on  his  part  has  taken  place  prior  to  December 
15,  1971;  and 

Whereas,  the  Board  finds  from  the  entire  record  sub¬ 
mitted  that  this  is  not  an  appropriate  case  to  exercise  its 
discretion  to  grant  an  additional  extension  of  time  to  per¬ 
mit  the  completion  of  construction  to  December  15,  1972. 

Resolved,  that  the  application  for  an  additional  extension 
of  time  under  Section  1 1-324 (a)  of  the  Zoning  Resolution 
be  denied. 

*  The  vote  has  been  corrected  as  shown  above  in  italics. 


^CORRECTION 

Those  portions  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  10,  1972,  as  they 
appeared  in  Bulletin  No.  8,  Vol.  57,  are  hereby  corrected 
to  read  as  follows : 

1688-BZY— Vol.  VIII— B.Q.— 118-17  Union  Trunpike, 
Block  3334,  Lot  151,  N.B.  1579-61. 

APPEARANCES— 

For  Applicant:  Murray  Rudman,  Aaron  Halpern,  Jack 
Brown,  Sam  Sarpatt. 

For  Opposition :  M.  M.  Cuomo,  Lawrence  Gross,  Ann 
Kirby,  Art  Heimbold,  Richard  Naar,  E.  Philip  Herman, 
Helen  Knorr  Johnson,  John  F.  Fitzsimons  and  others. 

NEUTRAL:  Peter  S.  Lewis. 

ACTION  OF  BOARD — Application  for  extension  of  time 


denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 

THE  RESOLUTION— 


Whereas,  the  Board  has  held  public  hearings  in  this 
matter  on  January  25,  1972,  and  February  3,  1972,  and  heard 
final  arguments  from  the  Applicant  and  the  opposition  on 
February  10,  1972;  and 

Whereas,  the  Board  has  thoroughly  reviewed  the  evi¬ 
dence  submitted  by  both  the  Applicant  and  the  Objectors 
and  the  entire  transcript  of  the  hearings  dated  January  25, 
1972,  and  February  3,  1972;  and 

Whereas,  the  Board  finds  that  the  Applicant  did  not  have 
a  possessory  interest  in  the  property  in  question,  pursuant  to 
Section  11-321  of  the  Zoning  Resolution  as  of  June  15,  1963; 
and 

Whereas,  the  Board  finds  from  the  entire  record  sub¬ 
mitted  in  this  case  that  the  Applicant  was  not  in  a  possessory 
interest  during  prior  extensions  and  was  cognizant  of  the 
prior  litigation  and  decisions  of  this  Board,  and  that  this 
Applicant  has  not  proved  that  substantial  construction  of 
foundations  on  his  part  has  taken  place  prior  to  December 
15,  1971;  and 

Whereas,  the  Board  finds  from  the  entire  record  sub¬ 
mitted  that  this  is  not  an  appropriate  case  to  exercise  its 
discretion  to  grant  an  additional  extension  of  time  to  permit 
the  completion  of  construction  to  December  15,  1972. 

Resolved,  that  the  application  for  an  additional  extension 
of  time  under  Section  ll-324(a)  of  the  Zoning  Resolution 
be  denied. 

*  The  vote  has  been  corrected  as  shown  above  in  italics. 
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William  A.  Nolan 
Philip  P.  Agusta  JH£  ySRARY  0r 


FEBRUARY  29,  1972— 2:30  P.M. 

,  Commissioner  Becker  :  Mr.  Chairman,  may  I  be  recog¬ 
nized  to  address  the  Board,  the  Board’s  staff  and  this 
audience. 

Mr.  Chairman,  it  is  only  fitting  and  proper,  in  view  of 
the  fact  this  is  the  last  hearing  at  which  you  will  be 
presiding  as  Chairman  of  the  Board  of  Standards  and 
Appeals,  to  say,  that  we,  your  colleagues  and  staff,  have 
enjoyed  working  under  your  dynamic  leadership,  for  these 
many  months  you  have  served  as  head  of  this  Board. 

We  wish  you  good  luck  in  your  new  post  as  Executive 
Vice-President  of  the  New  York  City  Convention  & 
Exhibition  Center  Corporation. 

We  also  wish  you  and  your  family  much  health  and 
happiness  in  the  many  years  to  come.  I  move  that  these 
remarks  be  printed  in  the  Bulletin  of  the  Board  of  Standards 
and  Appeals,  and  that  a  copy  thereof  shall  be  sent  to  you 
at  your  home  address. 

On  the  motion;  call  the  roll. 

Affirmative  :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan. 

1-ta: _ _ _ 


Commissioners. 
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John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Febru¬ 
ary  29,  1972,  Affecting  Calendar  Numbers — 


14-51-BZ 

507-69-BZ 

677-71-BZ 

862-55-BZ 

509-69-BZ 

707-71-BZ 

327-56-BZ 
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560-71-BZ 

505-69-BZ 

616-71-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Febru 

ary  29,  1972,  Affecting  Calendar  Numbers — 

500-50-SA 
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709-51-SM 

796-71-SM 

556-71-A 

951-57-SA 

799-71-SM 

592-71-BZ 

169-59-SM 

800-71-SM 

598-71-BZ 

323-59-SA 

809-71-SM 

599-71-A 

626-63-SM 

375-52-SA 

615-71-BZ 

661-66-SM 

376-52-SA 

473-71-BZ 

662-66-SM 

918-65-SM 

764-70-BZ 

917-66-SM 

608-65-SM 

716-71-A 

221-67-SA 

609-65-SA 

736-71-A 

596-67-SM 

702-65-SM 

13-72-A 

84-68-SA 

769-65- SM 

686-71-A 

102-68-SA 

801-65-SM 

790-71-A 

174-68-SM 

816-65-SA 

798-71-A 

729-68-SM 

889-66-SM 

803-71-A 

730-68-SM 

496-71-BZ 

89-72-A 

542-71-SM 
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New  Cases  Filed  up  to  February  29,  1972 

Cal.  No.  Dept.  Premise's  Affected 

153-72-A — B.R. — 121  Whitman  Avenue,  north  side,  170 
feet  east  of  Hylan  Boulevard,  Block  5203,  Lot  67,  Great 
Kills,  Borough  of  Richmond,  N.B.  1080-70,  re-  building 
not  fronting  legal  street,  General  City  Law. 


154- 72-A — B.R. — 119  Whitman  Avenue,  north  side,  140 
feet  east  of  Hylan  Boulevard,  Block  5203,  Lot  67,  Great 
Kills,  Borough  of  Richmond,  N.B.  1079-70,  re-  building 
not  fronting  legal  street,  General  City  Law. 

155- 72-A— F.D.— packaging  of  combustible  mixture 
known  as  “Hallmark  window  wash  with  anti-freeze”  in 
one  gallon  polyethylene  container  with  metal  screw  cap 
not  in  compliance  with  regulations  of  the  Administrative 
Code. 


156-72-A — B.R. — 349  Ocean  Terrace,  north  side,  340  feet 
east  of  Tiber  Place,  Block  687,  Lot  2,  Sunnyside,  Bor¬ 
ough  of  Richmond,  letter  of  2/23/72,  from  Borough 
Superintendent,  re-  Revocation  to  revoke  the  approval 
and  permit  based  on  Section  C26-118.7  of  the  Building 
Code. 


157-72-BZ — B.Bx. — 5768  Mosholu  Avenue,  south  side, 
278.2  feet  west  of  Post  Road,  Block  5855,  Lot  2249, 
Borough  of  The  Bronx,  Community  Board  #14,  Alt. 
No.  99-70,  re-  proposed  vertical  extension  in  a  building, 
R4  district. 


158-72-BZ — B.Q. — 67-61  to  67-71  Eliot  Avenue  and  66-70 
to  66-80  68th  Street,  northwest  corner,  Block  2780,  Lot 
100,  Maspeth,  Borough  of  Queens,  Community  Board 
#2,  Alt.  No.  1495-71,  re-  proposed  change  of  use  altera¬ 
tion  and  extension  to  a  building,  R4  district. 


159- 72-BZ— -B.Q. — 127-19  Merrick  Boulevard,  north  side, 
from  Anderson  Road  to  Selover  Road,  Block  12488,  Lot 
1,  Springfield  Gardens,  Borough  of  Queens,  Community 
Board  #12,  Alt.  No.  1411-71,  re-  eating  and  drinking 
place,  patron  dancing,  live  musicians,  Cl-2  district. 

160- 72-A— B.R. — 84  St.  George  Drive,  west  side,  100.69 
feet  north  of  Romer  Road,  Block  871,  Lot  65,  Todt  Hill, 
Borough  of  Richmond,  N.B.  3-72,  re-  building  not  front¬ 
ing  legal  street,  General  City  Law. 

161- 72-A — B.R. — 55  Buttonwood  Road,  east  side,  132.02 
feet  south  from  Willowpond  Road,  Block  876,  Lot  96, 
Todt  Hill,  Borough  of  Richmond,  N.B.  811-71,  re-  build¬ 
ing  not  fronting  legal  street,  General  City  Law. 


162- 72-BZ — B.R. — 4212  Hylan  Boulevard,  northeast  cor¬ 
ner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great  Kills, 
Borough  of  Richmond,  N.B.  102-70,  Community  Board 
#4,  nTB.  102-70,  re-  retail  sales  of  beer  and  soda,  acces¬ 
sory  parking,  R3-2  district. 

163- 72-A — F.D. — packaging  of  flammable  mixture  known 
as  “miracle  black  magic  adhesive  and  miracle  brite  magic 
adhesive”  in  1/10  gallon  fireboard  cartridge  with  foil 
label  and  liner  with  plastic  tip  not  in  compliance  with 
regulations  of  the  Administrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q  —Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  21,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  March  21,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

530-42-BZ — Vol.  Ill 

APPLICANT— Irwin  Emerman  for  Rudin  Waverly,  Incor¬ 
porated,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  January  30,  1972 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 358-374  Avenue  of  the  Amer¬ 
icas,  east  side,  from  Washington  Place  to  Waverly  Place, 
126-130  Waverly  Place  and  87  Washington  Place,  Block 
552,  Lot  37,  Borough  of  Manhattan. 


908-59-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Caral  Real  Estate 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  17,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  in  an  existing  four  story  and 
basement  building,  the  use  of  a  portion  of  the  basement  as 
an  art  gallery,  and  remaining  portion  of  the  premises  to  be 
occupied  as  a  multiple  dwelling. 

PREMISES  AFFECTED — 16  East  78th  Street,  south  side, 
243.1  feet  west  of  Fifth  Avenue,  Block  1392,  Lot  63,  Bor¬ 
ough  of  Manhattan. 


662-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Governale  Estatesi> 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  on  the  unbuilt  upon 
portion  of  the  premises. 

PREMISES  AFFECTED — 3875  Flatlands  Avenue,  north 
side,  100  feet  east  of  Flatbush  Avenue  and  1973-1983  Flat- 
bush  Avenue,  east  side,  30  feet  north  of  Flatlands  Avenue, 
Block  7821,  Lots  21,  23  and  122,  Borough  of  Brooklyn. 


527-56-BZ 

APPLICANT — Abram  Shlefstein  for  Barbara  G.  Seiler, 
long  term  lessee;  Estate  of  Daniel  D.  Daley,  Deceased, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  26,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  restricted  retail  use  district,  the  pro¬ 
posed  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing  (non-automatic),  parking  of  cars 
awaiting  service,  sale  of  auto  accessories  and  minor  repairs 
with  hand  tools,  only. 

PREMISES  AFFECTED— 43-02  to  43-10  Main  Street, 
southwest  corner  of  Cherry  Avenue,  Block  5125,  Lot  30, 
Flushing,  Borough  of  Queens. 
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745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  koor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West.  62nd  Street  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

Laid  over  from  February  22,  1972,  at  the  request  of 
the  applicant  for  consideration  of  revised  plans.  For 
hearing. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT  Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED — 9914  to  9924  Farragut  Road, 
616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 

Laid  over  from  February  22,  1972,  at  the  request  of 
Community  Planning  Board  #17. 


304-67-BZ — Vol.  Ill 


SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
one  story  building,  the  expansion  of  the  automotive  supply 
store  use  to  include  accessory  installation  of  parts  with 
hand  tools  only. 

PREMISES  AFFECTED — 991  to  993  Bedford  Avenue, 
and  2  Kosciusko  Street,  southwest  corner,  Block  1783,  Lot 
9,  Borough  of  Brooklyn.  Community  Board  #3. 

110-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Brown,  Harris,  Stevens,  Incorporated,  long¬ 
term  lessee. 

SUBJECT — Application  February  1,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district  in  an  existing  six 
story  building,  the  addition  to  the  uses  of  the  ground  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 8  to  14  East  47th  Street,  south 
side,  140  feet  west  of  Madison  Avenue,  Block  1282,  Lot 
64,  Borough  of  Manhattan.  Community  Board  # 

414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


APPLICANT  Andrew  Di  Cammillo  for  Marjan  Realty 
Company,  owner. 

SUBJECT— Application  reopened  as  Volume  III,  Septeni' 
j  L  1?71  decision  of  the  Borough  Superintendent,  un- 
6er  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing. 

^■^P^ISES  AFFECTED — 1680  Canarsie  Road,  south  side, 
190.594  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41, 
Borough  of  Brooklyn. 


611-71-BZ 

APPLICANT— Maurice  Intrator  for  Abraham  Wialanski, 
owner. 

SUBJECT— Application  September  3.  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
five  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 


PREMISES  A FFECTED — 41  West  64th  Street,  nortl 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  U 
Borough  of  Manhattan. 


767-71-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Gertrude  Weiss- 


415- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15.  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

416- 71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 
21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 
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PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White- 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  January  25,  1972,  for  continued  hearing. 


423-71- A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 


39-69-BZ 

APPLICANT— Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT— Application  January  27,  1969— decision  of  the 
Borough  Superintendent,  under  Section  .72-21  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED— 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 

Laid  over  from  February  8,  1972,  for  continued  hearing. 

SAMUEL  L.  BECKER,  Chairman 


MARCH  21,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1972,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 
Hearing  closed. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


804-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 93  to  95  Avenue  U,  north 
side,  60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45, 
Borough  of  Brooklyn. 


749-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Franklin  Associates. 
SUBJECT— Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED — 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 


757-71-A 

APPLICANT — Alfonso  Duarte  for  John  Kadvan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 58  East  34th  Street,  south  side, 
142  feet  Al/2"  west  of  Park  Avenue,  Block  863,  Lot  51, 
Borough  of  Manhattan. 


123-72-A 

APPLICANT — Faraday,  Incorporated  for  Department  of 
Correction,  City  of  New  York,  owner. 

SUBJECT — Application  February  8,  1972 — appeal  from  an 
order  of  the  Fire  Commissioner  re-  fire  alarm  system  and 
sprinkler  system. 

PREMISES  AFFECTED — Project  C-73,  Correctional  In¬ 
stitute  for  Women,  Block  2760,  Lot  4,  Rikers  Island,  Bor¬ 
ough  of  The  Bronx. 

SAMUEL  L.  BECKER,  Chairman 


MARCH  28,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  March  28,  1972,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

606-52-BZ — Vol.  II 

APPLICANT — Millard  Bresin  for  Wampus  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February 
15,  1972 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
the  change  in  occupancy  from  light  manufacturing  and 
warehouse  to  storage,  woodworking  and  manufacturing. 

PREMISES  AFFECTED — 14-27  27th  Avenue,  north  side, 
222.25  feet  east  of  14th  Street  and  26-21  14th  Street, 
Block  901,  Lots  6  and  23,  Astoria,  Borough  of  Queens. 

1000-55-BZ  ~ 

APPLICANT— Leonard  F.  Rothkrug  for  Sheffield  Rehabili¬ 
tation  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
°f  term  of  variance  which  expired  February 
20,  197_  decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district 
a  parking  lot  for  more  than  5  cars. 


PREMISES  AFFECTED— 940-942  Marcy  Avenue,  west 
side,  80  feet  south  of  Macon  Street,  Block  1850,  Lots  26 
and  35,  Borough  of  Brooklyn. 


142-56-BZ 

APPLICANT — Albert  Melniker  for  Firgil  L.  Speroni, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  office  and  sales,  minor  auto 
repairs,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1231-1241  (1235  Official)  Rich¬ 
mond  Road  and  1-11  Vista  Avenue,  northwest  corner, 
Block  849,  Lot  30,  South  Beach,  Borough  of  Richmond. 


1207-66-BZ 

APPLICANT — Lama  and  Vasalotti  for  Washington  DeKalb 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  2, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district  in  an  existing 
three  story  and  basement  building,  the  enlargement  in 
area  of  the  artist  supply  and  bookstore  in  the  basement 
for  accessory  storage  use. 

PREMISES  AFFECTED — 305  Washington  Avenue,  321 
DeKalb  Avenue,  northeast  corner,  Block  1918,  Lot  1, 
Borough  of  Brooklyn. 


673-71-BZ 

APPLICANT— Max  Siegel  Associates  for  Toby  Miller, 
owner. 

SUBJECT— Application  October  15,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  (b),  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  seven  story  office  building  that  exceeds 
the  permitted  floor  area  ratio,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 175-19  148th  Road,  northeast 
corner  of  175th  Street,  Block  13379,  Lots  67,  69,  78,  81,  82, 
and  79,  Jamaica,  Borough  of  Queens. 

12-72-BZ  " 

APPLICANT — Shea,  Gould,  Climenko  and  Kramer  for 
Colonial  at  Kennedy  Incorporated,  owner. 

SUBJECT  Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  at  an  existing 
hotel  previously  before  the  Board,  the  installation  of  signs 
that  exceed  the  permitted  surface  area  along  a  district 
boundary  and  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED — 138-10  135th  Avenue,  southeast 
corner  of  Van  Wyck  Expressway,  Block  12093,  Lot  20, 
South  Ozone  Park,  Borough  of  Queens.  Community  Board 
No.  12. 


58-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 
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SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  dis¬ 
tance  between  windows  and  lot  lines,  and  exceeds  the 
distance  to  the  accessory  oversized  garage. 

PREMISES  AFFECTED— 376  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan.  Community  Board  #2. 


59-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 367  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan. 


60-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  dis¬ 
tance  between  windows  and  lot  lines,  and  exceeds  the 
distance  to  the  accessory  oversized  garage. 

PREMISES  AFFECTED— 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #2. 


61-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan. 


62-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district  the  erec¬ 
tion  of  a  five  story  multiple  dwelling  that  encroaches  on 
the  minimum  distance  between  windows  and  lot  lines,  and 
exceeds  the  distance  to  the  accessory  parking  facility. 

PREMISES  AFFECTED — 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #2. 


63-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan, 


64-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  lot  lines. 

PREMISES  AFFECTED — 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan.  Community  Board  #2. 


65-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan. 


66-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the  erec¬ 
tion  of  a  five  story  and  basement  multiple  dwelling  that 
encroaches  on  the  minimum  distance  between  buildings 
and  lot  lines. 

PREMISES  AFFECTED — 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan.  Community  Board  #2. 


67-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan. 


68-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan.  Community  Board  #2. 


69-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan. 
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70-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  encroaches  on  the  minimum  distance  between  build¬ 
ings  and  the  distance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan.  Community  Board  #2. 


71-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from 

a  decision  of  the  Borough  Superintendent  re-  proposed 
distance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet,  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan. 


72-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot 
66,  Borough  of  Manhattan.  Community  Board  #2. 


73-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot 
66,  Borough  of  Manhattan. 


74- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637,  Lots 
64  and  66,  Borough  of  Manhattan.  Community  Board  #2. 

75- 72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 


PREMISES  AFFECTED — 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637,  Lots 
64  and  66,  Borough  of  Manhattan. 


76- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 622  Washington  Street,  west 
side,  44.8  feet  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

76A-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 618  Washington  Street,  entire 
block,  Block  603,  Lot  15,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2. 

77- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 626  Washington  Street,  west 
side,  84.8  feet  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

78- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 125  Barrow  Street,  southwest 
corner  of  Washington  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

79- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT  Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking  facility 
that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 131  Barrow  Street,  south  side, 
89.4  feet  west  of  Washington  Street,  Block  603,  Lots  12, 
15,  Borough  of  Manhattan.  Community  Board  #2. 
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80-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -7  district,  the  erection 
of  a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED— 133  Barrow  Street,  south  side, 

129.4  feet  west  of  Washington  Street,  Block  603,  Lots  6, 
12,  15,  Borough  of  Manhattan.  Community  Board  #2. 


81-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED— 137  Barrow  Street,  south  side, 

169.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan.  Community  Board  #2. 


82-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection 
of  a  five  story  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 141  Barrow  Street,  south  side, 

209.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan.  Community  Board  #2. 


83-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 382  West  Street,  southeast 
corner  of  Barrow  Street,  Block  603,  Lot  6,  Borough  of 
Manhattan.  Community  Board  #2. 


84-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that 
exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 379  West  Street,  east  side, 

44.8  feet  south  of  Barrow  Street,  Block  603,  Lot  6,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 


85-72-BZ 

APPLICANT — William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 115  Morton  Street,  north  side, 

84.8  feet  east  of  West  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan.  Community  Board  #2. 


86-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 107  Morton  Street,  north  side, 

164.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 


86A-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 111  Morton  Street,  north  side, 

124.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 


87-72-B  Z 

APPLICANT — William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 105  Morton  Street,  north  side, 

204.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 


88-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 129  Barrow  Street,  south  side, 
46.0  feet  west  of  Washington  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

SAMUEL  L.  BECKER,  Chairman 
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MARCH  28,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  March  28,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

666-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


130-72-A 

APPLICANT — Joseph  Papp  for  Parks,  Recreational  and 
Cultural  Affairs  Administration,  New  York  Shakespeare 
Festival,  owner. 

SUBJECT — Application  February  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Theatre  use 
on  the  third  floor. 

PREMISES  AFFECTED — 425  Lafayette  Street,  east  side, 
160  feet  7  inches  south  of  Astor  Place,  Block  544,  Lot  16, 
Borough  of  Manhattan. 


808-71-A 

APPLICANT — Shreve  Lamb  and  Harmon  Associates  for 
Fisher  Brothers  Albany  Company,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  vertical  fire 
division,  stairs,  corridors,  exit  passageways,  escalators. 

PREMISES  AFFECTED— 126  to  138  Liberty  Street,  3  to 
13  Albany  Street,  124  to  140  Greenwich  Street,  133  to  151 
Washington  Street,  entire  block,  Block  54,  Lots  1,  3,  6,  8, 
15,  16,  18,  20,  21,  22,  23,  and  26,  Borough  of  Manhattan. 


118-72-A 

APPLICANT — Sidney  Barnes  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  3,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  fuel 
oil  supply  to  water  borne  gas  turbines. 

PREMISES  AFFECTED — Foot  of  53rd  Street  and  First 
Avenue,  Block  803,  Lots  10,  150,  160,  180,  Borough  of 
Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 


APRIL  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the  Mul¬ 
tiple  Dwelling  Law  in  an  existing  31  story  multiple  dwell¬ 
ing,  the  addition  to  the  uses  to  include  transient  parking 
for  the  unused  and  surplus  tenants  spaces. 


PREMISES  AFFECTED— 187-189  East  64th  Street,  1090- 
1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 


789-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Charles 
Judge,  owner. 

SUBJECT — Application  December  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance 
of  an  accessory  garage  to  a  dwelling  that  exceeds  the  per¬ 
mitted  height,  encroaches  on  the  open  space  and  has  less 
than  the  required  area. 

PREMISES  AFFECTED— 447  East  48th  Street,  east  side, 
225.9 Y\  feet  south  of  Church  Avenue,  Block  4696,  Lot  50, 
Borough  of  Brooklyn.  Community  Board  #9. 


7-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  story  building  from  medical  offices  and  dwelling  to 
medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


8-72-A 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
office  uses  within  frame  building  and  live  load. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


141-72-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  and  C4-4  district,  the  erec¬ 
tion  of  a  fifteen  story  office  and  store  building  that  exceeds 
the  adjusted  floor  area  ratio  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 45-61  West  125th  Street,  north- 
side,  210  feet  east  of  Lenox  Avenue  and  54  West  126th 
Street,  Block  1723,  Lots  10,  11,  12,  13,  14,  16,  Borough  of 
Manhattan  Community  Board  #10. 


142-72-A 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  16,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  1  con¬ 
struction,  slope  in  ramp  of  garage,  excessive. 

PREMISES  AFFECTED — 45  to  61  West  125th  Street, 
north  side,  210  feet  east  of  Lenox  Avenue  and  54  West 
126th  Street,  Block  1723,  Lots  10,  11,  12,  13,  14  and  16, 
Borough  of  Manhattan. 

SAMUEL  L.  BECKER  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  29,  1972  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  February  8,  1972,  were 

approved  as  printed  in  the  Bulletin  of  February  17,  1972, 
Vol.  57,  No.  7. 

14-51-BZ 

APPLICANT — M.  Martin  Elkind  for  Grupshap  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  22,  .1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections  7e  and  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use,  B  area  district,  the 
erection  and  maintenance  of  a  business  building  (stores), 
using  more  than  the  area  permitted. 

PREMISES  AFFECTED— 526  East  13th  Street,  south 
side,  295  feet  4  inches  west  of  Avenue  B,  Block  406,  Lot 
19,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  22,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  29,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  22,  1951,  as  amended  through 
June  20,  1967,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  May  22,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2007-66) 


862-55-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term,  of  variance  which  expired  September  25,  1971- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7f  and  7A  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubrication,  office  and  accessory  sales 
and  parking  of  motor  vehicles  awaiting  service,  with  curb 
cuts,  signs  and  show  windows  within  75  ft.  of  the  residence 
use  district. 


PREMISES  AFFECTED— 1781-1791  Bay  Ridge  Parkway 
and  7416-7422  18th  Avenue,  northwest  corner,  Block  6215, 
Lots  47  and  49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  25,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  29,  1972,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  25,  1956,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  September  25, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  2289-55) 


327-56-BZ 

APPLICANT — Joseph  A.  Trapani  for  Commercial  Hotel 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  October  24,  1971;  and  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  proposed  parking  of  cars  for  patrons  and  employees  of 
a  restaurant. 

PREMISES  AFFECTED — 219-14  97th  Avenue  and  87-02 
to  97-10  220th  Street,  southwest  corner,  Block  10784,  Lots 
27  and  30,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Trapani. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened,  term  of  variance  extended  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . q 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  5,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  29,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  5,  1957,  as  amended 
through  October  24,  1961,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  October  24,  1971 ;  and  that  this  accessory  parking 
lot  may  be  reduced  in  area,  on  condition  that  it  shall 
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substantially  conform  to  revised  drawing  of  proposed 
conditions  marked  ‘Received  February  1,  1972’;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  ( Alt.  663-56) 


915-61-BZ 

APPLICANT — Donald  D.  Fisher  for  Elizabeth  S.  Ekblom, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  12,  1971 — decision 
of  the  Borough  Superintendent,  under  Section  7h  of  the 
Zoning  Resolution,  to  permit  in  a  residential  use  district, 
the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 448-450  West  48th  Street, 
south  side,  125  feet  east  of  10th  Avenue,  Block  1057,  Lots 
58  and  59,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher. 

ACTION  OF  BOARD — Application  to  waive  the  Rules  of 
Procedure,  reopen  and  extend  the  term  of  variance  denied. 

THE  VOTE — To  waive  the  Rules  of  Procedure,  reopen 


and  extend  the  term  of  variance. 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  Rules  of  Procedure 
should  not  be  waived  and  the  term  of  this  variance  should 
not  be  extended. 

Resolved,  that  the  application  to  waive  the  Rules  of  Pro¬ 
cedure,  reopen  and  extend  the  term  of  the  variance  be  and 
it  hereby  is  denied. 


720-68-BZ 


APPLICANT- — Vincent  B.  Augusta  for  Hero  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  January  7,  1970— decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R3-2  district,  the  erection  of  a  one  story 
enlargement  to  a  building  occupied  for  the  storage  of 
catering  and  party  equipment  with  offices  and  showroom. 

PREMISES  AFFECTED — 191-19  Northern  Boulevard, 
northwest  corner  of  192nd  Street,  Block  5367,  Lot  5,  Bay- 
side,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Vincent  B.  Augusta. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  7,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1797-67) 


503-69-BZ 

APPLICANT — Belson,  Connolly  and  Belson  for  Housing 
and  Development  Administration  of  the  City  of  New  York, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February  9, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  Ml-5  district,  the  erection  of 
a  housing  development  building  that  will  have  windows 
that  will  encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED — 326-328  Greenwich  Street, 
west  side,  Entire  Block  bounded  by  Greenwich  Street, 
Duane  Street,  Franklin  Street  and  North  Moore  Street, 
Block  142,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ray  Mellett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  February  9,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1969,  as  amended  through  February  9,  1971,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  9,  1972.”  (N.B.  41-69) 


505-69-BZ 

APPLICANT — Belson,  Connolly  and  Belson  for  Housing 
and  Development  Administration  of  the  City  of  New  York, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February 
9,  1972 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  Ml-5  district,  the 
erection  of  a  housing  development  building  that  will  have 
windows  that  encroach  on  the  minimum  distance  to  a 
lot  line. 

PREMISES  AFFECTED — 340-342  Greenwich  Street,  west 
side,  Entire  Block  bounded  by  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
182,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ray  Mellett. 
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ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  February  9,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1969,  as  amended  through  February  9,  1971,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  9,  1972.”  (N.B.  42-69) 


507-69-BZ 

APPLICANT— Belson,  Connolly  and  Belson  for  Housing 
and  Development  Administration  of  the  City  of  New 
York,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete,  which  expired  Eebruary  9, 
1972— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  Ml-5  district,  the  erection  of 
a  housing  development  building  that  will  have  windows 
that  encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED — 356-358  Greenwich  Street,  west 
side,  entire  Block  bounded  by  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
183,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Ray  Mellett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  work 
was  extended  on  February  9,  1971 ;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1969,  as  amended  through  February  9,  1971,  only 
as  to  the  time  to  complete  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  9,  1972.”  (N.B.  43-69) 


509-69-BZ 

APPLICANT — Belson,  Connolly  and  Belson  for  Housing 
and  Development  Administration  of  the  City  of  New 
York,  owner. 


SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete,  which  expired  February 
9,  1972— decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  Ml-5  district,  the 
erection  of  a  housing  development  building  that  will  have 
windows  that  encroaches  on  the  minimum  distance  to  a 
lot  line. 

PREMISES  AFFECTED— 372-374  Greenwich  Street,  west 
side,  entire  Block  bounded  by  Greenwich  Street,  Duane 
Street,  Franklin  Street  and  North  Moore  Street,  Block 
183,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ray  Mellett. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  2,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  February  9,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  2,  1969,  as  amended  through  February  9,  1971,  only  as 
to  the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  9,  1972.”  (N.B.  44-69) 


275-71-BZ 

APPLICANT— Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT— Application  April  29,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  within  the 
rear  yard. 

PREMISES  AFFECTED— 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink¬ 
ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 
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APPEARANCES — 

For  Applicant :  Albert  Melniker. 

For  Opposition :  None. 

vCTION  OF  BOARD — Laid  over  to  March  14,  1972,  at  2 
P.M.,  for  the  purpose  of  obtaining  additional  information, 
and  for  the  purpose  of  decision. 


04-71-BZ 

lPPLICANT — Alphonse  J.  Calvanico  for  Benedict  Realty 
'  Corporation,  owner. 

UBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  plot  within  the  bed  of  a  mapped  street 
to  determine  the  lot  area  requirement  for  a  multiple 
dwelling. 

REMISES  AFFECTED — 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

!.  P  PE  ARAN  CES — 

For  Applicant:  Nicholas  J.  Salvadeo. 

For  Opposition :  Walter  C.  Plath. 

.CTION  OF  BOARD — Laid  over  to  March  14,  1972,  at  10 
A.M.;  for  inspection  and  continued  hearing;  applicant  to 
submit  additional  information. 

06-71-BZ 

.PPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner;  Shell  Oil  Company,  lessee. 

UBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

REMISES  AFFECTED — 221-14  South  Conduit  Avenue, 
southwest  corner  of  222nd  Street,  Block  13491,  Lots  38,’ 
40,  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 

PPEARAN  CES — 

For  Applicant:  Joseph  P.  Morsellino. 

1  For  Opposition:  Susan  N.  Noreika,  C.  B.  #13. 

CTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
1 2  P.M.,  for  decision ;  previously  inspected ;  hearing  closed. 

6- 71-BZ  ~ 

PPLICANT— McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner;  Shell  Oil  Company,  lessee. 

UBJECT— Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  and  sales  and  auto 
repairs  previously  before  the  Board. 

REMISES  AFFECTED — 231-06  Northern  Boulevard, 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens. 

PPEARANCES — 

For  Applicant :  Joseph  P.  Morsellino  and  Jack  J.  Zaccaria. 
For  Opposition:  Gertrude  Waldeyer,  Carol  Marian  and 
John  O.  Riedl. 

CTION  OF  BOARD — Laid  over  to  March  14,  1972,  at  2 
P.M.,  for  decision;  previously  inspected;  hearing  closed. 

7- 71-BZ 

PPLICANT — Leonard  F.  Rothkrug  for  William  Coressel, 
owner;  Frank  Territo,  d/b/a  Gay  Manor,  lessee. 


SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution  to  permit  in  a  Cl-1  district, 
in  an  existing  two  story  building,  the  addition  to  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 917  Manor  Road,  southeast 
corner  of  Tillman  Street,  Block  700,  Lot  8,  West  New 
Brighton,  Borough  of  Richmond,  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Frank  A. 
Territo. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.,  for  the  purpose  of  decision.  Hearing  closed. 
Previously  inspected. 


707-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfio  Gram- 
matico,  owner. 

SUBJECT — Application  October  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  and  cellar  office  and  residential  building, 
that  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 8703,  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lot  9  and  10, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Charles  Goldfarb 
and  Robert  Pomerantz. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at  2 
P.M.,  for  the  purpose  of  obtaining  additional  information 
from  the  applicant,  and  for  the  purpose  of  decision.  Pre¬ 
viously  inspected. 


766-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Shul-Reis  Realty 
Company,  owner,  Manhattan  Playhouse  Corporation, 
lessee. 

SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-8  district,  the  enlargement  in  area 
of  the  second  floor  and  the  construction  of  a  third  floor 
for  a  restaurant  that  will  exceed  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED — 1185  First  Avenue,  northwest 
corner  of  East  64th  Street,  Block  1439,  Lot  23,  Borough 
of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Warner  Le  Roy  and 
Joseph  Feingold. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M  for  the  purpose  of  obtaining  additional  information 
from  the  applicant  and  for  the  purpose  of  decision.  Pre¬ 
viously  inspected. 


771-71-BZ 

APPLICANT — Samuel  Kaplan  for  Allied  Bolt  Incorporated, 
owner. 

SUBJECT  Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  to  permit  in  a  C8-1  district,  in  an 
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existing  one  story  and  mezzanine  building,  the  addition 
to  the  machine  shop  warehouse  and  packaging  use  to 
include  metal  plating. 

PREMISES  AFFECTED— 94-31  204th  Street,  south  side, 
100.57  feet  east  of  Jamaica  Avenue,  and  204-12  Jamaica 
Avenue,  Block  10834,  Lot  1,  Hollis,  Borough  of  Queens. 
Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Samuel  Kaplan  and  Herb  Malin. 

For  Opposition :  Luther  V.  Dye. 

For  Administration:  Susan  M.  Noreika,  Comm.  PI.  Bd. 
#13. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972, 
at  10  A.M.,  for  the  purpose  of  the  applicant  making  cor¬ 
rections  on  plans  and  to  make  further  notifications.  Con¬ 
tinued  hearing. 


546-71-BZ 

APPLICANT— Vito  J.  Tricarico  for  Robert  P.  Marrone, 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT— Application  August  16,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  catering  establish¬ 
ment  previously  before  the  Board. 

PREMISES  AFFECTED— 5305  to  5317  Avenue  N,  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Vice  Chairman  Becker.  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 

Absent:  Chairman  Galvin . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  18,  1972,  after  due  notice  by  publication  in 
the  Bulletin;  then  laid  over  to  February  15,  1972;  then 
to  February  29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  15,  1971,  acting  on  Alt.  Applic.  1130/1971,  reads: 

“1.  The  proposed  2  story  enlargement  of  an  existing 
‘Catering  Establishment  and  Banquet  Hall’,  U.  G.  9, 
within  a  Cl-2  and  R3-2  and  an  R3-2  District  is  con¬ 
trary  to  this  variances  granted  by  the  B.  S.  A.  under 
Cal.  Nos.  349-64-BZ,  350-64-A,  and  1439-61-BZ,  and 
constitutes  an  enlargement  and  structural  alteration  of 
a  non-conforming  use  which  is  contrary  to  Sections 
52-40  and  52-22  of  Z.  R.  and  must  be  referred  back  to 
B.  S.  A.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 


grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  the  erection  of  a  two-story  enlargement  to 
an  existing  catering  establishment  previously  before  the 
Board ;  on  condition  that  all  the  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked, 
"Received  Tuly  22,  1971,”  10  sheets;  and  on  further  condition 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


560-71-BZ 

APPLICANT— Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Corpora¬ 
tion,  owners. 

SUB JECT— Application  August  24,  _  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C6-1  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  food  products  pro¬ 
cessing  establishment  (bakery). 

PREMISES  AFFECTED— 209  to  213  Elizabeth  Street,  16 
to  18  Prince  Street,  southwest  corner,  and  232  Mott 
Street,  Block  493,  Lots  11,  19,  21,  and  20,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  D.  Fisher  and  Doris  Diether, 
Comm.  PI.  Bd.  #2. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  ^ 

Negative:  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  15,  1972;  then  to  February 
29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1971,  acting  on  Alt.  Applic.  153/1971,  reads: 

“A1 — The  proposed  enlargement  of  the  existing 
bakery  (food  products  processing — Use  Group  17)  is 
contrary  to  Sec.  52-42  of  the  Zoning  Resolution  and  is 
not  a  permitted  use  as  a  matter  of  right  in  a  C6-1  dis¬ 
trict  as  per  Section  32-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C6-1  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  food  products  processing  establishment  (bakery), 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Au¬ 
gust  25,  1971,”  3  sheets,  and  “February  14,  1972,”  one  sheet; 
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m  further  condition  that  all  laws,  rules  and  regulations 
ipplicable  be  complied  with,  and  that  substantial  construction 
)e  completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned :  11:40  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

rUESDAY  AFTERNOON,  FEBRUARY  29,  1972,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


;00-50-SA 


APPLICANT — Bryant  Air  Conditioning  Company,  owner. 
APPEARANCES— 

For  Applicant :  Joseph  A.  Mekel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


rHE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
)00-50-SA — Amendment  to  resolution  as  to  additional 
nodels  of  gas-fired  heaters,  delete  obsolete  model  numbers 
vith  new  model  designation  and  to  record  a  change  of  cor¬ 
porate  name. 

Bryant  Air  Conditioning  Company,  Farmingdale,  New 
fork,  requested  that  the  resolution  adopted  January  16,  1951 
ind  amended  at  various  times  through  June  7,  1966,  under 
Zalendar  Number  500-50-SA  be  reopened  and  amended  so 
is  to  include  additional  models  of  gas-fired  heaters,  delete 
ibsolete  model  numbers  with  new  model  designation  and  to 
ccord  a  change  of  corporate  name. 

PROPOSED  USE:  Gas-fired  unit  heater,  duct  heaters  and 
oof  top  units. 

DESCRIPTION :  The  requested  Bryant  Gas-Fired  Unit 
deaters  Models  379,  479,  579,  559  and  412  are  similar  to 
he  presently  approved  models,  378,  578,  478,  579  and  379 
vhich  they  supersede  with  the  exception  of  aesthetics,  having 
he  same  controls  and  firing  system.  These  units  are  AGA 
pproved  and  have  prefix  numbers  of  18,  24,  30,  36,  48,  60, 
:0,  90,  100,  120,  125.  150,  240,  275,  300,  360,  450  and  660. 

The  model  numbers  378,  478  and  578  have  been  dis- 
ontinued. 


Present  Listing  Model 
333 
341 
343 
378 
458 
478 
558 
579 


New  Listing  Model 
334 
342 
344 
379 
459 
479 
559 
579 


The  basic  items  such  as  the  heat  exchanger,  burners,  flues, 
,as  controls  etc.  are  the  same  as  the  previous  comparable 
node's.  The  changes  are  basically  aesthetic. 

The  model  347  unit  heater  has  been  discontinued  and  re¬ 
laced  with  the  model  342SS  which  has  a  stainless  steel  heat 
xchanger.  The  334,  342  and  344  unit  heaters  are  available 
dth  aluminized  steel  heat  exchangers  or  stainless  steel 
334SS,  342SS,  or  344SS). 

Bryant  also  manufactures  the  unit  heaters  for  their  sister 
ivisions,  Carrier  Air  Conditioning  and  Day  and  Night, 


Payne.  Bryant  also  produces  the  heaters  and  blower  unit 
heaters  for  Carrier  Air  Conditioning.  The  new  models  with 
corresponding  models  for  Carrier  Air  Conditioning  Com¬ 
pany,  Day  and  Night,  and  Payne  are: 


Unit  Heaters 


Bryant  Air 

Carrier  Air 

Day  and  Night, 

Conditioning 

Conditioning 

Payne 

30-342 

46BB030 — 402* 

30-UHE-2 

50-342 

46BB050— 402 

50-UHE-2 

75-342 

46BB075— 402 

75-UHE-2 

100-342 

46BB100— 402 

100-UHE-2 

125-342 

46BB125— 402 

125-UHE-2 

150-342 

46BB150— 402 

150-UHE-2 

175-342 

46BB175— 402 

175-UHE-2 

200-342 

46BB200— 402 

200-UHE-2 

225-342 

46BB225— 402 

225-UHE-2 

250-342 

46BB250— 402 

250-UHE-8 

300-342 

46BB300— 402 

300-UHE-2 

400-342 

46BB400 — 402 

400-UHE-2 

*  Suffix  401  denotes  100%  shut-off,  402 

non-100%  shut-off, 

30-342S 

46BA030 — 402 

50-342S 

46BA050— 402 

75-342S 

46BA075— 402 

100-342S 

46BA100— 402 

125-342S 

46BA 125—402 

150-342S 

46BA 150—402 

175-342S 

46BA175— 402 

200-342S 

46BA200— 402 

225-342S 

46BA225— 402 

250-342S 

46BA250  402 

300-342S 

46BA300 — 402 

400-342S 
Duct  Heaters 

46BA400— 402 

Bryant  Air 

Carrier  Air 

Conditioning 

Conditioning 

50-334 

46BC050 — 412** 

75-334 

46BC075— 412 

100-334 

46BC100— 412 

125-334 

46BC125— 412 

150-334 

46BC150— 412 

175-334 

46BC175— 412 

200-334 

46BC200— 412 

250-334 

46BC250— 412 

300-334 

46BC300— 412 

400-334 

46BC400— 412 

50-334S 

46BD050— 412 

75-334S 

46BD075— 412 

100-334S 

46BD100— 412 

125-334S 

46BD125— 412 

150-334S 

46BD150— 412 

175-334S 

46BD175— 412 

200-334S 

46BD200— 412 

250-334S 

46BD250— 412 

300-334S 

46BD300— 412 

400-334S 

46BD400— 412 

**  Suffix  411  denotes  100%  shut-off.  412 

non-100%  shut-off. 

Blower  Unit  i 

Heater 

150-344 

46BF150 — 402*** 

200-344 

46BF200— 402 

250-344 

46BF25  0—402 

300-344 

46BF300— 402 

400-344 

46BF400— 402 

150-344S 

46B  HI  50-401 

200-344S 

46BH200— 401 

250-344S 

46BH250— 401 

300-344S 

46BH300— 401 

400-344S 

46BH400— 401 

***  Suffix  402  denotes  non-100%  shut-off, 
shut-off. 


401  denotes  100% 
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The  rooftop  models  and  ratings  are: 


Model 

Size 

379* 

80,  100,  125,  150,  275,  450,  660 

459 

90,  120 

479 

48,  90,  180,  240 

559 

36,  48,  60,  90,  120,  180,  240,  300, 

360 

579 

18,  24,  30,  36,  42,  48,  60,  90,  120, 

180,  240,  300,  360 

*  Also  available  in  36,  48,  90,  120,  180,  240,  300,  360  with 
air  conditioning  coil  installed. 

The  manufacturer  states  that  the  corporate  name  has  been 
changed  from  Bryant  Manufacturing  Company  to  Bryant 
Air  Conditioning  Company. 

INSPECTION  AND  TEST :  All  models  are  currently 
certified  and  approved  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  16,  1951  and 
amended  at  various  times  through  June  7,  1966,  under  Cal¬ 
endar  Number  500-50-SA  be  reopened  and  amended  as  to 
additional  models  of  gas-fired  unit  heaters,  duct  heaters  and 
rooftop  units,  listed  above  and  to  show  a  change  of  company 
name  from  Bryant  Manufacturing  Company  to  Bryant  Air 
Conditioning  Company  on  condition  that  all  requirements 
of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  of  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


709-51-SM 


PROPOSED  USE:  One,  two,  and  three  hour  fire  resistive 
partitions. 

DESCRIPTION :  There  has  been  no  change  in  the  parti¬ 
tions  or  in  the  way  they  are  manufactured. 

The  Bestwall  Gypsum  Company  has  merged  into  the 
Georgia-Pacific  Corporation.  Affidavits  to  this  effect  have 
been  submitted  by  both  companies.  Georgia-Pacific  Cor¬ 
poration  has  obtained  all  rights  to  the  manufacture  of  the 
partitions. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  24,  1953  and 
amended  through  June  8,  1971  under  Calendar  Number 
709-51-SM  be  reopened  and  amended  as  to  change  in  owner¬ 
ship  from  the  Bestwall  Gypsum  Company  to  the  Georgia- 
Pacific  Corporation  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


951-57-SA 

APPLICANT — The  Ducane  Heating  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  A1  Yascavage. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


APPLICANT — Georgia-Pacific  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

709-51-SM — Amendment  to  resolution  as  to  change  in  owner¬ 
ship. 

Georgia-Pacific  Corporation,  Portland,  Oregon  requested 
that  the  resolution  adopted  March  24,  1953  and  amended 
through  June  8,  1971  under  Calendar  Number  709-51-SM  be 
reopened  and  amended  as  to  change  in  ownership. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

N  egative :  . 


4 

0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

951-57-SA — Amendment  to  resolution  as  to  additional  trade 
names  of  oil  fired  warm  air  furnaces. 


The  Ducane  Heating  Corporation,  Totowa,  New  Jersey, 
requested  that  the  resolution  adopted  March  4,  1958  and 
amended  through  February  11,  1969  under  Calendar  Number 
951-57-SA  be  reopened  and  amended  as  to  additional  trade 
names  of  oil  fired  warm  air  furnaces. 

PROPOSED  USE:  Oil  fired  warm  air  furnaces. 
DESCRIPTION :  The  models  which  were  basically  listed 
by  Underwriters’  Laboratories  for  the  Ducane  Heating  Cor¬ 
poration  and  whose  listings  were  established  by  Under¬ 
writers’  Laboratories  under  additional  trade  names  are  as 
follows : 
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Ducane  Model  No. 

Corresponding  Name 

and  No. 

S-12S 

Addison  Products  Co. 

OH-125 

S-150 

Addison  Products  Co. 

OH-150 

S-200 

Addison  Products  Co. 

OH -200 

S-250 

Addison  Products  Co. 

OH-250 

S-33S 

Addison  Products  Co. 

OH-335 

C-125 

Addison  Products  Co. 

OD-125 

HB-125 

Addison  Products  Co. 

OU-125 

LB-150 

Addison  Products  Co. 

OL-150 

LB-200 

Addison  Products  Co. 

OL-200 

S-85 

Addison  Products  Co. 

OH-85 

S-100 

Addison  Products  Co. 

OH-100 

LB-125 

Addison  Products  Co. 

OL-125-B3 

S-200 

Air  Conditioning  Div.,  American  Standard  Inc. 

OH-200  B  60 

S-250 

Air  Conditioning  Div.,  American  Standard  Inc. 

OH-250  B  90 

LB-200 

Air  Conditioning  Div.,  American  Standard  Inc. 

OLF-200  B  60 

LB-250 

Air  Conditioning  Div.,  American  Standard  Inc. 

OLF-250  B  90 

S-85 

Airtemp  Div.,  Chrysler  Corp. 

5408-01,  5408-02 

S-100 

Airtemp  Div.,  Chrysler  Corp. 

5410-01,  5410-02 

S-125 

Airtemp  Div.,  Chrysler  Corp. 

5413-01,  5413-02 

S-150 

Airtemp  Div.,  Chrysler  Corp. 

5415-01,  5415-02 

S-200 

Airtemp  Div.,  Chrysler  Corp. 

5420-01,  5420-02 

LB-200 

Airtemp  Div.,  Chrysler  Corp. 

5120-00 

LB-250 

Airtemp  Div.,  Chrysler  Corp. 

5125-01 

S-85D-13 

Airtemp  Div.,  Chrysler  Corp. 

5409-40 

S-100D-13 

Airtemp  Div.,  Chrysler  Corp. 

5410-40 

S-125B-34 

Airtemp  Div.,  Chrysler  Corp. 

5413-50 

S-150B-34 

Airtemp  Div.,  Chrysler  Corp. 

5415-50 

S-200B-34 

Airtemp  Div.,  Chrysler  Corp. 

5420-50 

S-250B-34 

Airtemp  Div.,  Chrysler  Corp. 

5425-50 

S-335B-1-5 

Airtemp  Div.,  Chrysler  Corp. 

5434-80 

C-85B-13 

Airtemp  Div.,  Chrysler  Corp. 

5309-30 

C-100B-12 

Airtemp  Div.,  Chrysler  Corp. 

5310-40 

C-125B-34 

Airtemp  Div.,  Chrysler  Corp. 

5313-50 

HB-85D-13 

Airtemp  Div.,  Chrysler  Corp. 

5209-30 

HB-100D-13 

Airtemp  Div.,  Chrysler  Corp. 

5210-30 

HB-125D-34 

Airtemp  Div.,  Chrysler  Corp. 

5213-50 

LB-100D-13 

Airtemp  Div.,  Chrysler  Corp. 

5110-30 

LB-125D-34 

Airtemp  Div.,  Chrysler  Corp. 

5113-50 

LB-150D-34 

Airtemp  Div.,  Chrysler  Corp. 

5115-50 

LB-200B-34 

Airtemp  Div.,  Chrysler  Corp. 

5120-50 

LB-250B-1 

Airtemp  Div.,  Chrysler  Corp. 

5125-80 

S-100 

Amana  Refrigeration  Corp. 

OS-100 

S-125 

Amana  Refrigeration  Corp. 

OS-125 

HB-85 

Amana  Refrigeration  Corp. 

OH-85 

HB-100 

Amana  Refrigeration  Corp. 

OH-100 

HB-125 

Amana  Refrigeration  Corp. 

OH-125 

C-100 

Amana  Refrigeration  Corp. 

OC-lOO 

C-125 

Amana  Refrigeration  Corp. 

OC-125 

LB-100 

Amana  Refrigeration  Corp. 

OL-100 

LB-125 

Amana  Refrigeration  Corp. 

OL-125 

LB-150 

Amana  Refrigeration  Corp. 

OL-150 

HB-85,  HB-85D 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HV106 

HB-100 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HV125 

HB-125 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HV156 

C-85 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HC106 

C-100 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HC125 

C-125 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HC156 

S-85 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH106 

S-100 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH125 

S-125 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH156 

S-150 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH188 

LB-100 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HL125 

LB-125 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HL156 

LB-150 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HL188 

LB -200 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HL250 

LB-250 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HL312 

S-200 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH250 

S-250 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH312 

S-335 

Carrier  Air  Conditioning  Co.,  Div.  of  Carrier  Corp. 

58HH420 

S-85B-14 

Climatrol  Industries,  Inc.  Subsidiary  of  Worthington  Corp. 

253-2-105 

S-85B-13 

Climatrol  Industries,  Inc.  Subsidiary  of  Worthington  Corp. 

253-2-105-3 

S-100B-14 

Climatrol  Industries,  Inc.  Subsidiary  of  Worthington  Corp. 

253-2-125 

S-100B-12 

Climatrol  Industries,  Inc.  Subsidiary  of  Worthington  Corp. 

253-2-125-4 
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Ducane  Model  No. 


Corresponding  Name 


S-125B-14 

Climatrol 

S-125B-34 

Climatrol 

S-150B-34 

Climatrol 

S-200B-34 

Climatrol 

S-250B-1 

Climatrol 

S-335B-15 

Climatrol 

C-85B-14 

Climatrol 

C-85B-13 

Climatrol 

C-100B-14 

Climatrol 

C-100B-12 

Climatrol 

C-125B-13 

Climatrol 

C-125B-12 

S-85 

S-100 

S-125 

C-85 

C-100 

C-125 

HB-85 

HB-100 

HB-125 

LB-125 

LB-150 

C-85 

C-100 

C-125 

LB-125 

LB-150 

HB-85 

HB-100 

HB-125 

S-85 

S-100 

S-125 

S-150 

S-200 

S-250 

S-335 

C-85 

C-100 

C-125 

HB-85 

HB-100 

HB-125 

LB-100 

LB-125 

LB-150 

LB -200 

LB-250 

HB-85B-13 

HB-100B-12 

HB-125B-34 

S-85D 

S-85 

S-100D 

S-100 

S-125 

S-150 

S-200 

S-250 

S-335 

HB-85D 

HB-85 

HB-100D 

HB-100 

HB-125D 

HB-125 

C-85 

C-100 

C-125 

LB-100D 

LB-100 

LB-125D 


Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
Industries,  Inc.  Subsidiary  of  Worthington  Corp. 
General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

General  Electric  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Humble  Oil  and  Refining  Co. 

Mueller  Climatrol  Corp. 

Mueller  Climatrol  Corp. 

Mueller  Climatrol  Corp. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 

Thermal  Specialties  Co.,  Inc. 


and  No. 

253-2-155 

253-2-155-5 

253-2-185-6 

253-2-250-6 

253-2-310-7 

253-2-420-10 

218-2-105 

218-2-105-3 

218-2-125 

218-2-125-4 

218-2-155 

218-2-155-4 

BGLS085C1A 

BGLS100C1A 

BGLS125C1A 

BGLC085C1A 

BGLC100C1A 

BGLC125C1A 

BGLT085C1A 

BGLT100C1A 

BGLT125C1A 

BGLL125C1A 

BGLL150C1A 

BGLC085C1B 

BGLC100C1B 

BGLC125C1B 

BGLL125C1B 

BGLL150C1B 

BGLT085C1B 

BGLT100C1B 

BGLT125C1B 

S-85 

S-100 

S-125 

S-150 

S-200 

S-250 

S-335 

C-85 

C-100 

C-125 

HB-85 

HB-100 

HB-125 

LB-100 

LB-125 

LB-150 

LB-200 

LB -250 

217-2-105-03 

217-2-125-04 

217-2-155-05 

S-85D-OT 

S-85-OT 

S-100D-OT 

S-100-OT 

S-125-OT 

S-150-OT 

S-200-OT 

S-250-OT 

S-335-OT 

HB-85D-OT 

HB-85-OT 

HB-100D-OT 

HB-100-OT 

HB-125D-OT 

HB-125-OT 

C-85-OT 

C-100-OT 

C-125-OT 

LB-100D-OT 

LB-100-OT 

LB-125D-OT 
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Ducane  Model  No. 

Corresponding  Name 

and  No. 

LB-150 

Thermal  Specialties  Co.,  Inc. 

LB-150-OT 

LB-200 

Thermal  Specialties  Co.,  Inc. 

LB-200-OT 

LB-250 

Thermal  Specialties  Co.,  Inc. 

LB-250-OT 

S-85 

York  Div.,  Borg-Warner  Corp. 

HF-085 

S-100 

York  Div.,  Borg-Warner  Corp. 

HF-100 

S-125 

York  Div.,  Borg-Warner  Corp. 

HF-125 

C-85 

York  Div.,  Borg-Warner  Corp. 

CF-085 

C-100 

York  Div.,  Borg-Warner  Corp. 

CF-100 

C-125 

York  Div.,  Borg-Warner  Corp. 

CF-125 

HB-85 

York  Div.,  Borg-Warner  Corp. 

UFO-85 

HB-100 

York  Div.,  Borg-Warner  Corp. 

UF-100 

HB-125 

York  Div.,  Borg-Warner  Corp. 

UF-125 

HB-85D 

York  Div.,  Borg-Warner  Corp. 

UF-085D 

S-150 

York  Div.,  Borg-Warner  Corp. 

HF-150 

S-200 

York  Div.,  Borg-Warner  Corp. 

HF-200 

S-250 

York  Div.,  Borg-Warner  Corp. 

HF-250 

S-33S 

York  Div.,  Borg-Warner  Corp. 

HF-335 

LB-100 

York  Div.,  Borg-Warner  Corp. 

LF-100 

LB-125 

York  Div.,  Borg-Warner  Corp. 

LF-125 

LB-150 

York  Div.,  Borg-Warner  Corp. 

LF-150 

LB-200 

York  Div.,  Borg-Warner  Corp. 

LF-200 

LB-250 

York  Div.,  Borg-Warner  Corp. 

LF-250 

INSPECTION  AND  TESTS:  All  models  have  been  approved  under  both  names  by  Underwriters’  Labora¬ 
tories  (MP2199). 


RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  4,  1958  and  amended 
through  February  11,  1969  under  Calendar  Number  951-57- 
SA  be  reopened  and  amended  as  to  the  additional  trade  names 
of  oil  fired  warm  air  furnaces  listed  above  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifiying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


169-59-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  None : 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
169-59-SM — Amendment  to  resolution  as  to  withdraw  an 
existing  approval.  Johns-Manville  Sales  Corporation,  New 
York,  New  York,  requested  that  the  resolution  adopted  July 
14,  1959  and  amended  October  18,  1966  under  Calendar 
Number  169-59-SM  be  reopened  and  amended  as  to  with¬ 
draw  an  existing  approval. 

PROPOSED  USE:  An  incombustible  acoustical  tile. 
DESCRIPTION :  The  applicant  requests  that  the  approval 
of  Panelglas  Incombustible  Acoustical  Panel  be  withdrawn 
as  the  product  is  no  longer  manufactured. 

However,  the  manufacturer  desires  to  continue  the  ap¬ 
proval  of  tile  known  as  Spanacoustic  as  amended  October 
18,  1966  under  the  above  Calendar  Number. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  14,  1959  and  amended 
October  18,  1966  under  Calendar  Number  169-59-SM  be 
reopened  and  amended  so  as  to  withdraw  the  approval  of  the 
tile  known  as  Panelglas  Incombustible  Acoustical  Tile,  and 
to  continue  the  approval  of  the  tile  known  as  Spanacoustic, 
on  condition  that  the  requirements  of  the  resolution  adopted 
July  14,  1959  and  amended  October  18,  1966  under  Calendar 
Number  169-59-SM  be  complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


323-59-SA 

APPLICANT — Mid-Continent  Metal  Products  Company, 
owner. 

APPEARANCES— 

For  Applicant:  Robert  F.  Buhl. 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

N  egative :  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
323-59- S  A — Amendment  to  resolution  as  to  additional 
burners. 

Mid-Continent  Metal  Products  Company,  Chicago,  Illinois 
requested  that  the  resolution  adopted  September  20,  1960  and 
as  amended  through  October  31,  1967  under  Calendar 
323-59-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  burners. 


PROPOSED  USE:  Gas  fired  burners  for  incinerator  use. 
DESCRIPTION:  The  requested  Models  400-DS,  400-3, 
800-DS,  800-3  and  1200-3  are  similar  to  the  presently  ap¬ 
proved  Models  H250-32,  H500-3,  H750-32,  H750-3  and 
H1000-4  with  the  following  modifications:  Updating  of  the 
electronic  flame  rectification  system  which  allows  faster 
response  time  than  the  presently  approved  flame  safeguard 
systems  and  the  burners  are  now  constructed  of  cadmium 
plated  metal  to  improve  weather  resistant  qualities. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  20,  1960  and 
as  amended  through  October  31,  1967  under  Calendar 
323-59-SA  be  reopened  and  amended  so  as  to  include  the 
additional  models  of  gas-fired  burners  as  herein  described 
on  condition  that  the  requirements  of  the  resolution  adopted 
September  20,  1960  and  as  amended  through  October  31, 
1967  under  Calendar  323-59-SA  be  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  an 
annual  report  from  an  independent  testing  laboratory  as  re¬ 
quired  by  the  resolution  adopted  October  31,  1967 ;  a  sworn 
affidavit  by  a  responsible  officer  of  the  manufacturer,  familiar 
with  the  materials,  processes  and  controls  of  the  product 
manufactured,  shall  be  filed  annually  with  this  Board,  certi¬ 
fying  that  such  materials,  processes  and  controls  are  being 
maintained  as  were  in  effect  at  the  time  of  this  approval  or 
previous  approvals  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval  be  accepted. 


(Sgd.)  H.  M.  Karson.  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative :  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
626-63-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

H.  H.  Robertson  Company,  Pittsburgh,  Pennsylvania  re¬ 
quested  that  the  resolution  adopted  April  7,  1964  under 
Calendar  Number  626-63-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  The  material  as  submitted  for  approval 
is  to  be  used  in  locations  where  glass  is  allowed,  such  as  sky¬ 
lights,  patio  roofs,  awnings,  partitions,  schools  and  multiple 
dwelling  glazing. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  panels. 

H.  H.  Robertson  Company  filed  an  affidavit  showing  that 
they,  H.  H.  Robertson  Company  have  acquired  all  rights, 
assets,  etc.  of  the  Resolite  Corporation.  That  the  Resolite 
Corporation  was  dissolved  on  March  12,  1965.  Further,  in 
as  much  as  the  Resolite  Corporation  has  been  dissolved  it  is 
not  possible  to  furnish  an  affidavit  from  the  Resolite  Corpora¬ 
tion  with  respect  to  the  sale  of  its  assets.  A  certificate  of 
dissolution  with  respect  to  Resolite  Corporation  was  issued 
by  the  Secretary  of  the  Commonwealth  of  Pennsylvania  on 
March  12,  1965,  which  certificate  and  the  Articles  of  Dissolu¬ 
tion  are  filed  to  No.  3-1-65.7  pages  1376  and  1377  in  the  office 
of  the  Department  of  State  in  Harrisburg,  Pennsylvania. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  7,  1964,  under  Calen¬ 
dar  Number  626-63-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer;  new  owner-manufac¬ 
turer  being  H.  H.  Robertson  Company  on  condition  that  the 
requirements  of  the  resolution  adopted  April  7,  1964  under 
Calendar  Number  626-63-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  the  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  of  revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  .A.I.A., 
Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


626-63-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 

APPEARANCES— 

For  Applicant:  Ray  C.  Failen. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


661-66-SM 

APPLICANT — Conwed  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  William  J.  Shire,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 
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THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  the  Committee  on  Test  reads: 
661-66-SM — Conwed  Corporation,  St.  Paul,  Minnesota,  filed 
for  approval  of  Lo-Tone  FR  ceiling  board  as  a  component  of 
a  2  hour  fire  rated  construction  (U.  L.  Design  No.  233) 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Component  of  2  hour  fire  rated  floor¬ 
ceiling  assembly. 

DESCRIPTION :  The  top  layer  of  the  assembly  is  2 y2" 
thick,  3100  psi,  sand-gravel  concrete.  Wire  fabric  is  em¬ 
bedded  in  the  concrete.  Metal  lath  on  the  underside  of  the 
concrete  is  wire  tied  to  Type  10J3  steel  joists,  spaced  24" 
o.c.  and  welded  to  supports.  Continuous  steel  bar  bridging, 
y2"  in  diameter,  is  welded  to  the  top  and  bottom  chords  of 
each  joist.  No.  12  SWG  galvanized  hanger  wire  for  the 
hung  ceiling  is  tied  to  the  lower  chords  of  the  joists.  Air 
ducts,  not  over  110  square  inches  per  100  square  feet  of 
ceiling,  are  supported  from  below  by  \y2"  cold  rolled  chan¬ 
nels  which  are  suspended  from  the  hanger  wire.  The  outside 
face  of  the  duct  outlet  is  protected  with  1/32"  thick  asbestos 
paper.  The  duct  is  protected  by  a  No.  13  gauge  galvanized 
steel  14"  square  damper  which  is  hinged  on  one  end  and  pro¬ 
tected  on  both  sides  with  1/32"  thick  asbestos  paper.  The 
damper  is  held  open  by  a  160°  F.  fusible  link.  The  electrical 
recessed  lighting  fixtures  are  2'x4'  in  size  with  steel  housings. 
They  do  not  exceed  24  square  feet  per  100  square  feet  of 
ceiling.  The  fixtures  are  protected  by  boxes  made  of  54” 
mineral  fiber  board.  The  steel  framing  members  of  the  hung 
ceiling  consists  of  12'  long  main  runners,  spaced  48"  or  60" 
o.c.  and  4'  or  5'  long  cross  tees,  spaced  24"  o.c.  The  fram¬ 
ing  members  support  54”  thick  acoustical  lay-in  ceiling 
boards,  with  dimensions  of  24"x60"  or  24"x48".  The  boards 
are  manufactured  under  the  name  Lo-Tone  FR.  The  boards 
at  the  edges  of  the  ceiling  are  supported  by  channels  made 
of  No.  24  gauge  painted  steel,  154”  deep,  with  54”  legs. 

INSPECTION  AND  TEST :  The  assembly  was  given  a 
two  hour  fire  rating  by  Underwriters’  Laboratory  (Files 
R4S41-3,  R4355-14,  R4529). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lo-Tone  FR  ceiling  board  as  a  com¬ 
ponent  of  the  two  hour  fire  rated  floor-ceiling  assembly 
described  above  (U.  L.  Design  No.  233)  under  the  provisions 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  use  of  this  construction  shall  include  the  drawings 
(except  that  straps  shall  be  used  in  lieu  of  wires  when  the 
ceiling  is  dropped  more  than  6")  contained  in  the  test  reports 
cited  above  and  shall  be  labeled :  “Approved  by  the  Board  of 
Standards  and  Appels  for  use  in  New  York  City  under 
Calendar  Number  661-66-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


662-66-SM 

APPLICANT — Conwed  Corporation,  owner. 

SUBJECT — Floor-ceiling  assembly. 

APPEARANCES— 

For  Applicant:  William  J.  Shire,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
662-66-SM — Conwed  Corporation,  St.  Paul,  Minnesota,  filed 
for  approval  of  Lo-Tone  FR  ceiling  board  as  a  component 
of  a  2  hour  fire  rated  construction  (U.  L.  Design  No.  206) 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Component  of  a  2  hour  fire  rated  floor¬ 
ceiling  assembly. 

DESCRIPTION :  The  top  layer  of  the  assembly  is  2 y2" 
thick,  3300  psi,  sand-gravel  concrete.  Wire  fabric  is  em¬ 
bedded  in  the  concrete.  Metal  lath  on  the  underside  of  the 
concrete  is  wire  tied  to  Type  10 J3  steel  joists,  spaced  24" 
o.c.  and  welded  to  supports.  Continuous  steel  bar  bridging. 
y2"  in  diameter,  is  welded  to  the  top  and  bottom  chords  of 
each  joist.  No.  12  SWG  galvanized  hanger  wire  for  the 
hung  ceiling  is  tied  to  the  lower  chords  of  the  joists.  The 
steel  framing  members  of  the  hung  ceiling  consists  of  12' 
long  main  runners,  spaced  48"  o.c.,  and  4'  long  cross  tees, 
spaced  24"  o.c.  The  framing  members  support  54”  thick 
acoustical  lay-in  ceiling  boards,  with  dimensions  of  24"x48". 
The  boards  are  manufactured  under  the  name  Lo-Tone  FR. 
The  boards  at  the  edges  of  the  ceiling  are  supported  by 
channels  made  of  No.  25  gauge  steel  1  9/16"  deep,  with  1" 
bottom  leg  and  54”  top  leg. 

INSPECTION  AND  TEST :  The  assembly  was  given  a 
two  hour  fire  rating  by  Underwriters’  Laboratories  (Files 
R4896-1,  R43S5-12). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lo-Tone  FR  ceiling  board  as  a  com¬ 
ponent  of  the  two  hour  fire  rated  floor-ceiling  assembly 
described  above  (U.  L.  Design  No.  206)  under  the  provisions 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
Plans  submitted  to  the  Department  of  Buildings  showing 
proposed  use  of  this  construction  shall  include  the  drawings 
(except  that  straps  shall  be  used  in  lieu  of  wires  when  the 
ceiling  is  dropped  more  than  6"),  contained  in  the  test  reports 
cited  above  and  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  662-66-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

( Sgd. )  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


917-66-SM 

APPLICANT — National  Gypsum  Co.,  owner;  John  K. 
Hovind,  agent. 

APPEARANCES— 

For  Applicant :  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
917-66-SM — National  Gypsum  Company,  Buffalo,  New  York 
filed  for  approval  of  Gold  Bond  Fire-Shield  Solitude  Grid 
Panels  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Component  of  a  one  hour  fire  rated 
roof-ceiling  assembly. 

DESCRIPTION :  The  covering  of  the  assembly  may  be  any 
material  listed  by  UL  as  a  Class  A  or  Class  B  or  C  roof 
covering  as  permitted  under  C26-503.7.  The  insulation  im¬ 
mediately  below  the  roof  covering  is  1"  thick  Gold  Bond  Law 
Density  Homogeneous  Insulation  Roof  Board  approved  under 
Cal.  148-50-SM  or  any  other  approved  1"  thick  fiberboard 
roof  insulation  which  conforms  to  ASTM  C208-60.  The 
insulation  is  applied  to  the  steel  deck  below  it  with  Reffecto 
Barrier  or  an  equivalent  adhesive.  The  steel  deck  is 
Fenestra  Econorib  or  an  equivalent  deck  of  at  least  1J4"  in 
depth  with  fluted  sections  of  No.  22  gauge.  The  deck  is 
welded  to  the  steel  joists  below  it  6"  o.c.  The  steel  joists 
are  installed  in  accordance  with  requirements  of  RS  10-7  and 
welded  to  the  supports..  The  hanger  wires  to  support  the 
suspended  ceiling  and  light  fixtures  are  No.  12  guage  gal¬ 
vanized  wires  tied  through  holes  drilled  in  the  narrow  deck 
flutes  and  spaced  not  more  than  48"  o.c.  and  at  the  four 
corners  of  each  light  fixture.  The  recessed  light  fixtures  are 
2"x4"  and  cover  a  maximum  of  16  square  feet  per  100  square 
feet  of  ceiling.  Each  fixture  is  protected  by  a  box  cut  from 
5A"  thick.  Fire-Shield  Solitude  Grid  Panels.  The  fixtures 
are  braced  at  midspan  with  No.  16  guage  painted  steel  chan¬ 
nels  screw  attached  to  the  cross  tees  of  the  grid  system.  Gal¬ 
vanized  steel  air  ducts  with  openings  not  exceeding  55  square 
inches  per  100  square  feet  of  ceiling  are  supported  by  y2" 
No.  16  gauge  cold  rolled  channels  spaced  not  more  than  48" 
o.c.  Each  duct  is  protected  by  a  No.  14  gauge  steel  16"xl3" 
damper  with  1/16"  thick  asbestos  paper  on  both  sides.  The 
damper  is  held  open  with  a  UL  listed  160°  F.  fusible  link. 
The.  grid  system,  Donn  Products  UL.  listed  or  equivalent, 
consists  of  12'  long  main  tees  spaced  48"  o.c.  and  4'  long 
cross  tees  spaced  24"  o.c.  The  acoustical  grid  panels  are 
54"x24"x48"  Fire-Shield  Solitude  Grid  Panels,  previously 
approved  under  Cal.  616-60-SM. 


INSPECTION  AND  TEST :  The  assembly  was  tested  by 
National  Gypsum  Co.  under  the  supervision  of  Factory  Mate¬ 
rial  Engineering  Division  (FC-37-1  Hr.)  and  was  given  a 
one  hour  fire  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Gold  Bond  Fire-Shield  Solitude  Grid 
Panels  as  a  component  of  a  one  hour  fire  rated  roof-ceiling 
assembly  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York.  Plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  proposed  use  of  this  construc¬ 
tion  shall  include  the  drawings  contained  in  the  test  report 
cited  above  and  shall  be  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  917-66-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


221-67-SA 

APPLICANT — Eclipse  Fuel  Engineering  Company,  owner. 
APPEARANCES— 

For  Applicant:  C.  R.  McNamee. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
221-67-SA — Amendment  to  resolution  as  to  additional  models 
of  burners. 

Eclipse  Fuel  Engineering  Company,  Rockford,  Illinois  re¬ 
quested  that  the  resolution  adopted  June  18,  1967  and  as 
amended  through  December  14,  1971  under  Calendar  221-67- 
SA  be  reopened  and  amended  so  as  to  include  additional 
models  of  burners. 

PROPOSED  USE:  Gas  fired  incinerator  burner. 

DESCRIPTION:.  The  requested  model  is  designated  as 
Model  236-JIB-G  is  basically  the  same  as  the  presently  ap¬ 
proved  models  except  that  the  BTU  input  has  been  increased 
from  900,000  to  1,000,000  BTU/Hr. 

The  models  100-GP  and  100-GPA  are  the  same  as  the 
models  210-JIB-F  and  236-G  models  except  that  the  design 
of  the  burners  have  been  altered  to  increase  the  input  of 
the  burners  to  a  maximum  of  3,000,000  BTU/Hr. 

All  the  components  used  are  U.  L.  AGA  or  FM  approved. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1967  and  as 
amended  through  December  14,  1971  under  Calendar  221- 
67-SA  be  reopened  and  amended  so  as  to  the  additional 
burners  as  herein  described  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  June  18,  1967  and  as  amended 
through  December  14,  1971  under  Calendar  221-67-SA  be 
complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


596-67-SM 

APPLICANT — Roblin  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  L.  O’Riordan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

596-67-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Roblin  Industries,  Incorporated,  Buffalo,  New  York  re¬ 
quested  that  the  resolution  adopted  June  18,  1968  under 
Calendar  Number  596-67-SM  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Metal  components  for  drywall  con¬ 
struction. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  product. 

Roblin  Industries,  Incorporated  have  submitted  an  affidavit 
showing  that  Roblin  Industries,  Incorporated  have  purchased 
all  rights,  assets,  etc.  of  Flangeklamp  Industries,  Incorporated 
and  are  now  the  oumer-manufacturer. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1968  under  Calen¬ 
dar  Number  596-67-SN  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer;  new  owner-manufac¬ 
turer  being  Roblin  Industries,  Incorporated  on  condition  that 
the  requirements  of  the  resolution  adopted  June  18,  1968 
under  Calendar  Number  596-67-SM  be  complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


84-68-SA 

APPLICANT — Sterling  Radiator  Company,  Incorporated, 
Gas  Products,  Div.,  owner. 

APPEARANCES— 

For  Applicant:  James  Williams. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

84-68-SA — Sterling  Radiator  Company,  Incorporated,  West- 
field,  Massachusetts  filed  for  approval  of  the  appliance  known 
as  Sterling  Roof  Top  furnaces;  various  models,  under  the 
provisions  of  Articles  14  and  15  Building  Code  of  the  City  of 
New  York  and  permission  to  market  under  an  additional 
trade  name. 

PROPOSED  USE:  Gas  fired  furnace;  outdoor  installation. 
DESCRIPTION :  The  units  are  packaged  units  designated 
as  RTB  100  to  RTB  400  and  PVB  100  to  PVB  400.  The 
RTB  units  are  natural  venting  type  and  the  PVB  units  are 
power  venting  type  and  have  capacities  ranging  from 
100,000  to  400,000  BTU/Hr. 

The  unit  consists  of  filters,  fans,  motor  and  furnace.  The 
furnace  has  stainless  steel  heat  exchangers  with  pressed 
aluminized  steel  burners  equipped  with  stainless  steel  burner 
port  protectors. 

The  furnaces  are  equipped  with  a  non-100%  shut-off  auto¬ 
matic  electric  pilot  gas  ignition  system.  This  means  that 
the  main  burner  gas  will  shut-off  automatically  on  pilot  flame 
failure,  but  the  pilot  gas  does  not  shut-off  and  is  automatically 
reignited  after  a  delay  period  of  three  to  five  minutes. 

INSPECTION  AND  TEST :  The  units  have  been  approved 
by  the  American  Gas  Association  as  having  met  the  require¬ 
ments  of  USASI  221.47  and  USASI  221.34. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Sterling  Roof  Top  Furnaces 
Models  RTB  100  to  RTB  400  and  PVB  100  to  PVB  400 
for  outdoor  installation  and  roof  top  mounting  under  the  pro¬ 
visions  of  Articles  14  and  15  Building  Code  of  the  City  of 
New  York  and  further  that  these  units  may  be  marketed  by 
Jackson  and  Church  under  the  model  designation  of  RT  100 
to  RT  400  and  PV  100  to  PV  400.  Each  unit  shall  bear  a 
label  permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  84-68-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  IT.  M.  Karson,  A.I.A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 
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102-68-SA 


APPLICANT — Takara  Company,  owner. 
APPEARANCES— 

For  Applicant :  Kenneth  Bower. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

102-68-SA — Amendment  to  resolution  as  to  additional  model 
of  Shampoo  Bowl. 

Takara  Company,  New  York  Incorporated,  requested  that 
the  resolution  adopted  June  17,  1969  under  Calendar  Number 
102-68-SA  be  reopened  and  amended  so  as  to  include  an  addi¬ 
tional  shampoo  bowl. 

PROPOSED  USE:  Shampoo  Bowl. 

DESCRIPTION:  The  requested  Model,  #110  Disappear¬ 
ing  Shampoo  Bowl  is  basically  the  same  as  the  presently  ap¬ 
proved  model  differing  only  as  to  the  front  panel  and  the  door 
release. 

The  presently  approved  door  has  a  metal  front  panel,  the 
requested  model  has  a  plastic  front  panel.  The  release  has 
been  changed  from  a  push-button  to  a  bar  type  release. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  17,  1969  under  Calen¬ 
dar  102-68-SA  be  reopened  and  amended  so  as  to  include  the 
Model  #110  Disappearing  Shampoo  Bowl  on  condition  that 
the  requirements  of  the  resolution  adopted  June  17,  1969 
under  Calendar  102-68-SA  be  complied  with. 


(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


174-68-SM 

APPLICANT — Lear  Siegler,  Incorporated/Krueger  Divi¬ 
sion,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
174-68-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  from  Krueger  Manufacturing  Company,  In¬ 
corporated  to  Lear  Siegler,  Incorporated/Krueger  Division. 


Lear  Siegler,  Incorporated/Krueger  Division,  Tucson, 
Arizona,  requested  that  the  resolution  adopted  July  1,  1969 
under  Calendar  Number  174-68-SM  be  reopened  and  amended 
so  as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Fusible  Link  Damper. 
DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rial  used  nor  in  the  manufacture  of  the  damper. 

An  affidavit  has  been  submitted  by  the  Lear  Siegler,  In¬ 
corporated,  Krueger  Division  to  confirm  and  certify  that  the 
name  of  Krueger  Manufacturing  Company,  Incorporated  was 
changed  to  Lear  Siegler,  Incorporated/Krueger  Division 
through  the  acquisition  of  all  of  the  outstanding  shares  of 
common  stock  of  Krueger  Manufacturing  Company,  In¬ 
corporated  by  Lear  Ziegler,  Incorporated  in  exchange  for 
200,000  shares  of  common  stock  of  Lear  Siegler  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  1,  1969  under  Calen¬ 
dar  Number  174-68-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manufac¬ 
turer  being  Lear  Siegler  Incorporated/Krueger  Division,  on 
condition  that  the  requirements  of  the  resolution  adopted  July 
1,  1969  under  Calendar  Number  174-68-SM  are  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


729-68-SM 

APPLICANT — Roblin  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  Thomas  L.  O’Riordan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE — 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
729-68-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  marketing  under  additional  trade  name. 

Roblin  Industries,  Incorporated,  Buffalo,  New  York  re¬ 
quested  that  the  resolution  adopted  December  15,  1970  under 
Calendar  729-68-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer  and  to  permit  the  approved 
system  to  be  marketed  under  an  additional  trade  name. 
PROPOSED  USE:  Suspension  system. 


236 


MINUTES 


DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  product. 

Roblin  Industries,  Incorporated  have  submitted  an  affidavit 
showing  that  Roblin  Industries,  Incorporated  have  purchased 
all  rights,  assets,  etc.  of  Flangeklamp  Industries,  Incorporated 
and  that  they  are  now  the  owner-manufacturer. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  15,  1970  under 
Calendar  729-68-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner -manufacturer ;  new  owner-manufacturer 
being  Roblin  Industries,  Incorporated. 

The  Committee  further  recommends  that  the  approver] 
system  may  be  marketed  by  National  Gypsum  Company 
under  the  trade  name  Gold  Bond  Suspended  Ceiling  System 
on  condition  that  the  requirements  of  the  resolution  adopted 
December  15,  1970  under  Calendar  Number  729-68-SM  be 
complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


730-68-SM 

APPLICANT — Roblin  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  L.  O’Riordan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
730-68-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Roblin  Industries,  Incorporated,  Buffalo,  New  York,  re¬ 
quested  that  the  resolution  adopted  November  24,  1970  under 
Calendar  Number  730-68-SM  be  reopened  and  amended  to 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Moveable  partition. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  product. 

Roblin  Industries,  Incorporated  have  submitted  an  affidavit 
showing  that  Roblin  Industries,  Incorporated  have  purchased 
all  rights,  assets,  etc.  of  Flangeklamp  Industries,  Incorpo¬ 
rated  and  that  they  are  the  owner-manufacturer. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  24,  1970  under 
Calendar  730-68-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer;  new  owner-manufacturer 
being  Roblin  Industries,  Incorporated  on  condition  that  the 
requirements  of  the  resolution  adopted  November  24,  1970 
under  Calendar  Number  730-68-SM  be  complied  with. 


(Sgd.)  H.  M.  Karson,  A.I.A, 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


542-71-SM 

APPLICANT — Roblin  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Thomas  L.  O’Riordan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
542-71-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  marketing  under  additional  trade  name. 

Roblin  Industries,  Incorporated,  Buffalo,  New  York  re¬ 
quested  that  the  resolution  adoped  October  26,  1971  under 
Calendar  542-71-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer  and  to  permit  the  approved 
system  to  be  marketed  under  an  additional  trade  name. 
PROPOSED  USE:  Fire  rated  suspension  system. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  product. 

Roblin  Industries,  Incorporated  have  submitted  an  affidavit 
showing  that  Roblin  Industries,  Incorporated  have  purchased 
all  rights,  assets,  etc.  of  the  Flangeklamp  Industries,  Incor¬ 
porated  and  that  they  are  now  the  owner-manufacturer. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  26,  1971  under 
Calendar  542-71-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer ;  new  owner-manufacturer 
being  Roblin  Industries,  Incorporated.  The  Committee 
further  recommends  that  the  approved  system  may  be 
marketed  by  the  National  Gypsum  Company  under  the  trade 
name  of  Gold  Bond  Fire  Shield  Suspension  System  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  October 
26,  1971  under  Calendar  Number  542-71-SM  be  complied 
with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


MINUTES 


778-71-SM 

APPLICANT — Gold  Bond  Building  Products  Division  of 
National  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

778-71-SM — Gold  Bond  Building  Products,  Division  of  Na¬ 
tional  Gypsum  Company,  Buffalo,  New  York  filed  for  ap¬ 
proval  of  Gold  Bond  Metaledge  Corewall  Partition  Systems 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Four  hour  fire  rated  non-load  bearing 
separation  wall. 

DESCRIPTION :  The  assembly  has  a  total  thickness  of 
6j£".  The  floor  and  ceiling  tracks  used  to  support  the 
assembly  along  the  top  and  bottom  edges  are  2"  x  2"  20 
gauge  galvanized  steel  angles.  Two  vertical  side  channels 
at  the  outside  edges  of  the  assembly  are  2"  wide  with  1"  logs 
and  are  fabricated  from  24  gauge  galvanized  steel.  The 
middle  layer  is  2"  thick  gypsum  coreboard  panels,  approved 
under  Cal.  307-69-SM,  which  are  bordered  by  the  angles 
and  the  channels.  The  panels  are  screw  attached  to  the 
angles.  A  Y&"  thick  layer  of  gypsum  wallboard  is  attached 
to  the  outside  of  the  coreboard  panels  on  either  side  of  them. 
Two  other  layers  of  §4”  thick  gypsum  wallboard  make  up  the 
exterior  layers  of  the  assembly.  The  two  layers  of  gypsum 
wallboard  on  either  side  of  the  assembly  are  separated  by 
horizontal  furring  channels  formed  of  25  gauge  steel  with 
dimensions  of  254"  in  width  x  V&"  in  depth.  The  furring 
channels  are  screw  attached  to  the  outer  layers  of  gypsum 
wallboard  and  through  the  inner  layers  of  gypsum  wallboard 
to  the  coreboard. 

INSPECTION  AND  TEST :  The  assembly  was  tested  by 
National  Gypsum  Co.  and  under  the  supervision  of  Factory 
Mutual  and  given  a  four  hour  fire  rating  bv  the  Factory 
Mutual  Research  Corporation  (Serial  No.  16738.83,  on  file). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  four  hour  fire  rated,  non-load 
bearing  Gold  Bond  Metaledge  Corewall  Partition  system 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of 
the  City  of  New  York.  Plans  submitted  to  the  Department 
of  Buildings  showing  proposed  use  of  this  construction  shall 
include  the  drawings  contained  in  the  test  report  cited  above 
and  shall  be  labeled:  “Approved  by  the  Board  of  Standards 
and  Apneals  for  use  in  New  York  City  under  Calendar 
Number  778-71-SM”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A.T.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


796-71-SM 

APPLICANT — Upco  Chemical  Division  USM  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  W.  J.  Priver  and  O.  Stiefel. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
796-71-SM — Upco  Chemical  Division,  USA!  Corporation, 
Cleveland,  Ohio,  filed  for  approval  of  Upcon  Construction 
Grout  under  the  provisions  of  RS  10-1  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Grout. 

DESCRIPTION  :  Upcon  Construction  Grout  is  a  cementiti¬ 
ous  material  which  weighs  115  lbs.  per  cubic  foot.  It  is 
slightly  expansive  (0.2%  in  28  days).  It  is  used  in  situations 
where  a  high  compressive  strength,  nonshrink  grout  is  re¬ 
quired,  such  as  column  bases,  guard  rails,  machinery,  pre-cast 
concrete,  and  bridge  seats.  Upcon  Construction  Grout  is  a 
nonferrous  material  whose  composition  has  been  noted  by  the 
Board  and  filed  confidentially  in  the  office  of  the  Chief  Clerk. 

INSPECTION  AND  TEST:.  Pittsburgh  Testing  Labora¬ 
tory  determined  the  compressive  strength  of  Upcon  Con¬ 
struction  Grout.  The  results  showed  compressive  strengths 
of  4360  psi  after  1  day,  8300  psi  after  7  days,  and  9370  psi 
after  28  days. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Upcon  Construction  Grout  under  the 
provisions  of  RS  10-1  of  the  Building  Code  of  the  City  of 
New  York  on  condition  that  it  shall  be  used  in  accordance 
with  the  results  of  the  compressive  strength  tests  cited  above. 
The  containers  for  the  grout  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  796-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


238 


MINUTES 


799-71-SM 

APPLICANT — Alarm  Lock  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Abe  Deutscher. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

799-71-SM — Alarm  Lock  Corporation,  Roslyn  Heights,  New 
York,  filed  for  approval  of  Models  70R  and  L70R  Panic 
Hardware  for  Exit  Doors  under  the  provisions  of  C26- 
604.4(K)  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Panic  Bar  emergency  exit  devices. 

DESCRIPTION :  The  Model  70R  device  consists  of  a  rim 
type  lock  with  a  deadbolt  and  a  latchbolt.  A  turn  of  the 
key  projects  the  latchbolt  into  a  keeper  which  is  mounted 
on  the  door  frame.  The  deadbolt  can  be  retracted  by  key 
from  inside  or  outside  and  by  pressure  on  the  panic  crossbar 
on  the  inside  of  the  door.  The  alarm  mechanism  or  various 
types  of  outside  locking  devices  are  optional  and  do  not 
prevent  instant  emergency  egress  with  pressure  on  the 
crossbar.  The  crossbar  runs  horizontally  across  the  full 
width  of  the  door.  When  the  exit  door  is  above  the  first 
floor,  the  Model  #22  outside  door  pull,  which  depresses  the 
bar  and  retracts  the  deadbolt  and  latchbolt  for  instant 
emergency  ingress  from  the  outside,  is  used.  The  Model 
L70R  is  identical  to  the  Model  70R  except  that  the  deadbolt 
is  omitted  and  only  the  latchbolt  is  provided.  Operation 
is  the  same. 

INSPECTION  AND  TEST :  The  emergency  exit  devices 
have  been  approved  by  Underwriters’  Laboratories 
(SA4890,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  70R  and  L70R  Panic  Hard¬ 
ware  for  exit  doors  under  the  provisions  of  C26-604.4  (K) 
of  the  Building  Code  of  the  City  of  New  York.  The 
emergency  exit  devices  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  799-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at 
the  time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  approve  this  material  in  accordance  with  the 
above  report. 


800-71-SM 

APPLICANT — R.  D.  Weren  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Stanley  Rauch. 

ACT  ION  OF  BOARD- — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  o 


THE  RESOLUTION— 

W  tiereas,  the  report  of  a  Committee  on  Test  reads : 

800-71-SM — R.  D.  Werner  Company,  Incorporated,  Green¬ 
ville,  Pennsylvania,  filed  for  approval  of  Series  5100,  5300, 
5500,  5700  and  Part  No.  43836  Alumna-Plank  aluminum  and 
plywood  scaffold  planks  under  the  provisions  of  C26-1907  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Platform  on  free  standing  scaffolding. 
DESCRIPTION :  The  planks  are  rated  at  500  pounds 
maximum  load  (two  men).  They  are  supported  from  below 
by  the  bearer  members  of  steel  scaffolds.  The  planks  are 
constructed  of  extruded  aluminum  alloy  and  exterior  grade 
plywood.  They  vary  in  width  between  12"  and  19"  and  are 
available  in  lengths  of  up  to  10'.  The  planks  consist  of  a 
ladder  type  skeleton,  a  decking  surface,  and  a  set  of  hooks. 
The  ladder  skeleton  has  I-beam  siderails,  3"  deep,  with  a 
1.187"  width  „  flange.  The  cross-rungs  are  l1/#'  nominal 
o.  d.  x  0.048"  wall  thickness  aluminum  tubes.  The  rungs 
are  swaged  into  the  siderails  on  12",  24",  or  36"  centers, 
depending  upon  length  and  width  of  the  plank.  The  decking 
surface  is  made  of  extruded  aluminum  or  plywood.  Inter¬ 
mediate  and  end  decking  clamps  fasten  the  decking  channels 
to  the  rungs.  The  aluminum  decking  is  attached  to  the 
clamps  with  rivets.  .  The  plywood  decking  consists  of  a 
single  sheet  of  thick,  5  ply  plywood  which  is  held  to  the 
siderails  by  aluminum  rivets  spaced  not  more  than  24" 
apart.  The  platform  hooks  are  designed  for  either  in-line 
use.  or  off-set.  The  platform  hooks  are  of  the  closed-hook 
design,  the  elongated  closed  hook  design,  or  the  open-hook 
design.  A  hook  assembly  is  located  at  each  of  the  four 
corners  of  the  planks.  Each  assembly  consists  of  two  hooks 
which  are  riveted  together  with  cadmium  plated  steel  rivets. 
The  assembly  is  riveted  to  the  siderails  with  aluminum  alloy 
solid  rivets. 

INSPECTION  AND  TEST :  The  planks  were  tested  by 
Underwriters’  Laboratories  (File  SA2931,  Assignment 
64K4188,  on  file)  and  supported  a  load  of  2000  pounds, 
meeting  the  requirement  of  a  safety  factor  of  4  over  the 
rated  load  of  500  pounds. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Series  5100,  5300,  5500,  5700  and  Part 
No.  43836  Alumna-Plank  aluminum  and  plywood  scaffold 
planks  under  the  provisions  of  C26-1907  of  the  Building 
Code  of  the  City  of  New  York.  The  scaffold  planks  shall 
be  permanently  labeled:  ‘‘Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  800-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A. I. A., 
Deputy  Director, 


( 
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MINUTES 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


375-52-SA 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


809-71-SM 


APPLICANT — Lighting  Diffusers  Company  Division  of  B 
and  L  Lighting  Company,  owner. 


APPEARANCES— 

For  Applicant:  Benson  Levine. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
809-71-SM — Lighting  Diffusers  Company,  Newington,  Con¬ 
necticut,  filed  for  approval  of  Formed  Vinyl  Lighting  Dif¬ 
fuser  Panels  in  luminous  ceilings  under  the  provisions  of 
C26-504.12  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Lighting  diffuser  panels. 
DESCRIPTION  :  The  panels  and  pans  are  made  of  vinyl 
plastic.  The  panels  are  molded  into  corrugated  sheets  or 
single  or  double  flat  translucent  sheets.  The  panels  vary  in 
size  between  1'  x  2'  and  2'  x  4'. 

INSPECTION  AND  TEST:  The  panels  are  listed  by 
Underwriters’  Laboratories ;  they  have  a  flamespread  rating 
of  under  25  in  their  corrugated  and  flat  forms  and  they 
have  smoke  developed  ratings  of  200  or  more. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Formed  Vinyl  Lighting  Diffuser 
Panels  under  the  provisions  of  C26-504.12  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  they 
shall  not  be  used  in  exits,  corridors,  rooms  leading  to 
only  available  exits,  rooms  in  which  the  net  floor  area 
per  occupant  is  20  square  feet  or  less,  institutional  build¬ 
ings  (jails,  hospitals,  etc.),  and  on  condition  that  only  the 
corrugated  panels  may  be  installed  below  sprinklers.  The 
panels  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  809-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


APPLICANT — Alexander  Sill  Company,  owner. 
SUBJECT — Restore  original  approval. 


APPEARANCES— 

For  Applicant:  John  J.  Holed. 

ACTION  OF  BOARD — Action  of  the  Board  of  January 
16,  1968  rescinded,  and  the  approval  of  the  Board  dated 
April  14,  1953  restored. 


THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . 

Negative :  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

375-52-SA — To  restore  original  approval. 

On  January  16,  1968  the  Board  revoked  the  approval 
granted  April  14,  1953  under  the  above  Calendar  Number. 

This  revocation  was  based  on  the  inability  of  the  Board 
to  contact  the  applicant  at  the  address  listed  on  the  appli¬ 
cation. 

At  the  Public  Hearing  held  January  16,  1968  there  was  no 
one  present  representing  the  applicant. 

When  Alexander  Sill  Company  became  aware  of  the 
action  they  requested  that  the  action  of  the  Board  on  Janu¬ 
ary  16,  1968  be  rescinded  and  the  approval  be  restored. 

The  Committee  therefore  recommends  that  the  action  of 
the  Board  on  January  16,  1968  under  Calendar  Number 
375-52-SA  be  rescinded  and  the  approval  granted  April  14, 
1953  be  restored. 


(Sgd.)  Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  restore  the  original  approval  in  accordance  with  the 
above  report. 


376-52-SA 


APPLICANT — Alexander  Sill  Company — owner. 
SUBJECT — Restore  original  approval. 

APPEARANCES— 

For  Applicant:  John  J.  Holed. 

ACTION  OF  BOARD — Action  of  the  Board  of  January 
16,  1968  rescinded,  and  the  approval  of  the  Board  dated 
April  14,  1953  restored. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  . . . 

Negative:  . 


4 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
376-52-SA — To  restore  original  approval. 

On  January  16,  1968  the  Board  revoked  the  approval 
granted  April  14,  1953  under  the  above  Calendar  Number. 

This  revocation  was  based  on  the  inability  of  the  Board 
to  contact  the  applicant  at  the  address  listed  on  the 
application. 

At  the  Public  Hearing  held  January  16,  1968  there  was 
no  one  present  representing  the  applicant. 
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When  Alexander  Sill  Company  became  aware  of  the 
action  they  requested  that  the  action  of  the  Board  on 
January  16,  1968  be  rescinded  and  the  approval  be  restored. 

The  Committee  therefore  recommends  that  the  action  of 
the  Board  on  January  16,  1968  under  Calendar  Number 
376-52-SA  be  rescinded  and  the  approval  granted  April 
14,  1953  be  restored. 

(Sgd.)  Thomas  W.  Farricker,  Jr., 

Asst.  Arch., 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  restore  the  original  approval  in  accordance  with  the 
above  report. 

918-65-SM 

APPLICANT — The  McKay  Company,,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 


608-65-SM 

APPLICANT — Alloy  Rods  Company  Division  of  Chemetron 
Corporation,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 


609-65-SA 

APPLICANT — Mammoth  Industries,  Incorporated,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


702-65-SM 

APPLICANT — Hussey  Manufacturing  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 


THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  Q 


769-65-SM 

APPLICANT — Chesebro- Whitman  Company,  Division  of 
Patent  Scaffolding  Company,  for  Harsco  Corporation ; 
William  Eipel,  agent. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  q 


801-65-SM 

APPLICANT — Crinnion  and  Crinnion  for  Infra  Insulation, 
Incorporated,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  q 


816-65-SA 

APPLICANT — Autocall  Division,  Federal  Sign  and  Signal 
Corporation,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  Q 


889-66-SM 

APPLICANT — Superior  Laminates,  Incorporated,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  o 


Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 
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496-7  l-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 
SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and  then  laid  over  to  December  21,  1971;  then  to 
February  29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  7,  1971,  acting  on  Alt.  Applic.  866/1971,  reads: 

“1.  Proposed  enlargement  and  structural  altera¬ 
tions  of  a  non-conforming  use  in  an  R5  district  are  con¬ 
trary  to  Sec.  52-41  and  52-22  of  the  Z.R. 

2.  Proposed  change  of  occupancy  from  offices  and 
retail  stores  (Use  Group  #6)  to  manufacturing  of  tex¬ 
tiles,  knit  goods,  (Use  Group  #17)  in  an  R5  district  is 
contrary  to  Sec.  52-332  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  one-story  enlargement  to 
an  existing  store  and  office  building  and  the  change  in 
occupancy  to  manufacture  of  textiles ;  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  the  Board  marked 
“Received  July  16,  1971,”  6  sheets,  and  all  laws,  rules  and 
regulations  applicable  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  of  the  date  of  this 
resolution. 


555-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough.  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,’ 
Castleton  Corners,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  Aldo  Furetti. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1971,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  January  18,  1972;  then  to  February 
8,  1972;  then  to  February  15,  1972;  then  to  February 
29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1971,  acting  on  Alt.  Applic.  19/1971 
reads : 

“1.  The  enlargement  of  an  existing  tailor  shop 
and  store  containing  rooms  for  tailoring,  dry  cleaning, 
pressing,  cleaning  and  storage  of  furs  is  contrary  to 
uses  permitted  in  a  Cl-2  district  within  an  R3-2  zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-2  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  tailoring  and  dry  cleaning 
establishment ;  on  condition  all  work  shall  conform  to  draw¬ 
ings  filed  with  the  application  marked  “Received  January 
14,  1972,”  1  sheet,  and  “February  4,  1972,”  4  sheets ;  and 
all  laws,  rules  and  regulations  applicable  be  complied  with 
and  substantial  construction  be  completed  within  one  year 
of  the  date  of  this  resolution. 


556-71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 
SUBJECT — Application  August  19,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION—  • 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1971  on  Alt.  Applic.  19-71,  reads: 

“1.  The  construction  and  use  of  an  accessory  park¬ 
ing  area  in  the  widened  portion  of  an  adopted  street 
is  contrary  to  Section  35  of  the  General  City  Law.” 
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and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1971,  acting  on  alteration  No.  19/71, 
Objection  No.  1  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  35  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  work  conform  to  the  resolution  adopted,  this 
date,  under  Calendar  No.  555-71-BZ,  and  on  further 
condition  that  the  portion  within  the  bed  of  the  map  street 
be  limited  to  accessory  parking,  and  all  laws,  rules  and 
regulations  be  complied  with. 


592-71-BZ 

APPLICANT — Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  666,  of  the 
New  York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  and  R2  district,  the 
erection  of  a  second  floor  to  an  existing  one  story  mixed 
building  and  the  change  in  occupancy  to  medical  and  pro¬ 
fessional  offices. 

PREMISES  AFFECTED — 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond,  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  John  Grogan  and  John  Morano. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  1,  1972;  then  to  February 
22,  1972;  then  to  February  29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971,  acting  on  Alt.  Applic.  247/1971, 
reads : 

“Al.  Proposed  change  in  use  from  Doctors  offices, 
Professional  offices  and  owners  residence  to  business 
and  professional  offices,  U.  G.  6,  in  an  existing  building 
partially  in  a  R3-2  and  R2  zone  is  contrary  to  Section 
22-14  of  the  Zoning  Resolution. 

A2.  Proposed  vertical  extension  to  an  existing 
building  used  as  Doctors  offices,  Professional  offices  and 
owner’s  residence  increases  the  degree  of  non-com¬ 
pliance  and  is  therefore  contrary  to  Section  52-22  of 
the  Zoning  Resolution.  , 

A3.  As  there  are  no  bulk  and  parking  requirements 
for  a  Use  Group  6  in  a  residence  district,  this  applica¬ 
tion  must  be  referred  to  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  and  R2  district,  for  a  term  of  five  years,  the  change 
in  occupancy,  of  a  one-story  building  from  medical  to  busi¬ 
ness  and  professional  offices,  on  condition  that  all  work  shall 
conform  to  the  drawings  filed  with  this  application  marked 
“Received  February  11,  1972,”  7  sheets,  and  that  all  laws, 
rules  and  regulations  be  complied  with,  and  substantial  con¬ 
struction  be  completed  within  one  year  of  the  date  of  this 
resolution. 


598-71-BZ 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-52 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  and  R3-2 
district,  the  enlargement  in  area  of  the  accessory  parking 
area  for  bank  into  the  residential  district. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  February  22,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  Alt.  Applic.  292/1970,  reads : 

“1.  Proposed  parking  for  motor  vehicles  in  an 
R3-2  zone  accessory  to  a  bank  building  (Use  Group  6) 
in  a  Cl-1  zone  is  contrary  to  Section  22-10  and  32-15 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-1  and  R3-2  district,  the  enlargement  in  area 
of  the  accessory  parking  area  for  bank  into  the  residence 
district;  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  September 
2,  1971,”  1  sheet,  and  ‘‘January  12,  1972,”  2  sheets,  and  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of 
the  date  of  the  resolution. 
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599-71-A 

APPLICANT — Albert  Melniker  for  Community  National 
Bank  and  Trust  Company  of  New  York,  owner. 
SUBJECT — Application  September  2,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street. 

PREMISES  AFFECTED — 30  Nelson  Avenue,  west  side, 
253  feet  south  of  Amboy  Road,  Block  5215,  Lot  30,  Great 
Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971  on  Alt.  Applic.  292-70,  reads: 

“1.  The  construction  and  use  of  an  accessory  park¬ 
ing  area  in  the  bed  of  a  proposed  street  is  contrary  to 
Section  35  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  August  31,  1971,  acting  on  alteration  application  292 
of  1970,  Objection  No.  1,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  35  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  all  work  conform  to  the  resolution  adopted 
this  date  under  Calendar  No.  599-71-BZ  and  that  all  laws, 
rules  and  regulations  be  complied  with. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive 
service  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs. 
PREMISES  AFFECTED — 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn,  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  February  8,  1972;  then  laid  over 
to  February  29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1971,  acting  on  Alt.  Applic.  1253/1971, 
reads : 


“1.  The  proposed  enlargement  of  a  gasoline  sales 
and  service  station  in  an  R4  zone  is  contrary  to  Sec. 
52-22  and  52-41  of  the  Z.R.  and  is  also  contrary  to 
B.  S.  A.  Cal.  217-37-BZ. 

2.  Installation  of  2  new  4,000  gallon  tanks,  new 
pumps  and  all  yards  and  signs  are  referred  to  the 
Board  since  there  are  no  provisions  for  such  non- 
conforming  use  in  residence  districts.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use,  the  enlargement 
of  the  present  building;  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
to  permit  in  an  R4  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  automotive  service  station  with 
accessory  uses  previously  before  the  Board  and  the  installa¬ 
tion  of  new  tanks,  pumps  and  signs,  on  condition  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  September  3,  1971,”  3  sheets  and  “February 
18,  1972,”  1  sheet,  and  all  laws,  rules,  and  regulations  be 
complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 


473-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 
SUBJECT — Application  July  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED— 31  Washington  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552, 
Lot  61,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Doris  Diether  and  Ruth  E.  Wittenberg, 
Comm.  PI.  Bd.  #2. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Madigan,  Commissioner  Klein  and  Commissioner 


Nolan  .  4 

Negative:  Chairman  Galvin .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  1,  1972;  then  to  February 
22,  1972;  then  to  February  29,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  23,  1971,  acting  on  Alt.  Applic.  641/1968,  reads: 

“3.  Proposed  medical  and  dental  offices  and  ac¬ 
cessory  labs  are  not  permitted  above  the  1st  floor 
(story)  as  per  Sect.  22-14  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R7-2  district,  the  conversion  of  an  existing 
seven-story  building  from  residential  use  to  medical  and  den¬ 
tal  offices  with  accessory  laboratories,  on  condition  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  July  7,  1971,”  7  sheets,  and  “February  16,  1972,” 
2  sheets,  and  on  further  condition  that  existing  residential 
tenants  may  retain  their  present  apartments  and  all  laws, 
rules  and  regulations  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


764-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Cam-Himm  Wong, 
owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
family  dwelling  that  encroaches  on  the  required  front  yard 
and  rear  yard  and  the  erection  of  a  one  story  and  cellar 
store. 

PREMISES  AFFECTED — 99-11  to  99-13  63rd  Road,  north 
side,  101.73  feet  east  of  99th  Street,  Block  2110,  Lot  58, 
Rego  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  1,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  15,  1972;  then  to  February 
29,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1971,  acting  on  N.B.  Applic.  453/1970, 
reads : 

“L  The  proposed  store  building  and  interconnected 
with  the  proposed  two  family  dwelling  in  an  R4  Zone 
is  contrary  to  Art.  22-00  of  the  Zoning  Resolution. 

2.  The  erection  of  the  two  family  dwelling  and 
store  building  must  provide  for  required  setback  from 
63rd  Road  Building  line  and  required  side  yards  and 
rear  yard  in  an  R4  Zone  and  is  therefore  contrary  to 
Art.  23-45,  23-461,  23-52  of  the  Zoning  Resolution. 

3.  The  F.  A.  R.  and  O.  S.  R.  are  excessive  for  a 
structure  in  an  R4  Zone  and  is  therefore  contrary  to 
Art.  23-141  of  the  Zoning  Resolution. 

4.  Proposed  two  family  residence  on  an  existing 
small  lot  is  contrary  to  Sec.  23-33  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

.  Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  E  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1971,  acting  on  a  new  Building  Applica¬ 


tion  453  of  1970  Objections  Nos.  1,  2,  3  and  4  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump 
and  Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live 
load. 

PREMISES  AFFECTED— 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38,  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothbrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  1,  1971  on  Alt.  Applic.  1540-69,  reads: 

“A10 — Proposed  to  provide  a  sprinkler  system  in  the 
public  hall  as  second  means  of  egress  in  lieu  of  fire 
escapes  in  an  Old  Law  Tenement  is  not  permitted  as 
per  Sect.  231  M.  D.  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  1,  1971,  acting  on  Alt.  Applic  1540-69, 
Objection  No.  A10,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  310  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  an  approved  sprinkler  system 
shall  be  provided  for  the  cellar,  the  stores  and  the  public 
halls  throughout  the  building ;  that  this  sprinkler  system  shall 
meet  the  requirements  of  the  Fire  Commissioner;  on  further 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  November  24,  1971,”  11  sheets;  and  that  the 
building  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Ruth  E. 
Wittenberg,  C.  B.  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1971  on  Alt.  Applic.  1376-71,  reads: 

“4.  Required  stairs  shall  be  constructed  of  incom¬ 
bustible  materials  and  the  min.  width  shall  be  44", 
L.  L.  #270. 

5.  Live  load  for  office  shall  be  SO  lbs.,  7.22.22.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1972,  acting  on  Alt.  Applic.  1376-71,  Ob¬ 
jections  Nos.  4  and  S,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conforms  to  the  resolution  adopted  February  22, 
1972,  under  Calendar  Number  715-71-BZ;  on  further  con¬ 
dition  that  the  floors  shall  be  posted  for  a  live  load  of 
40  pounds  in  accordance  with  the  plans  filed  therewith ;  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
with. 


13-72-A 

APPLICANT — Charles  M.  Spindler  for  Harold  Block  of 
Williams  and  Company,  owner. 

SUBJECT — Application  January  12,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  elevators  in 
readiness. 

PREMISES  AFFECTED — 920  Broadway,  southeast  corner 
of  East  21st  Street,  Block  849,  Lot  63,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration :  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  27,  1971  on  Folder  #141736.01,  reads: 

“Your  request  of  December  27,  1971  for  Quick  Re¬ 
sponse  Service  of  elevators  in  readiness,  at  the  above 
location,  is  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  December  27,  1971,  acting  on  folder  No.  141736.01  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  quick  response  service  in 
accordance  with  the  Cal.  No.  603-56-GR  be  complied  with  and 
the  grant  be  for  a  term  of  ten  years,  and  on  further  con¬ 
dition  that  the  automatic  sprinkler  system  have  a  central 
office  connection  and  that  the  building  shall  conform  to 
drawings  marked  “Received  January  12,  1972,”  1  sheet,  and 
that  on  further  condition,  all  laws,  rules  and  regulations 
applicable  thereto  shall  be  complied  with. 


686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 
owner. 


SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fred  Safran. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at  2 
P.M.,  for  continued  hearing,  for  the  purpose  of  the  appli¬ 
cant  filing  corrected  plans. 


790-71-A 

APPLICANT — R.  J.  Costello  for  Permatex  Company,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  22,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Rubber  Lubricant  Concentrate 
#60,  in  high  density  white  polyethylene,  1  Gallon  bottle, 
screw  cap  not  in  compliance  with  regulations  of  the  Ad¬ 
ministrative  code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Ronald  J.  Costello. 

For  Administration :  Lt.  J.  P.  Manfredi,  F.D. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.  For  the  purpose  of  correction  and  revision  of 
plans.  Hearing  closed. 


798-71-A 

APPLICANT — Kenneth  H.  Koons  for  Tippiansal  Holding 
Corporation,  owner;  Hispanic  Association  for  Drug  Free 
Society,  lessee. 

SUBJECT — Application  December  29,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  smoke  de¬ 
tectors  or  sprinklers. 

PREMISES  AFFECTED — 1010-1014  Hoe  Avenue,  east 
side,  100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1972,  at 
2  P.M.,  for  revised  plans  and,  for  decision. 


803-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Isaac  Kaplan. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 349  Waverly  Avenue,  east  side, 
112  feet  south  of  Lafayette  Avenue,  Block  1945,  Lot  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition:  Isaac  Kaplan. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1972,  at 
2  P.M.,  for  decision ;  hearing  closed. 
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89-72-A 

APPLICANT — Stephen  J.  Murphy  for  Edken  Corporation, 
owner,  H.  C.  Bohack  Company  Incorporated,  lessee. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  sprinkler 
system. 

PREMISES  AFFECTED— 70-20  to  70-28  Austin  Street, 
south  side,  285  feet  west  of  71st  Avenue,  Block  3234,  Lot 
168,  173,  183,  Forest  Hills,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  S.  J.  Murphy. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1972,  at 
2  P.M.  for  the  purpose  of  decision.  Hearing  closed. 

Adjourned:  3:30  P.M. 


James  P.  Mulroy,  Secretary 
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Docket 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  March  7, 
1972,  Affecting  Calendar  Numbers — 


734-70-A 

155-70-BZ— Vol.  II 

629-71-BZ 

833-52-BZ— Vol.  Ill 

157-70-BZ 

729-71-BZ 

636-54-BZ— Vol.  II 

364-70-BZ— Vol.  II 

730-71-BZ 

29-61-BZ 

562-71-BZ 

742-71-BZ 

958-66-BZ 

563-71-BZ 

518-71-BZ 

980-67-BZ 

564-71-BZ 

617-71-BZ 

153-70-BZ— Vol.  II 

574-71-BZ 

732-71-BZ 

154-70-BZ— Vol.  II 

612-71-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
7,  1972,  Affecting  Calendar  Numbers — 

2575-BZY— Vol.  IX 

91-72-A 

760-71-A 

2576-BZY— Vol.  IX 

92-72-A 

792-71-A 

2577-BZY— Vol.  IX 

97-72-A 

798-71A 

605-71-BZ 

743-71-A 

802-71-A 

613-71-BZ 

234-71-A 

806-71-A 

704-71-BZ 
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DOCKET 

New  Cases  Filed  up  to  March  7,  1972 

Cal.  No.  Dept.  Premises  Affected 

164-72-A — F.D. — Packaging  of  combustible  mixture 
known  as  “3M  brand  super  duty  rubbing  compound  No. 
5955”  in  one  gallon  hi-density  polyethlyne  bottle  con¬ 
tainers  not  in  compliance  with  the  regulations  of  the  Ad¬ 
ministrative  Code. 


165- 72-A — B.R. — 79  Tysen  Street,  east  side,  100  feet  north 
from  Fillmore  Street,  Block  70,  Lot  5,  New  Brighton, 
Borough  of  Richmond,  N.  B.  992-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 

166- 72-A — F.D. — Use  of  6,500  gallon  and  7,000  gallon 
tank  trucks  for  transporting  fuel  oil  throughout  the  city 
streets,  fire  dept,  letter  of  3/1/72,  Administrative  Code. 

167- 72-SA — Bryant  Air  Condition  Company,  Bryant  air 
conditioning  condensing  units  and  coils  various  models, 
manufactured  by  Bryant  Air  Condition  Company,  Ap¬ 
pliance. 

168- 72-BZ — B.Q. — 652  to  654  Onderdonk  Avenue,  south¬ 
east  corner  of  Linden  Street,  Block  3454,  Lot  24,  Ridge¬ 
wood,  Borough  of  Queens,  Community  Board  No.  5,  Alt. 
No.  844-71,  re-  off-site  accessory  parking,  R-6  district. 


169-72-A — B.B. — 118  Amity  Street  and  361  Henry  Street, 
southeast  corner,  Block  296,  Lot  5,  Borough  of  Brooklyn, 
BN3476-71,  re-  proposed  11E  construction  for  a  library, 
R6  district. 


170-72-BZ — B.M. — 195  Broadway,  northwest  corner  of 
Dey  Street,  Block  80,  Lots  1,  14,  17,  20,  Borough  of  Man¬ 
hattan,  Community  Board  No.  1,  Alt.  No.  175-72,  re-  sky 
exposure  plane,  C5-5  district. 


171-72-BZ — B.M. — 14  to  26  Cortlandt  Street,  south  side, 
153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Borough  of 
Manhattan,  Community  Board  No.  1,  N.  B.  87-69,  re-  sky 
exposure  plane,  C5-5  district. 


172-72-A — B.B. — 165  Elmira  Loop,  northeast  corner  of 
Schroeders  Avenue,  Block  4452,  Lot  85,  Borough  of 
Brooklyn,  N.  B.  50-70,  re-  electrical  power  or  steam  gen¬ 
erating  plants,  Building  Code,  R5  district. 


173-72-BZ — B.Q. — 27-19  23rd  Street,  east  side,  127.98  feet 
north  from  28th  Avenue,  Block  544,  Lot  6,  Long  Island 
City,  Borough  of  Queens,  Community  Board  No.  1,  N.  B. 
1046-71  re-  one  eight  foot  side  yard,  R5  district. 


174-72-BZ — B.B. — 86  to  90  Steuben  Street,  west  side, 
303.83/4  feet  south  from  Park  Avenue,  Block  1893,  Lots 
10,  11,  41,  42,  43,  Borough  of  Brooklyn,  Community 
Board  No.  2,  Alt.  No.  1869-71,  re-  proposed  public  park¬ 
ing  lot  and  storage  of  commercial  vehicles,  R-6  district. 


175-72-BZ — B.Q. — 154-08  Northern  Boulevard,  39-01 
154th  Street,  southeast  corner  and  154-01  to  154-09  Roose¬ 
velt  Avenue,  Block  5268,  Lot  19,  Flushing,  Borough  of 
Queens,  Alt.  No.  1457-71,  re-  proposed  extension  of  a 
non  conforming  use,  C2-2  district.  (Community  Board 
No.  7). 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R.— Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MARCH  28,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  28,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

505-65-SA 

APPLICANT  —  Acme  Industries,  Incorporated  —  Rooftop 
cooling  and  heating  units. 


53-66-SM 

APPLICANT — Rure  Associates  of  New  York,  Incorpo¬ 
rated — Aluminum  windows. 


928-66-SA 

APPLICANT — Ace  Engineering  Company,  Gas  fired  infra¬ 
red  heaters. 


287-67-SA 

APPLICANT — Ace  Engineering  Company — Gas  burners. 
655-71-SM 

APPLICANT — Saturn  Machine  and  Tool  Company — Clip 
to  attach  gypsum  board  to  columns. 


660-71-SA 

APPLICANT — Neptune  Chemical  Pump — Pumps. 


152-72-SA 

APPLICANT — Morsid  Industries,  Incorporated — Domestic 
gas  range. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


130-72-A 

APPLICANT — Joseph  Papp  for  Parks,  Recreational  and 
Cultural  Affairs  Administration,  New  York  Shakespeare 
Festival,  owner. 

SUBJECT — Application  February  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Theatre  use 
on  the  third  floor. 

PREMISES  AFFECTED — 425  Lafayette  Street,  east  side, 
160  feet  7  inches  south  of  Astor  Place,  Block  544,  Lot  16, 
Borough  of  Manhattan. 


808-71-A 

APPLICANT — Shreve  Lamb  and  Harmon  Associates  for 
Fisher  Brothers  Albany  Company,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  vertical  fire 
division,  stairs,  corridors,  exit  passageways,  escalators. 
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PREMISES  AFFECTED — 126  to  138  Liberty  Street,  3  to 
13  Albany  Street,  124  to  140  Greenwich  Street,  133  to  151 
Washington  Street,  entire  block,  Block  54,  Lots  1,  3,  6,  8, 
15,  16,  18,  20,  21,  22,  23,  and  26,  Borough  of  Manhattan. 

118-72-A 

APPLICANT — Sidney  Barnes  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  3,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  fuel 
oil  supply  to  water  borne  gas  turbines. 

PREMISES  AFFECTED — Foot  of  53rd  Street  and  First 
Avenue,  Block  803,  Lots  10,  150,  160,  180,  Borough  of 
Brooklyn. 


SAMUEL  L.  BECKER,  Chairman 


APRIL  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

421-37-BZ — Vol.  II  and  Vol.  Ill 

APPLICANT — Joseph  Marini  for  Anthony  Moccia,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1108-1110  East  216th  Street 
and  3585  Wilson  Avenue,  southwest  corner,  Block  4710 
Lot  22  (formerly  Lots  22,  23,  24,  26),  Borough  of  The 
Bronx. 


37-50-BZ  “ 

APPLICANT  Atkin  and  Bassolino  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT  —  Application  for  consideration  —  request  to 
waive  the  Rules  of  Procedure  and  reopening  for  extension 
of  term  of  variance  which  expired  July  21,  1969— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections,  7c  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  reconstruc¬ 
tion  and  extension  of  existing  accessory  building  on  exist- 
in£  gasoline  service  station  to  include  lubritorium,  car 
washing  accessory  store  and  to  permit  the  parking  and 
storage  of  motor  vehicles  on  unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED — 1499  Bruckner  Boulevard 
northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  l’ 
5  and  75,  Borough  of  The  Bronx. 


797-54-BZ— Vol.  II 

APPLICANT  Harry  A.  Yarish  for  Immuculata  Trotta 
owner. 

SUBJECT— Application  for  consideration— reopening  for 

?o7onS1?n-°-f  term  of'  variance  which  expires  March  26, 
Ty/ -  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7f,  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district 
the  erection  and  maintenance  of  a  gasoline  service  station’ 
store,  washing,  greasing,  minor  auto  repairs,  with  hand 
tools  only,  parking  and  storage  of  automobiles,  dwelling 
and  2  car  garage  accessory  to  dwelling;  show  windows 
within  75  ft.  of  residence  use  district. 


PREMISES  AFFECTED — 690-700  Utica  Avenue  and  818- 
828  Clarkson  Avenue,  southwest  corner,  Block  4636,  Lot 
6,  Borough  of  Brooklyn. 

397-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  43rd  Street 
Estates  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  February  13, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h,  7  A  and  7i 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  proposed  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 
minor  auto  repairs,  storage  room,  store,  parking  and 
storage  of  motor  vehicles ;  _  proposed  show  window  and 
sign  within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 121-11  to  121-19  (121-15  of¬ 
ficial)  Jamaica  Avenue  and  86-42  to  86-50  122nd  Street, 
northwest  corner,  Block  9275,  Lot  58,  Richmond  Hill, 
Borough  of  Queens. 

241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT  Application  April  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the  Mul¬ 
tiple  Dwelling  Law  in  an  existing  31  story  multiple  dwell¬ 
ing,  the  addition  to  the  uses  to  include  transient  parking 
for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 187-189  East  64th  Street,  1090- 
1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

789-71-BZ 

APPLICANT— Savignano,  Strange  and  Vella  for  Charles 
Judge,  owner. 

SUBJECT  Application  December  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance 
of  an  accessory  garage  to  a  dwelling  that  exceeds  the  per¬ 
mitted  height,  encroaches  on  the  open  space  and  has  less 
than  the  required  area. 

P-^^-USES  AFFECTED — 447  East  48th  Street,  east  side, 
225.9)4  feet  south  of  Church  Avenue,  Block  4696,  Lot  50 
Borough  of  Brooklyn.  Community  Board  #9. 

7-72-BZ 

^PPIUCANT  Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT  Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  story  building  from  medical  offices  and  dwelling  to 
medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


8-72-A 


APPLICANT-Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Wfiiner,  owners. 


SUBJECT— Application  January  10,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
office  uses  within  frame  building  and  live  load. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  °i  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 
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141-72-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 

SUBJECT— Application  February  16,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  and  C4-4  district,  the  erec¬ 
tion  of  a  fifteen  story  office  and  store  building  that  exceeds 
the  adjusted  floor  area  ratio  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 45-61  West  125th  Street,  north- 
side,  210  feet  east  of  Lenox  Avenue  and  54  West  126th 
Street,  Block  1723,  Lots  10,  11,  12,  13,  14,  16,  Borough  of 
Manhattan  Community  Board  #10. 


142-72-A 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  16,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  1  con¬ 
struction,  slope  in  ramp  of  garage,  excessive. 

PREMISES  AFFECTED— 45  to  61  West  125th  Street, 
north  side,  210  feet  east  of  Lenox  Avenue  and  54  West 
126th  Street,  Block  1723,  Lots  10,  11,  12,  13,  14  and  16, 
Borough  of  Manhattan. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

Laid  over  from  March  7,  1972,  for  continued  hearing. 

SAMUEL  L.  BECKER  Chairman 


APRIL  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  April  18,  1972  at  10  o’clock  at  80  Layfayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

640-69-BZ 

APPLICANT — Frank  A.  Vaccaro  for  J.  Edward  Meislohn, 
owner. 

SUBJECT — Application  October  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 


of  the  Zoning  Regulations,  to  permit  in  a  C2-1  and  R3-1 
district,  the  enlargement  in  area  of  an  accessory  parking 
area  for  a  funeral  establishment  into  the  residence  district. 

PREMISES  AFFECTED— 1289  Forest  Avenue,  north  side, 
57.08  feet  east  of  Hamlin  Place,  Block  383,  Lot  18,  Port 
Richmond,  Borough  of  Richmond. 


770-71-BZ 

APPLICANT — Benson  S.  Telsey,  for  Diane  Percia,  owner, 
Levelator  Corporation,  lessee. 

SUBJECT — Application  December  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  an  existing  kitchen  equipment  manufactur¬ 
ing  establishment. 

PREMISES  AFFECTED— 1889  to  1907  McDonald  Avenue, 
southeast  corner  of  Quentin  Road,  Block  6658,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  No.  13. 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  enlargement  to  a  retail  store  that  creates  non- 
compliance  in  floor  area  ratio  and  encroachment  within 
the  rear  yard. 

PREMISES  AFFECTED— 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  No.  4. 


18-72-A 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  exceeds  60  per  cent  of  building. 

PREMISES  AFFECTED— 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 


135-72-BZ 

APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty,  owner; 
Federated  Department  Stores,  Incorporated,  lessee. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  the  erection  of 
a  six  story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED — 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  No.  1. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  7,  1972  10  A.M. 

Present:  Acting  Chairman  Becker,  Commissioner  Klein 
and  Commissioner  Nolan. 


The  minutes  of  the  special  meeting  February  10,  1972  and 
regular  meeting  of  the  Board  held  on  Tuesday  morning  and 
afternoon,  February  15,  1972,  were  approved  as  printed  in 
the  Bulletin  of  February  24,  1972,  Vol.  57,  No.  8. 

734-70-A 


APPLICANT— Mortimer  E.  Freehof  for  Carl  L.  Thomson, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution— Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  egress,  winders,  stairs ;  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED — 19  East  75th  Street,  north  side, 
64  feet  west  of  Madison  Avenue,  Block  1390,  Lot  14 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Carl  Thomson  and  M.  E.  Freehof. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 


THE  VOTE— 


Affirmative :  Acting  Chairman  Becker, 

Klein  and  Commissioner  Nolan . 

Negative :  . 

Absent:  Commissioner  Madigan . 


Commissioner 

. 3 

.  0 

.  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  17,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reopen  and  amend  the  resolution  adopted  on  February 
17,  1971,  by  adding  thereto: 

that  the  first  floor  of  this  building  shall  substantially 
conform  to  revised  drawing  of  proposed  conditions 
marked  Received  December  10.  1971’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu- 
V  a  i  c*|iUye  shall  be  complied  with  in  all  respects.” 


833-52-BZ— Vol.  Ill 

APPLICANT  Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  auto  washing, 
lubrication,  office,  accessory,  sales  and  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 5916-5930  Foster  Avenue  and 
1512-1526  Ralph  Avenue,  southwest  corner,  Block  7955, 
Lots  6,  8  and  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein  and  Commissioner  Nolan .  3 


Negative:  .  o 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  January  15,  1957,  on  certain  conditions;  and 
Whereas^  a  public  hearing  was  held  on  this  application  on 
March  7,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  12, 
195o,  as  amended  through  May  7,  1957,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  January  15,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1352-52) 


636-54-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Jeanne  Tamor  and  Eva  Cohen,  owners. 

SUBJECT  Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  16,  1971— decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Sections  7e  and  7i  of  the  Zoning  Resolu¬ 
tion,  _  permitting  in  a  restricted  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  washing,  minor  motor  vehicle  repairs, 
storage  and  sale  of  accessories  and  permitting  parking 
and  storage  of  motor  vehicles  on  the  unbuilt  portion  of 
plot,_  with  the  accessory  building  constructed  without  the 
required  rear  yard. 

PREMISES  AFFECTED — 9612-9624  Seaview  Avenue, 
2016-2024  Rockaway  Parkway,  southwest  corner,  Block 
8328,  Lot  30,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative :  . 0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  16,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  7,  1972,  after  due  notice  by  publication. 

Resolved.,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  16,  1956,  as  amended 
through  July  21,  19/0,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  16,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  New  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  1200-56) 

29-61-BZ 

APPLICANT — Kenneth  H.  Koons  for  Armagh  Realty, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  4, 
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1972— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  retail  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 2129-2135  Newbold  Avenue, 
north  side,  287.17  feet  east  of  Olmstead  Avenue,  Block 
3814,  Lot  75,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 

Klein  and  Commissioner  Nolan  .  3 

N  egative :  . 0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  16,  1961,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  16, 
1961,  as  amended  through  January  4,  1967,  only,  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  January  4,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1075-60) 


958-66-BZ 

APPLICANT— Larry  Meltzer  for  Rose  Giagrande,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  March  7,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  construction 
and  maintenance  of  a  public  parking  lot  without  the  required 
surfacing  and  screening. 

PREMISES  AFFECTED— 3166-3168  Villa  Avenue,  east 
side,  169.83  feet  north  of  205th  Street,  East,  Block  3311, 
Lot  32,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan .  3 

Negative:  . 0 

Absent :  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  7,  1967,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1972,  after  due  notice  bv  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  7, 
1967,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  March  7,  1972,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 


lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  544-66) 


980-67-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Mary  Marano  and  Richard  Corbisiero,  owners. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  Resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition — under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl -2  and 
R5  district,  the  erection  of  a  two  story  enlargement  to  an 
existing  restaurant,  catering  and  cabaret  establishment 
previously  before  the  Board. 

PREMISES  AFFECTED— 21-01  to  21-13  24th  Avenue, 
23-83  to  23-91  21st  Street,  northeast  corner,  Block  876, 
Lots  12,  14,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan .  3 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1968,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October  12,  1971 ; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  23, 
1968,  as  amended  through  October  12,  1971,  by  adding 
thereto : 

“that  the  first  floor  of  this  building  shall  substantially 
conform  to  revised  drawing  of  proposed  conditions 
marked  ‘Received  February  15,  1972’,  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Alt. 
920-67) 


153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein  and  Commissioner  Nolan .  3 


254 


MINUTES 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  12,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
12,  1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  8,  1972’,  three  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  9-70) 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  October  12,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
12,  1971,  by  adding  thereto : 

“that,  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  8,  1972’,  three  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  5-70) 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition — under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2 
district,  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 


has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  54,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  Qctober  12,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
12,  1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  8,  1972’,  three  sheets ;  and  that  reference  to  the 
lot  number  is  hereby  corrected  to  read  ‘Lot  54’ ;  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(N.B.  6-70) 


157-70-BZ 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition — under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R3-2  dis¬ 
trict  the  erection  of  a  three  story  two  family  dwelling  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room  and  has 
porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan .  3 

Negative  .  o 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II  on  Qctober  12,  1971,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
’’"reby  reopen  and  amend  the  resolution  adopted  on  October 
12,  1971,  by  adding  thereto: 

“that.  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Feb¬ 
ruary  8,  1972,  three  sheets;  and  that  reference  to  the 
address  is  hereby  corrected  to  read  ‘42-27  202nd  Street’ ; 
on  condition  that  other  than  as  herein  amended  the  reso- 
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lution  above  cited  shall  be  complied  with  in  all  respects.” 
(N.B.  8-70) 

364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stories  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  J.  S.  Crugusciak,  D.  O. 
Pringle,  William  Schielke,  Richard  Rogers  and  Martin 
D.  Raab. 

For  Opposition:  Murray  Spellman,  Myrtle  G.  Whitmore, 
Charles  Hobson,  Louis  A.  Scott,  Betty  Moore,  Gwendo¬ 
line  Alleyne,  Anna  W.  Miller,  Lucille  Taylor,  Mr.  and 
Airs.  McKinsey  Parks,  Miles  E.  Medford,  Dr.  Herman 
Browman,  Daphne  Banfield,  Fannie  and  Coliston  L. 
Norwood,  Stanley  Harwich,  Shirley  Hedmann  and 
others. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
10  A.M.,  for  continued  hearing ;  previously  inspected. 


562-71-BZ 

APPLICANT — Albert  Melniker  for  E.  Thomas  and  Jane  P. 
Henkel,  owners. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 8  Occident  Avenue,  south  side, 
116.50  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  68, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Wesley  Young. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972, 
at  2  P.M.,  for  the  purpose  of  inspection  and  decision. 


563- 71-BZ 

APPLICANT — Albert  Alelniker  for  Charles  and  Ann 
Marie  Azzue,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  family  dwelling  that  penetrates  the  sky  exposure 
plane. 

PREAIISES  AFFECTED — 4  Occident  Avenue,  south  side, 
174.75  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  66, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Wesley  Young. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972, 
at  2  P.M.,  for  the  purpose  of  inspection  and  decision. 

564- 71-BZ 

APPLICANT — Albert  Melniker  for  Wesley  and  Lorraine 
Young,  owner. 


SUBJECT— Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
maintenance  of  a  one  family  dwelling  that  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 2  Occident  Avenue,  south  side, 
200.06  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  64, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker  and  Wesley  Young. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  the  purpose  of  inspection  and  decision. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-20  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant  to  file  revised  plans ;  previously  inspected. 


612-71-BZ 

APPLICANT — Larry  Meltzer  for  Harry  Auster  and  Albert 
M.  Warren,  owner,  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 179-12  to  179-20  Hillside  Ave¬ 
nue,  and  88-02  to  88-14  179th  Place,  southwest  corner. 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.,  for  decision,  at  the  request  of  the  Community 
Planning  Board  and  with  the  concurrence  of  the  applicant; 
previously  inspected;  hearing  closed. 


629-71-BZ 

APPLICANT — Edwin  Storch  for  Neal  DiBiase,  owner. 

SUBJECT — Application  September  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  minimum  distance  between 
windows  and  lot  lines. 
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PREMISES  AFFECTED— 148-25  59th  Avenue,  north  side, 
240  feet  east  of  148th  Street,  Block  6423,  Lot  26,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition :  Dr.  and  Mrs.  C.  C.  Edinger,  Anthony 
Nicolini,  Joseph  Carolla,  Joseph  Giordanella,  Mary 
Krischek,  Susie  Amato,  James  Keary  and  Elizabeth  E. 
Entler. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.,  for  the  purpose  of  decision. 


729-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  two  family 
semi-attached  dwelling  that  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 84-28  Abingdon  Road,  souih 
side,  243.58  feet  East  of  Lefferts  Boulevard,  Block  9230, 
Lot  38,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morton  Cahn  and  I.  Kirstein. 

For  Opposition :  Eugene  Hain,  Boris  J.  Warkow,  Carol 
Berger,  Raymond  Zajkowski,  Jerome  J.  Wesson  and 
Traute  Eckersdorff. 

ACTION  OF  BOARD— Laid  over  to  March  21.  1972,  at 
2  P.M.,  for  the  purpose  of  decision. 


730-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion.  to  permit  in  an  R5  district,  the  erection  of  a  two 
family  semi-attached  dwelling  that  encroaches  on  the  re¬ 
quired  side  yard. 

PREMISES  AFFECTED — 84-32  Abingdon  Road,  sou  l' 
side,  292.08  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  41,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Morton  Cahn  and  I.  Kirstein. 

For  Opposition:  Raymond  Zajkowski,  Eugene  Hain,  Boris 
J.  Warkow,  Carol  Berger,  Traute  Eckersdorff  and 
Jerome  J.  Wesson. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  the  purpose  of  decision. 


742-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Clarence  E.  Grif¬ 
fith,  Lillian  Griffith,  owners,  Leonard  F.  Rothkrug,  Trustee. 

SUBJECT — Application  November  30,  1971 — decision  of 
the  Borough  Superintendent,  under  Sections  72-01  fb)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  and  maintenance  of  an  accessory  off-site 
parking  facility  for  a  factory. 

PREMISES  AFFECTED — 173  to  175  Monroe  Street,  north 
side,  300  feet  west  of  Nostrand  Avenue,  and  366  Gates 
Avenue,  Block  1812,  Lots  39,  69,  and  70,  Borough  of 
Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 


ACTION  OF  BOARD— Laid  over  to  March  14,  1972,  at 
2  P.M.  for  the  purpose  of  decision. 

518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT- — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West 
New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Maurice  F.  Uslan. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1971,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  February  8,  1972;  then  to 
March  7,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1971,  acting  on  Alt.  Applic.  262/1970,  reads: 

“1.  Proposed  use  of  existing  vacant  land  within  a 
residential  district  for  the  parking  of  trailer  trucks  is 
not  permitted  as  of  right  and  is  contrary  to  Section 
22-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  apolication  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  for  a  term  of  3  years,  the  construction  and  main¬ 
tenance  of  a  parking  lot  for  the  accessory  storage  of  trucks, 
on  condition  that  all  the  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
July  28,  1971,”  2  sheets ;  and  on  further  condition  that  all 
laws,  rules  and  regulations  applicable  be  complied  with 
and  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 

617-71-BZ 

APPLICANT — Joseph  S.  Gottlieb  for  William  Kriger. 
owner;  Bagel  World  of  Jackson  Heights,  Incorporated, 
lessee. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  in  an  existing  three  story  building,  the  addition  to  the 
use  of  the  first  floor  retail  bakery  to  include  wholesale 
establishment. 
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PREMISES  AFFECTED — 89-14  Northern  Boulevard, 
south  side,  60  feet  west  of  90th  Street,  Block  1437,  Lot  7, 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Gottlieb. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  7,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  27,  1971,  acting  on  Alt.  Applic.  841/1971, 
reads : 

“1.  The  proposed  change  of  use  from  retail  sales 
(Bakery  U.  G.  6)  to  include  wholesale  establishment 
(U.  G.  7)  is  contrary  to  Sec.  32-16  of  Z.  R.  As  a  whole¬ 
sale  establishment  (U.  G.  7)  is  not  a  permitted  use  of 
right  in  Cl-2  district.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-2  district,  in  an  existing  three-story  build¬ 
ing,  .  the  addition  to  the  use  of  the  first  floor  retail  bakery 
to  include  wholesale  establishment,  on  condition  that  all 
the  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  September  2,  1971,”  5 
sheets;  that  all  laws,  rules  and  regulations  applicable  be 
complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 

732-71-BZ 

APPLICANT — Joseph  S.  Naming  for  Stix  and  Stones,  In¬ 
corporated,  owner. 

SUBJECT — Application  November  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of 
a  one  story  and  mezzanine  store  and  office  building  with¬ 
out  the  required  accessory  parking. 

PREMISES  AFFECTED— 551  West  235th  Street,  north 
side,  75  feet  east  of  Johnston  Avenue,  Block  5793,  Lot  478, 
Borough  of  The  Bronx,  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Joseph  S.  Kaming. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 
Klein  and  Commissioner  Nolan  .  3 


N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1972,  after  due  notice  by  publication  in  the  Bulletin ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  11,  1971,  acting  on  N.  B.  Applic.  81/1971, 

reads : 

“1.  The  proposed  clothing  store  U.  G.  6  Parking 
Category  B  and  Offices  U.  G.  6  Parking  Category  B1 
in  a  Cl-2  district  without  parking  facilities  is  contrary 
to  Sec.  36-21  of  Z.  R.  and  is  hereby  denied.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-2  district,  the  erection  of  a  one-story  and  mezzanine  store 
and  office  building  without  the  required  accessory  parking, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  No¬ 
vember  19,  1971,”  7  sheets;  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with  and  substantial  construction 
be  completed  within  one  year  of  the  date  of  this  resolution. 


Adjourned:  2:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  7,  1972,  2  P.M. 

Present:  Acting  Chairman  Becker,  Commissioner  Klein 
and  Commissioner  Nolan. 

2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue. 
Block  4202,  Lot  4,  N.B.  2742-61. 

APPEARANCES— 

For  Applicant:  Samuel  K.  Handel  and  Leonard  Galasso. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.  for  continued  hearing. 


2576-BZY — Vol.  IX — B.Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 

APPEARANCES— 

For  Applicant:  Samuel  K.  Handel  and  Leonard  Galasso. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.  for  continued  hearing. 


2577-BZY — Vol.  IX — B.Bx. — 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 

APPEARANCES— 

For  Applicant:  Samuel  IC.  Handel  and  Leonard  Galasso. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.  for  continued  hearing. 


258 


MINUTES 


605-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Hollis  Park 
Nursing  Home,  Incorporated,  owner 
SUBJECT- — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
three  story  enlargement  to  an  existing  nursing  home  that 
creates  non-compliance  in  floor  area  ratio  and  encroach¬ 
ment  into  the  rear  yard. 

PREMISES  AFFECTED — 191-06  Hillside  Avenue,  south¬ 
east  corner  of  191st  Street,  Block  10456,  Lots  12  and  15, 
Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino  and  Eli  Lewis. 

For  Opposition :  Gustave  Saume  and  A.  Henry  Johnson. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Acting  Chairman  Becker,  Commissioner 

Klein  and  Commissioner  Nolan  .  3 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  1,  1972,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  February  22,  1972;  then  to 
March  7,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  Alt.  Applic.  1104/1971, 
reads : 

“1.  Proposed  enlargement  to  a  Nursing  Home 
(Use  Group  3 A)  located  in  an  R2  District  is  contrary 
to  Sec.  22-13  Z.  R.  No  structural  alteration  may  be 
made  to  a  non-conforming  use  as  per  Sec.  52-22  Z.  R. 

2.  Proposed  enlargement  together  with  existing 
building  exceeds  permissible  Floor  Area  Ratio  con¬ 
trary  to  Sec.  24-11  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  c  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  Alt.  Application  1104/71 
Objections  Nos.  1,  2  and  3  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


613-71-BZ 

APPLICANT — Larry  Meltzer  for  Temple  Hillel  of  Flat- 
lands,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  synagogue, 
community  center  and  school  that  increases  the  degree  of 
non-compliance  into  the  front  yard. 

PREMISES  AFFECTED— 2164  to  2190  Ralph  Avenue, 
and  5913  to  5923  Avenue  L,  northwest  corner,  Block 
7839,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  22,  1972,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  March  7,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1971,  acting  on  Alt.  Applic.  1207/1969, 
reads : 

“1.  The  proposed  construction,  in  an  R3-2  District, 
of  a  one  story  enlargement  to  a  ‘synagogue  and  com¬ 
munity  center  (Use  Group  #4A)  and  school  (Use 
Group  #3A)’  will  further  encroach  upon  the  required 
15'-0"  open  front  yard  along  Avenue  L  and  is  con¬ 
trary  to  Section  24-34  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72- 21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  synagogue,  community  center 
and  school  that  increases  the  degree  of  non-compliance 
into  the  front  yard,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  September  3,  1971,”  5  sheets  and  January 
18,  1972,  one  sheet;  and  on  further  condition  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year 
of  the  date  of  this  resolution. 


704-71-BZ 

APPLICANT — Anthony  T.  Nappi  for  62-64  West  138th 
Street  Corporation,  owner. 

SUBJECT — Application  October  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  the  conversion  of  an  abandoned  garage  to  office 
use. 

PREMISES  AFFECTED— 62  to  64  West  138th  Street, 
south  side,  127  feet  east  of  Lenox  Avenue,  Block  1735, 
Lot  65,  Borough  of  Manhattan,  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Anthony  Nappi. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  22,  1972,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  March  7,  1972;  and 


MINUTES 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1971,  acting  on  Alt.  Applic.  932/1971, 
reads : 

“1.  Subject  premises  have  been  vacant  for  more 
than  two  (2)  years  and  premises  are  located  in  a 
residence  use  district  (R7-2)  therefore  premises  can 
be  occupied  only  for  a  conforming  use  52-61  Z.  R.  ’ 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R7-2  district,  the  conversion  of  an  abandoned 
garage  to  office  use,  on  condition  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  October  29,  1971,”  12  sheets,  and  on  further 
condition  that  all  laws,  rules  and  regulations  applicable  be 
comnlied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 

91-72-A 

APPLICANT— A.  J.  Neumaier  for  Atlas  Supply  Company, 
owner. 

SUBJECT — Application  January  24,  1972 — appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  packaging 
of  flammable  mixture  known  as  Atlas  Windshield  Washer 
Fluid  Concentrate  in  16  ounce  nolvethylene  bottle  with 
screw  can  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  A.  J.  Neumaier. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  . 0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whfreas,  the  decision  of  the  Fire  Commissioner,  dated 
December  23,  1971  on  Folder  #122-1609,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Atlas  Windshield  Washer  Fluid 
Concentrate’  a  flammable  mixture  having  a  flash  point 
below  75°F.  in  containers  as  follows :  16  ounce  poly¬ 
ethylene  bottle  with  screw  cap  is  disapproved.  Such  con¬ 
tainers  are  not  in  comnliance  with  our  regulations  to 
wit:  Sec.  C19.59.0.C.  NYC  Adm.  Code  requires  that 
metal  containers  be  used  to  package  16  ounces  of  a 
flammable  mixture  product.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
daffid  December  23,  1971,  acting  on  folder  No.  122-1609  be 
anl  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  comply  with 
drawings  filed  Tamiarv  24,  1972,  2  sheets,  and  the  label  on 
the  container  be  of  such  style  and  wording  as  to  satisfy  the 


Fire  Commissioner,  and  in  all  other  respects  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with. 

92-72-A 

APPLICANT — Raymond  J.  Truxes  for  Trico  Products 
Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Trico  Windshield  Washer  Anti- 
Smear  Solvent  in  one  quart  hi-density  Polyethelene  bottles 
not  in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  Raymond  J.  Truxes  and  Leslie  W.  Baker. 
For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  20,  1971  on  Folder  No.  122-2621,  reads : 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Trico  Windshield  Washer  Anti-Smear 
Solvent’  a  flammable  mixture  having  a  flash  point  of 
75°F  (T.  O.  C.)  in  containers  as  follows:  one  pint  and 
one  quart  hi-density  polyethylene  bottles  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C19-59.0.C  of  the  NYC  Adm.  Code 
limits  the  packaging  of  flammable  mixture  with  a  con¬ 
tent  of  32  fl.  oz.  to  metal  containers.” 

and 

Whereas,  the  drawings  and  samples  of  the  containers  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  December  20,  1971,  acting  on  Folder  No.  122- 
2621  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  containers  comely 
with  drawings  filed  “January  21,  1972,”  5  sheets;  on  further 
condition  that  the  label  on  the  containers  be  in  such  style  and 
wording  as  satisfactory  to  the  Fire  Commissioner,  and  that  in 
all  other  respects,  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


97-72-A 

APPLICANT — Albert  Homer  Swanke  for  Stahl  Equities 
Corporation,  owner,  Arthur  Young  and  Company,  lessee. 

SUBJECT — Application  January  26,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  open  stairway. 
PRFAHSES  AFFECTED — 500  to  514  Lexington  Avenue, 
273  to  283  Park  Avenue,  from  East  47th  Street  to  East 
48th  Street,  entire  block,  Block  1302,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  IT.  McKay. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Acting  Chairman  Becker,  Commissioner 


Klein  and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 
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APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition :  Moe  Gartner  and  Carl  Fader. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1972,  at 
2  P.M.  for  continued  hearing. 


806-71- A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
nection  of  a  6"  house  drain  to  an  existing  4"  sanitary  sewer. 


PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Luciano  Papaleo. 

For  Opposition :  Arthur  J.  Schor. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


Adjourned:  3:15  P.M. 

James  P.  Mulroy,  Secretary 
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New  Cases  Filed  up  to  March  14, 1972 
Cal.  No.  Dept.  Premises  Affected 

176- 72-BZ — B.R. — 476  St.  Paul  Avenue,  west  side,  226.22 
feet  south  from  Trossach  Road,  Block  611,  Lot  71, 
Stapleton,  Borough  of  Richmond,  Community  Board  #2, 
N.B.  256-71,  re-  accessory  one  car  garage,  R-2  district. 

177- 72-BCR — Building  Code  Reference  Standard  RS 
17-1,  Standpipe  system  construction  modification  of. 


178-72-BZ — B.B. — 230-260  Kent  Street,  southwest  corner 
of  Provost  Street  and  17-45  Greenpoint  Avenue,  Block 
2560,  Lots  11,  part  of  25,  38,  46,  Borough  of  Brooklyn, 
Community  Board  #1,  Alt.  No.  1903-70,  re-  proposed 
parking  lot,  M3-1  and  Ml-1  district. 


179-72-A — B.M. — 48  to  50  West  65th  Street,  south  side, 
175  feet  east  of  Broadway,  Block  1117,  Lot  53,  Borough 
of  Manhattan,  F.D.  order  #6755,  re-  sprinkler  system, 
R-10  district. 


180- 72-A— F.D. — 43  to  47  West  64th  Street,  north  side, 
109.11  feet  east  of  Broadway,  Block  1117,  Lot  10,  Bor¬ 
ough  of  Manhattan,  F.D.  order  #4082-7,  re-  sprinkler 
system,  R-10  district. 

181- 72-BCR — Building  Code  Reference  Standard  RS  10-1, 
masonry  amendment  to  add  new  section  10.16. 


182-72-A — F.D. — 254  Park  Avenue,  South,  northwest 
corner  of  East  20th  Street,  Block  849,  Lot  36,  Borough 
of  Manhattan,  F.D.  letter  of  March  7,  1972,  re-  elevator 
in  readiness,  C5-2  district. 


183-72-A — F.D. — 236  to  238  West  30th  Street,  south  side, 
300  feet  east  of  8th  Avenue,  Block  779,  Lot  63,  Borough 
of  Manhattan,  F.D.  letter  of  March  7,  1972,  re-  elevator 
in  readiness,  Ml-5  district. 


184-72-SA — Jackson  &  Church  Division  of  York-Shipley, 
Jackson  &  Church  J  series  heating  and  cooling  roof  top 
units,  manufactured  by  Jackson  &  Church  Division  of 
York-Shipley,  Appliance. 


185-72-A — F.D. — 9036  7th  Avenue  and  675  92nd  Street, 
northeast  corner,  Block  6094,  Lots  1,  3,  6,  8,  9,  Borough 
of  Brooklyn,  F.D.  letter  of  February  28,  1972,  re-  revised 
location  of  liquid  oxygen  storage  tank. 


186-72-BZ — B.Bx. — 152  to  158  East  179th  Street,  south¬ 
west  corner  of  Creston  Avenue,  Block  2806,  Lots  37,  40, 
Borough  of  The  Bronx,  Community  Board  #5,  Alt.  No. 
356-70,  re-  proposed  off-site  parking  for  funeral  chapel, 
R8  district. 


187-72-A — B.M. — 406  to  408  West  45th  Street,  south  side, 
100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  567-70,  re-  two  means  of 
egress,  gasoline  dispensing  pump,  R8  district. 


188-72-A — F.D. — packaging  of  flammable  mixture  known 
as  “Engine  tune  up  and  gas  stinger”  in  fifteen  fluid  ounce 
metal  cans  without  replaceable  tops  or  caps,  containers 
not  in  accordance  with  the  regulations  of  the  Administra¬ 
tive  Code. 


189-72-BZ — B.Q. — 161-17  Cross  Bay  Boulevard,  east  side, 
165  feet  south  of  161st  Avenue,  Block  14189,  Lots  69,  71. 
Howard  Beach,  Borough  of  Queens,  Community  Board 
#10,  N.B.  108-72,  re-  proposed  automotive  service  sta¬ 
tion,  C2-2  district. 


190-72-BZ— B.Q.— 87-83  to  87-85  139th  Street,  east  side, 
70  feet  south  of  Hillside  Avenue,  Block  9685,  Lots  50,  51, 
Jamaica,  Borough  of  Queens,  Community  Board  #12, 
Alt.  No.  1464-71,  re-  proposed  enlargement  of  silver 
plating  shop,  C8-1  and  R6  district. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

1246-BZY — Vol.  IX — B.B. — 65  to  75  Court  Street,  Block 
266,  Lot  20,  N.B.  907-61. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

421-37-BZ— Vol.  II  and  Vol.  Ill 

APPLICANT — Joseph  Marini  for  Anthony  Moccia,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1108-1110  East  216th  Street 
and  3585  Wilson  Avenue,  southwest  corner,  Block  4710, 
Lot  22  (formerly  Lots  22,  23,  24,  26),  Borough  of  The 
Bronx. 


27-50-BZ 

APPLICANT — Atkin  and  Bassolino  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT  —  Application  for  consideration  —  request  to 
waive  the  Rules  of  Procedure  and  reopening  for  extension 
of  term  of  variance  which  expired  July  21,  1969 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections,  7c  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  reconstruc¬ 
tion  and  extension  of  existing  accessory  building  on  exist¬ 
ing  gasoline  service  station  to  include  lubritorium,  car 
washing  accessory  store  and  to  permit  the  parking  and 
storage  of  motor  vehicles  on  unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED— 1499  Bruckner  Boulevard, 
northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots  1, 
5  and  75,  Borough  of  The  Bronx. 


797-54-BZ— Vol.  II 

APPLICANT — Harry  A.  Yarish  for  Immuculata  Trotta, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  26, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7 f ,  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
store,  washing,  greasing,  minor  auto  repairs,  with  hand 
tools  only,  parking  and  storage  of  automobiles,  dwelling 
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and  2  car  garage  accessory  to  dwelling;  show  windows 
within  75  ft.  of  residence  use  district. 

PREMISES  AFFECTED — 690-700  Utica  Avenue  and  818- 
828  Clarkson  Avenue,  southwest  corner,  Block  4636,  Lot 
6,  Borough  of  Brooklyn. 


397-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  43rd  Street 
Estates  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  13, 
1972— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h,  7 A  and  7i 
of  the  Zoning  Resolution,  permitting  in  a  business  and 
residence  use  district,  proposed  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  car  washing, 
minor  auto  repairs,  storage  room,  store,  parking  and 
storage  of  motor  vehicles ;  proposed  show  window  and 
sign  within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 121-11  to  121-19  (121-15  of¬ 
ficial)  Jamaica  Avenue  and  86-42  to  86-50  122nd  Street, 
northwest  corner,  Block  9275,  Lot  58,  Richmond  Hill, 
Borough  of  Queens. 


604-71-BZ 

APPLICANT— Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 

SUBJECT — -Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED — 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

Laid  over  from  March  14,  1972,  for  continued  hearing. 


241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the  Mul¬ 
tiple  Dwelling  Law  in  an  existing  31  story  multiple  dwell¬ 
ing,  the  addition  to  the  uses  to  include  transient  parking 
for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090- 
1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 


789-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Charles 
Judge,  owner. 

SUBJECT — Application  December  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  maintenance 
of  an  accessory  garage  to  a  dwelling  that  exceeds  the  per¬ 
mitted  height,  encroaches  on  the  open  space  and  has  less 
than  the  required  area. 

PREMISES  AFFECTED— 447  East  48th  Street,  east  side, 
225.9J4  feet  south  of  Church  Avenue,  Block  4696,  Lot  50, 
Borough  of  Brooklyn.  Community  Board  #9. 


7-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  story  building  from  medical  offices  and  dwelling  to 
medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


8-72-A 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
office  uses  within  frame  building  and  live  load. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


141-72-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-7  and  C4-4  district,  the  erec¬ 
tion  of  a  fifteen  story  office  and  store  building  that  exceeds 
the  adjusted  floor  area  ratio  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 45-61  West  125th  Street,  north- 
side,  210  feet  east  of  Lenox  Avenue  and  54  West  126th 
Street,  Block  1723,  Lots  10,  11,  12,  13,  14,  16,  Borough  of 
Manhattan  Community  Board  #10. 


142-72-A 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  16,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  1  con¬ 
struction,  slope  in  ramp  of  garage,  excessive. 

PREMISES  AFFECTED— 45  to  61  West  125th  Street, 
north  side,  210  feet  east  of  Lenox  Avenue  and  54  West 
126th  Street,  Block  1723,  Lots  10,  11,  12,  13,  14  and  16, 
Borough  of  Manhattan. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

Laid  over  from  March  7,  1972,  for  continued  hearing. 

SAMUEL  L.  BECKER  Chairman 
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APRIL  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  April  11,  1972  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  Tork,  N.  Y.  10013,  on  the 
following  matters : 

234-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Board  of  Higher  Education. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupany  re-  sprinkler  system. 

PREMISES  AFFECTED— 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


705-71- A 

APPLICANT— Ralph  Shrader,  Incorporated,  owner. 

SUBJECT— Application  November  1,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Delco  Carbon  X  Carburetor 
and  Combustion  Chamber  Conditioner  in  16  ounce  and 
32  ounce  sealed  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 


706-71-A 

APPLICANT— Shrader  Packaging,  Incorporated,  owner. 

SUBJECT— Application  November  1,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com- 
bustible  mixture  known  as  “K-Mart  Gas  Treatment”  in 
sealed  8  ounce  metal  cans  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York 
City. 


794-71-A 

APPLICANT— Ralph  Shrader,  Incorporated,  owner. 

SUBJECT— Application  December  27,  1971— appeal,  from 
a  decision  of  the  First  Commissioner  re-  packaging  of 
combustible  mixture  known  as  Chrysler  Parts  Gum  and 
Sludge  Remover  in  32  ounce  sealed  metal  containers  not 
in  compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


795-71-A 

APPLICANT— Ralph  Shrader,  Incorporated,  owner. 

SUBJECT— Application  December  27,  1971— appeal,  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  _  of 
combustible  mixture  known  as  Chrysler  Parts  Combustion 
Chamber  Conditioner  in  16  and  24  ounce  sealed  metal 
containers  not  in  compliance  with  the  regulations  of 
the  Administrative  Code  of  New  York  City. 


96-72-A 

APPLICANT— Chemetron  Corporation,  Cardox  Division, 
owner,  Pepsi-Cola  Metropolitan  Bottling  Company,  lessee. 

SUB  TECT— Application  January  26,  1972— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of 
the  24  ton  capacity  storage  unit. 

PREMISES  AFFECTED— 9701  Avenue  D,  northwest 
corner  of  Rockaway  Avenue,  Block  3650,  Lot  1,  Borough 
of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 


APRIL  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning ,  April  18,  1972  at  10  o’clock  at  80  Layfayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1129-39-BZ 

APPLICANT — Lawrence  H.  King  for  900  Southern  Boule¬ 
vard  Corporation,  owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedures  and  reopening  for  extension  of 
term  of  variance  which  expired  June  23,  1969 — decision  of 
the  Borough  Superintendent.;  previously  granted  on  condi¬ 
tion,  under  Section  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  conversion  of  occupancy  of 
part  of  existing  business  building  (stores  previously 
granted  by  the  Board)  to  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 900-908  Southern  Boulevard 
and  908-912  Barretto  Street,  northeast  corner,  Block  2735, 
Lot  1,  Borough  of  The  Bronx. 


787-55-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Irving  Kerner, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  5,  1972 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections  7e,  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  en¬ 
largement  in  area  of  a  gasoline  service  station  by  the  addi¬ 
tion  of  an  adjoining  lot  and  to  relocate  and  add  curb 
cuts  and  gasoline  pumps. 

PREMISES  AFFECTED— 160-168  Ridge  Street  and  339- 
345  East  Houston  Street,  southeast  corner,  Block  345. 
Lot  48  (formerly  Lots  44,  48,  49  and  50),  Borough  of 
Manhattan. 


7-57-BZ— Vol.  I 

APPLICANT— Ruth  Peres  for  Kapsin  and  Dallis  Realty 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  variance  which  expires  July  23,  1972 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  7e,  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district,  the  construction  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  inspection,  minor  auto 
repairs,  car  wash,  store  room,  office,  store,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2317-2327  Ralph  Avenue,  6402- 
6414  Avenue  M,  southeast  corner  and  1302-1320  East  65th 
Street,  Block  8364,  Lot  34,  Borough  of  Brooklyn. 


793-71-BZ 

APPLICANT— Abraham  Grossman  for  Andrett  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  December  22,  1971— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED— 351-357  Second  Avenue,  west 
side,  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
30,  Borough  of  Manhattan.  Community  Board  #6. 

Laid  over  from  March  14,  1972,  for  hearing. 
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640-69-BZ 

APPLICANT — Frank  A.  Vaccaro  for  J.  Edward  Meislohn, 
owner. 

SUBJECT — Application  October  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Regulations,  to  permit  in  a  C2-1  and  R3-1 
district,  the  enlargement  in  area  of  an  accessory  parking 
area  for  a  funeral  establishment  into  the  residence  district. 

PREMISES  AFFECTED — 1289  Forest  Avenue,  north  side, 
57.08  feet  east  of  Hamlin  Place,  Block  383,  Lot  18,  Port 
Richmond,  Borough  of  Richmond. 


770-71-BZ 

APPLICANT — Benson  S.  Telsey,  for  Diane  Percia,  owner, 
Levelator  Corporation,  lessee. 

SUBJECT — Application  December  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  an  existing  kitchen  equipment  manufactur¬ 
ing  establishment. 

PREMISES  AFFECTED— 1889  to  1907  McDonald  Avenue, 
southeast  corner  of  Quentin  Road,  Block  6658,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  No.  13. 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT— Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  enlargement  to  a  retail  store  that  creates  non- 
compliance  in  floor  area  ratio  and  encroachment  within 
the  rear  yard. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  No.  4. 


18-72-A 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  exceeds  60  per  cent  of  building. 

PREMISES  AFFECTED— 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 


135-72-BZ 

APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty,  owner; 
Federated  Department  Stores,  Incorporated,  lessee. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  the  erection  of 
a  six _ story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  No.  1. 

SAMUEL  L.  BECKER,  Chairman 

APRIL  18,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  18,  1972,  at  2  o’clock  at  80  Lafayette 


Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

177-72-BCR 

APPLICANT — Joseph  Stein,  P.E.  Commissioner,  Depart¬ 
ment  of  Buildings  letter  of  February  23rd,  1972,  Received 
March  3rd,  1972. 

SUBJECT — Section  5(a)  (1)  of  Reference  Standard  RS17-1 
(Standpipe  System  Construction)  ;  Modification  of. 


181-72-BCR 

APPLICANT — Joseph  Stein,  P.E.  Commissioner,  Depart¬ 
ment  of  Buildings.  Letter  of  March  3rd,  received  March 
7,  1972. 

SUBJECT — Reference  Standard  RS10-1  (Masonry)  Amend¬ 
ment  to  add  new  section  10.16. 


2575-BZY — Vol.  IX — B.  Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.  B.  2742-61. 


2576-BZY — Vol.  IX — B.  Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 


2577-BZY— Vol.  IX— B.  Bx.— 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 


662-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 


804-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT — Application  December  29,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 93-  to  95  Avenue  U,  north 
side  60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45, 
Borough  of  Brooklyn. 


648-71-A 

APPLICANT — Federation  Employment  and  Guidance  Serv¬ 
ice  for  Jonas  Operating  Corporation,  owner,  Federation 
Employment  and  Guidance  Service,  lessee. 

SUBJECT — Application  September  24,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  smoking. 

PREMISES  AFFECTED— 62  West  14th  Street,  south  side, 
50  feet  south  of  6th  Avenue,  Block  577,  Lot  8,  Borough  of 
Manhattan. 
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717-71-A 

APPLICANT— Charles  F.  Murphy  for  Peter  Galasso,  In¬ 
corporated,  owner,  PDC  Systems,  Division  of  W.  R. 
Grace  and  Company,  lessee. 

SUBJECT — Application  November  5,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  printing  ink,  solvent. 

PREMISES  AFFECTED— 58-38  Page  Place,  west  side, 
528  feet  3"  north  of  Grand  Avenue,  Block  2603,  Lot  150, 
Maspeth,  Borough  of  Queens. 


136-72-A 

APPLICANT— H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  February  15,  1972 — proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  Entire  Block, 
1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Block  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 


169-72-A 

APPLICANT — Ferrenz  and  Taylor  Incorporated  for  The 
Long  Island  College  Hospital,  owner. 

SUBJECT — Application  March  3,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  11E 
construction  for  a  library,  exterior  openings,  roof  cover¬ 
ing  materials. 

PREMISES  AFFECTED— 118  Amity  Street  and  361 
Henry  Street,  southeast  corner,  Block  296,  Lot  5,  Borough 
of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 


APRIL  25,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

696-71-BZ 

APPLICANT — Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT — Application  October  27,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  six  story  multiple  dwelling,  the  conversion  of  the 
doctors’  offices  in  the  cellar  to  an  apartment  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio. 


PREMISES  AFFECTED— 41  to  45  West  71st  Street, 
north  side,  300  feet  east  of  Columbus  Avenue,  Block 
1124,  Lot  13,  Borough  of  Manhattan. 


697-71-A 

APPLICANT — Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT — Application  October  27,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 41  to  45  West  71st  Street, 
north  side,  300  feet  east  of  Columbus  Avenue,  Block  1124, 
Lot  13,  Borough  of  Manhattan. 


725-71-BZ 

APPLICANT— Joseph  H.  Lombardi  for  Lawrence  J. 
Mohr,  owner,  Ettore  d’Ortona  and  Nichols  Finnoli, 
lessee. 

SUBJECT — Application  November  12,  1971— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  seven  story  multiple  dwelling  the  extension  of 
the  first  floor  restaurant. 

PREMISES  AFFECTED— 79  to  81  Macdougal  Street, 
west  side,  137.9  feet  south  of  Bleecker  Street,  Block  526, 
Lot  28,  Borough  of  Manhattan. 


776-71-BZ 

APPLICANT — Harold  E.  Diamond  for  City  of  New  York, 
owner,  Jewish  Community  Center  of  Staten  Island,  lessee. 

SUBJECT — Application  December  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-17  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  outdoor  day  camp  with  accessory  uses. 

PREMISES  AFFECTED — 1466  Manor  Road,  west  side, 
100.00  feet  south  of  Brielle  Avenue,  Block  955,  Lot  100, 
Todt  Hill,  Borough  of  Richmond.  Community  Board  #3. 


126-72-BZ 

APPLICANT — Andrew  Di  Camillo  for  St.  Finbar’s  R.  C. 
Church,  owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  off-site  accessory  garage  for  a  church 
that  encroaches  on  the  required  front  and  rear  yard. 

PREMISES  AFFECTED — 137  Bay  20th  Street,  east  side, 
203  feet  J2  inch  south  from  Benson  Avenue,  Block  6405, 
Lot  12,  Borough  of  Brooklyn,  Community  Board  #11. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  14,  1972,  10  A.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  22,  1972,  were 
approved  as  printed  in  the  Bulletin  of  March  2,  1972,  Vol.  57, 
No.  10. 

410-49-BZ 

APPLICANT — Pasquale  Giordano,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 425  Autumn  Avenue,  east  side, 
205  feet  south  of  McKinley  Avenue,  Block  4180,  Lot  18, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Pasquale  Giordano. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  20,  1949,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  14,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  20,  1949,  as  amended  through  May  9,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  December  5,  1971. 
to  permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1138-49) 

436-69-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Joseph 
Oliveri,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete,  which  expired  April  7,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  Cl-2  and  an  R5  district,  at  an  existing  3  story  building, 
the  erection  of  a  one  story  enlargement  to  the  first  floor 
store  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED — 7016  18th  Avenue,  west  side,  59 
feet,  1434  inches  north  of  71st  Street,  Block  6171,  Lot  47, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta .  4 


Negative:  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  7,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  7,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  2168-68) 


301-70-BZ 

APPLICANT — Otto  J.  Sambach  for  C  and  J  Cirillo  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February  9, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  M3-1  district,  the  installation 
of  gasoline  storage  tanks  that  encroaches  on  the  minimum 
distance  to  a  zoning  district  boundary. 

PREMISES  AFFECTED— 527-537  Smith  Street,  east  side, 
190  feet  south  of  West  Ninth  Street,  Block  480,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Otto  J.  Sambach. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
9,  1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  9,  1972.  (Dept,  of  Ports  and 
Terminals  Applic.  No.  700054) 

630-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  St.  Andrews  As¬ 
sociates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  March  16, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  C 6-6  district,  on  an  office 
building  the  installation  of  illuminated  signs  that  exceeds 
the  permitted  surface  area,  exceeds  the  permitted  height 
above  curb  level  and  an  advertising  sign  that  encroaches 
on  the  adjoining  lot. 

PREMISES  AFFECTED — 1368  to  1374  Avenue  of  the 
Americas,  64  to  68  West  56th  Street,  southeast  corner,  71 
West  55th  Street,  Block  1271,  Lot  73,  (formerly  Lots  6,  70, 
71  and  73),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . . *. .  , 

Absent:  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  16,  1971,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  ot  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  16, 
1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  16,  1972.’  (E.S.  375-70) 


349-71-BZ 

APPLICANT— Stanley  H.  Klein  for  Barlow  Homes,  Incor¬ 
porated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  R3-2  dis¬ 
trict,  the  inclusion  of  that  portion  of  the  lot  within  the  bed 
of  a  mapped  street  that  creates  non-compliance  on  the 
proposed  multiple  dwelling. 

PREMISES  AFFECTED— 873  Armstrong  Avenue,  north¬ 
east  corner  of  Leverett  Avenue  Block  5473,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


SUBJECT— Application  September  2,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the_  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu- 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED— 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at  10 
A.M.,  at  the  request  of  Community  Planning  Board  No.  1. 
Continued  hearing. 


G03-71-BZ 

APPLICANT— Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED— 5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
2  P.M.,  for  the  purpose  of  decision. 


609-71-BZ 


APPEARANCES— 

For  Applicant:  Joseph  Stanley  H.  Klein. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker.  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative :  ^ 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1971,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1971,  by  adding  thereto: 

“that  the  lot  may  be  reduced  in  area ;  and  that  the  degree 
of  non-compliance  shall  be  reduced  by  the  construction  of 
a  two-familv  dwelling,  instead  of  the  eleven-family  dwell¬ 
ing  heretofore  permitted,  substantially  as  shown  on 
revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  December  28,  1971’,  twelve  sheets  and  ‘Received 
March  13,  1972’,  five  sheets;  on  further  condition  that 
this  resolution  shall  apply  only  to  those  premises  and 
new  building  applications  shown  on  such  drawings  which 
are  mentioned  in  the  decision  of  the  Borough  Superinten¬ 
dent  dated  December  23.  1971,  acting  on  N.B.  Anglic. 
2855-69.  Objection  No.  62:  and  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.” 

604-71-BZ 

APPLICANT— Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 


APPLICANT— Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED— 5410-15th  Avenue,  west  side, 
75'  ys"  south  of  54th  Street,  Block  5678,  Lot  39,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
2  P.M.,  for  the  purpose  of  decision. 


734-71-BZ 

APPLICANT— Robert  F.  Germain  for  Katherine  Mazzeo, 
owner;  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT— Application  November  23,  1971— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  at  an  existing 
automotive  service  station  with  accessory  uses  perviously 
before  the  Board,  the  rearrangement  of  the  curb  cuts  and 
pump  island. 

PREMISES  AFFECTED— 1210  and  1230  East  233rd  Street, 
northwest  corner  of  Grenada  Place  and  Edson  Avenue, 
Block  4934,  Lot  66,  Borough  of  The  Bronx.  Community 
Board  #13 

APPEARANCES— 

For  Applicant:  Robert  F.  Germain. 

For  Opposition:  Helen  Harris,  George  J.  Lewis. 
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ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
10  A.M.,  for  the  purpose  of  the  applicant  submitting  revised 
plans.  Continued  hearing. 


735-71-A 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo, 
owner ;  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT — Application  November  23,  1971 — filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street,  curb  cuts,  structural  alteration. 

PREMISES  AFFECTED— 1210  and  1230  East  233rd  Street, 
northwest  corner  of  Edson  Avenue  and  Grenada  Place, 
Block  4934,  Lot  66,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Robert  F.  Germain. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
10  A.M.,  for  the  purpose  of  the  applicant  submitting  re¬ 
vised  plans.  Continued  hearing. 


754-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 

SUBJECT — Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED — 1780  60th  Street,  southwest  cor¬ 
ner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Thomas  J.  Hiler,  Mrs.  Garippa,  N.  Spero, 
Anne  Barone,  Lena  Scudin,  Gerema  Lo  Monaco,  Jose¬ 
phine  Covente,  Grace  De  Gato  and  Mr.  De  Gato. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
2  P.M.,  for  decision ;  applicant  to  file  revised  plans ;  previ¬ 
ously  inspected;  hearing  closed. 


793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R9  district,  the  enlarge¬ 
ment  in  lot  area  of  an  existing  funeral  establishment  previ¬ 
ously  before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED— 351  to  357  Second  Avenue, 
west  side,  62  feet  north  of  East  20th  Street,  Block  901, 
Lots  29,  30,  Borough  of  Manhattan.  Community  Board  #6.’ 

APPEARANCES— 

For  Applicant:  Abraham  Grossman  and  James  J.  An¬ 
drews. 

For  Opposition :  Laurer  F.  Otis. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  at  the  request  of  Community  Planning  Board  No.  6, 
for  Hearing. 

54-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  and  Bradbury  for  Presbyterian  Home  for  Aged  Wo¬ 
men,  owner. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R8  district,  the  erection  of 
a  12  story  non-profit  residence  for  the  elderly  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED — 49  East  73rd  Street,  north  side, 
125.0  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown,  Dorothy  Heipper  and 
Francis  Day  Rogcis. 

For  Opposition :  Max  A.  Gulack,  Loretta  Howard,  Agatha 
Imparato,  Hanna  Kister,  Lorna  M.  Bivins,  Joseph  E. 
Caddea,  Harold  Meyers  and  Martin  R.  Fine. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
10  A.M.,  for  the  purpose  of  the  applicant  submitting  addi¬ 
tional  information.  Continued  Hearing. 


93-72-BZ 


APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R10  and  C2-5  district,  at  a  45  story 
mixed  building  under  construction  previously  before  the 
Board,  the  erection  of  two  additional  stories. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th  Street 
south  side.  106.6  feet  west  of  Sutton  Place  and  408  420  to 
f']8  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8,  15, 
16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan.  Community  Board  #8. 

APPEARANCES— 


For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1972,  at 

at  £  the  _  request  of  Community  Planning  Board 

No.  6,  for  Hearing. 


94-72-A 


APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  in¬ 
crease  in  floor  area  ratio. 


PREMISES  AFFECTED — 405,  411  to  449  East  58th  Street 
south  side  106.6  feet  west  of  Sutton  Place  and  408,  420  to 
59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8,  15, 

Manhattan^'  an<^  ^4,  Borough  of 


APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

°F  BOARD— Laid  over  to  March  28,  1972,  at 
NT  A'Ah’  at  the  request  of  Community  Planning  Board 
No.  6,  for  Hearing. 


115-72-BZ  '  ~ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  City 
Board  of  Education,  Office  of  School  Buildings,  owner. 

SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
four  story  and  cellar  public  school  that  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 605  Shepherd  Avenue,  south¬ 
east  corner  of  Blake  Avenue,  Block  4069,  Lot  1,  Borough 
of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt,  Ellis  Chambers  and 
Maureen  Chambers. 

For  Opposition :  Sophie  Hankers. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
2  P.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond.  Community 
Board  #1. 

APPEARANCES— 

For  Applicant:  William  Jamison,  Howard  Miller  and 
Arthur  D’Urso. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein  and 

Commissioner  Nolan  .  3 

Negative:  .  J 

Not  Voting:  Commissioner  Agusta .  J 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  25,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  8,  1972;  then  to  February  22, 
1972 ;  then  to  March  14,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  12,  1971,  acting  on  N.B.  Applic.  1721/1971, 
reads : 

“1.  Proposed  construction  of  a  commercial  office 

building  in  a  residential  zone  is  contrary  to  Section  21-12 
of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on.  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an.R3-2 
district,  the  erection  of  a  two-story  and  cellar  office  building 
with  accessory  parking  in  the  open  area,  on  condition  that  all 
work  shall  comply  with  the  drawings  filed  with  this  applica¬ 
tion  marked  “Received  December  13,  1971,”  5  sheets,  and 
“March  13,  1972,”  5  sheets,  and  on  further  condition  that  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  Resolution. 


Adjourned:  12:00  Noon. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  14,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta. 

593-48-SM 

APPLICANT— Petrometer  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Jack  Gurock. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ••••4 

Negative:  . . .  1 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

593_48_SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  additional  models  of  liquid  depth  indicator. 

Sol  Feinberg  for  Petrometer  Corporation,  New  iorK  re¬ 
quested  that  the  resolution  adopted  November  3,  1948  under 
Calendar  593-48-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer  and  to  include  additional 
models. 

PROPOSED  USE:  Liquid  level  indicator. 

DESCRIPTION :  The  requested  model,  known  as  Series 
1700,  are  well-type  manometers,  indirect,  remote  reading 
liquid  level  gauges  for  use  on  tanks  in  which  liquids  are  stored 
under  atmospheric  or  positive  pressure.  Additional  air  pres- 
sure  must  be  applied  to  overcome  the  static  head  of  the  liquid 
and  to  produce  a  reading  on  the  gauge.  .  . 

Each  consists  of  a  mounting  plate,  indicating  unit  with  a 
scale  and  glass  tube  under  a  plastic  cover,  an  aerator  pump 
or  valve,  an  indicating  fluid  well,  and  associated  tubing,  con¬ 
nections,  tank  assembly  units  and  other  accessories.  The  indi¬ 
cating  fluid  can  be  either  Red-X  liquid  or  mercury.  . 

Petrometer  Corporation  have  submitted  an  affidavit  show¬ 
ing  that  Liquid  Depth  Indicators,  Incorporated  is  a  wholly 
owned  subsidiary  of  Petrometer  Corporation. 

INSPECTION  AND  TEST  :  The  Series  1700  Liquid  Depth 
Indicators  have  been  approved  by  Factory  Mutual. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  3,  1948  under 
Calendar  593-48-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  the  additional  Liquid  Depth  Indicators  Model  1700 
with  suffix  2,  3,  5,  6,  11,  18,  19,  22  and  24  and  to  show  a 

change  of  owner-manufacturer.  New  owner-manufacturer 
being  Petrometer  Corporation  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  November  3,  1948  under 
Calendar  593-48-SM  are  complied  with 
A  sworn  affidavit  by  a  responsible  officer  of  the  manutac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


792-55-SM 

APPLICANT — Keene  Corporation  Metal  Products  Division, 
Penn  Metal  Operation,  owner. 

APPEARANCES— 

For  Applicant :  Norman  Ivahler. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commission  Agusta .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

792-55-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Keene  Corporation  Metal  Construction  Products  Division, 
Parkersburg,  West  Virginia  requested  that  the  resolution 
adopted  December  20,  1960  under  Calendar  792-55-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  owner - 
manufacturer. 

PROPOSED  USE:  Steel  Joists. 

DESCRIPTION  :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacturer  of  the  joists. 

Keene  Corporation  has  submitted  an  affidavit  showing  that 
they  have  purchased  all  rights,  assets,  etc.  of  Penn  Metal 
Company,  Incorporated  and  that  the  name  of  the  new  owner- 
manufacturer  is  Keene  Corporation  Metal  Construction  Prod¬ 
ucts  Division,  Penn  Metal  Operation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  20,  1960  under 
Calendar  792-55-SM  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer ;  new  owner  -manufac¬ 
turer  being  Keene  Corporation  Metal  Products  Division, 
Penn  Metal  Operation  on  condition  that  the  requirements  of 
the  resolution  adopted  December  20,  1960  under  Calendar 
792-55-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  the  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
above  report. 


780-62-SM 

APPLICANT — Pioneer  Fire  Door  Company,  Pioneer  In¬ 
dustries,  Division  of  SOS  Consolidated,  Incorporated, 
owner. 


APPEARANCES— 

For  Applicant:  Alvin  Zeleznik. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

780-62-SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name. 

.  Pioneer  Fire  Door  Company,  Fireproof  Industries,  Divi¬ 
sion  of  SOS  Consolidated,  Incorporated,  Carlstadt,  New 
Jersey,  requested  that  the  resolution  adopted  January  15, 
1963  under  Calendar  Number  780-62-SM  be  reopened  and 
amended  as  to  change  in  corporate  name. 

PROPOSED  USE:  \y2  hour  fire  rated  opening  protective 
assembly. 

DESCRIPTION :  There  has  been  no  change  in  the  product 
or  in  its  method  of  manufacture. 

The  request  is  to  change  the  corporate  name  from  Pioneer 
Fire  Door  Company  to  Pioneer  Fire  Door  Company,  Pioneer 
Industries,  Division  of  SOS  Consolidated  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  15,  1963  under 
Calendar  Number  780-62-SM  be  reopened  and  amended  as 
to  change  in  corporate  name  from  Pioneer  Fire  Door  Com- 
pany  to  Pioneer  Fire  Door  Company,  Pioneer  Industries, 
Division  of  SOS  Consolidated  Incorporated  on  condition 
that  the  requirements  of  the  original  resolution  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


556-64-SM 

APPLICANT — Symons  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant:  Neil  B.  Hansen. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads :_ 

5 56-64- SM— Symons  Manufacturing  Company,  Des  Flames, 
Illinois,  filed  for  approval  of  the  Model  No.  AA-16  33 
Scaffold  Bracket  under  the  provisions  of  C26-19U/.U  ot  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Bracket  to  support  scaffold  planks. 

DESCRIPTION :  The  bracket  consists  of  a  horizontal  leg, 
diagonal  knee  brace,  vertical  brace  between  the  knee  brace 
and  horizontal  leg,  railing  sleeve  on  the  end  of  the  hori¬ 
zontal  leg  and  a  rivet  between  the  vertical  brace  and  knee 
brace.  Components  are  made  of  steel.  The  scaffold  is  assem¬ 
bled  with  a  wedge,  wedge  bolt,  and  seat  angle.  The  hori¬ 
zontal  leg  is  33"  long.  The  vertical  brace  is  11.6  long.  The 
knee  brace  is  30.5"  long.  The  railing  sleeve  is  4  wide.  The 
vertical  brace  intersects  the  horizontal  leg  at  a  point  26.4 
from  its  outer  edge.  The  knee  brace  intersects  the  horizontal 
leg  at  a  point  6.6"  from  its  outer  edge.  The  bracket  supports 
planks  of  at  least  2"  x  10",  which  sets  a  limit  of  three  planks. 

INSPECTION  AND  TEST :  The  bracket  was  load  tested 
at  different  points  along  the  horizontal  leg  as  witnessed  and 
certified  by  Pittsburgh  Testing  Laboratories.  The  bracket 
supported  a  minimum  of  2907  lbs.  at  each  point. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  No.  AA-16  33"  Scaf¬ 
fold  Bracket  to  support  a  maximum  of  500  lbs.  under  the 
provisions  of  C26-1907.0  of  the  Building  Code  of  the  City 
of  New  York  on  condition  that  it  shall  be  used  with  scaf¬ 
folding  that  has  been  approved  by  the  Department  of  Build¬ 
ings.  The  bracket  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  556-64-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


55-66-SM 

APPLICANT — Reeves-Bowman  Division,  Cyclops  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  James  S.  Easter. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 


55-66-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Reeves-Bowman  Division,  Cyclops  Corporation  requested 
that  the  resolution  adopted  November  1,  1966  and  as  amended 
through  June  17,  1969  under  Calendar  55-66-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE :  Permanent  steel  form  for  concrete  work. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  deck. 

The  request  is  to  show  a  change  of  the  corporate  name 
from  Bowman  Building  Products  Division,  Cyclops  Cor¬ 
poration  to  Reeves-Bowman  Division,  Cyclops  Corporation. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  1,  1966  and  as 
amended  through  June  17,  1969  under  Calendar  55-66-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name  of  the  owner-manufacturer ;  new  name  being  Reeves- 
Bowman  Division,  Cyclops  Corporation  on  condition  that 
the  requirements  of  the  resolution  adopted  November  1,  1966 
and  as  amended  through  June  17,  1969  under  Calendar 
55-66-SM  be  complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1296-66-SM 

APPLICANT — National  Gypsum  Company,  owner;  J.  K. 
Hovind,  agent. 

APPEARANCES— 

For  Applicant :  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1296-66-SM— National  Gypsum  Company,  Buffalo,  New 
York,  filed  for  approval  of  Gold  Bond  Fire-Shield  Solitude 
Tile  as  a  component  of  two  hour  fire  rated  assemblies  under 
the  provisions  of  C26-501.1  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Component  of  two  hour  fire  rated  floor¬ 
ceiling  and  roof-ceiling  assemblies. 

DESCRIPTION:  The  first  floor-ceiling  assembly  (UL 
R4337-4)  consists  of  2"  sand-gravel  concrete  on  34"  metal 
lath  over  steel  joists  spaced  24"  o.c.  Gold  Bond  J  Channel 
System,  previously  approved  under  Calendar  Number  754- 
52-SM  ’  is  attached  to  the  bottom  chords  of  the  steel  joists 
with  j’  Channel  Bar  Joist  Clips.  The  Channel  System  sup¬ 
ports  34"  thick  Fire- Shield  Solitude  Acoustical  Tile. 

The  second  floor-ceiling  assembly  (UL  R4337-18)  consists 
of  2)4"  sand-gravel  concrete  over  cellular  steel  floor  units 
supported  by  a  steel  beam.  Cold  rolled  steel  carrying  chan¬ 
nels  \y2"  and  spaced  48"  o.c.,  are  suspended  below  the  floor 
by  No.  12  gauge  wire  hangers.  Fire-Shield  Solitude  Acous¬ 
tical  Tiles,  V&"  in  thickness,  are  supported  by  Gold  Bond  J 
Channels  attached  to  the  cold  rolled  channels  with  Gold 
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Bond  J  Wire  Clips.  Light  fixtures  not  exceeding  25  square 
feet  per  100  square  feet  of  ceiling  area,  protected  by  light 
fixture  boxes  fabricated  from  34"  Fire-Shield  Solitude  T- 
Panels  may  be  included  in  the  suspended  ceiling.  Air  ducts 
may  be  installed  in  the  ceiling  plenum  with  fire  dampered 
air  duct  outlets  in  the  ceiling  which  do  not  exceed  115  square 
inches  per  100  square  feet  of  ceiling  area. 

The  third  assembly  is  a  roof-ceiling  assembly  (FM  FC39- 
2  Hr)  which  consists  of  2"  reinforced  Gold  Bond  Metro- 
Mix  Gypsum  Concrete  over  gypsum  formboard  supported 
by  steel  bulb  tees  over  steel  joists  spaced  48"  o.c.  Cold  rolled 
steel  carrying  channels,  \l/2"  and  spaced  48"  o.c.,  are  sus¬ 
pended  below  the  joists  by  No.  12  gauge  wire  hangers.  Fire- 
Shield  Solitude  Acoustical  Tiles,  Y"  in  thickness,  are  sup¬ 
ported  by  Gold  Bond  J  Channels  attached  to  the  cold  rolled 
channels  by  wire  clips.  Light  fixtures  not  exceeding  25 
square  feet  per  100  square  feet  of  ceiling  area,  protected  by 
light  fixture  boxes  fabricated  from  Fire-Shield  Solitude 
f-Panels,  may  be  included  in  the  suspended  ceiling.  Air  ducts 
may  be  installed  in  the  ceiling  plenum  with  fire  dampered  air 
duct  outlets  in  the  ceiling  which  do  not  exceed  55  square 
inches  per  100  square  feet  of  ceiling. 

INSPECTION  AND  TEST:  The  assemblies  have  been 
tested  by  Underwriters’  Laboratories  and  Factory  Mutual 
under  the  Files  cited  above  and  received  two  hour  fire 
ratings. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Gold  Bond  Fire-Shield  Solitude  Tile 
as  a  component  of  the  two  hour  fire  rated  floor-ceiling  and 
roof-ceiling  assemblies  described  above  under  the  provisions 
C26-501.1  and  RS13.  Plans  submitted  to  the  Department  of 
Buildings  showing  proposed  use  of  this  construction  shall 
include  the  drawings  contained  in  the  test  reports  except  that 
straps  of  adequate  carrying  capacity  shall  be  used  in  lieu  of 
wires  when  the  ceiling  is  suspended  more  than  6"  in  the 
Files  cited  above  and  shall  be  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  1296-66-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Hoard,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


18-67-SA 

APPLICANT — Hydrotherm,  Inc.,  owner. 

APPEARANCES— 

For  Applicant:  Louis  M.  Pavesi. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

18-67-SA— Hydrotherm,  Incorporated,  Northvale,  New 
Jersey,  filed  for  approval  of  Hydrotherm  OH,  OR,  and  MO 
Series  Oil  Fired  Cast  Iron  Hot  Water  Boilers  under  the 
provisions  of  RS  14-6  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Oil  fired  hot  water  boilers. 
DESCRIPTION :  The  boilers  are  made  up  of  cast  iron 
horizontal  heat  exchangers  with  working  pressures  of  100  psi. 
The  combustion  chambers  are  two-piece,  pre-cast  insulating 
type  refractory.  The  combustion  chamber  housing  and  heat 
exchanger  support  is  made  of  12  gauge  steel.  The  boiler 
jackets  are  made  of  20  gauge  sheet  steel  coated  with  heat 
resistant  paint.  The  burners  used  are  approved  type  with 
Minneapolis-Honeywell  R8184,  burner  control  incorporating 
a  cadmium  sulfide  flame  sensing  cell.  The  boilers  are  used 
for  hot  water  central  heating.  The  OH  Series  is  rated  be¬ 
tween  58,500  and  99,000  BTU/HR,  burns  between  .75  and 
1.25  GAL/HR  of  oil  Min.  I.D.  The  OR  Series  is  rated 
between  99,800  and  219,100  BTU/HR,  burns  between  1.25 
and  2.75  GAL/HR  of  oil.  The  MO  Series  is  rated  between 
237,100  and  2,717,400  BTU/HR,  burns  between  3.0  and 
33.0  GAL/HR  of  oil. 

INSPECTION  AND  TEST:  The  boilers  have  been  rated 
and  approved  by  the  Institute  of  Boiler  and  Radiator  Manu¬ 
facturers. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  OH,  OR,  and  MO  Series  Oil  Fired 
Cast  Iron  Hot  Water  Boilers  under  the  provisions  of  RS 
14-6  of  the  Building  Code  of  the  City  of  New  York.  The 
boilers  shall  be  permanently  labelled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  18-67-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


136-70-SA 

APPLICANT — Lexington  Standard  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Louis  T.  Apostol. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  o 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
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136-70-SA— Lexington  Standard  Corporation,  Newark  New 
Tersev  filed  for  approval  of  the  Lexington  Standard  Fire 
Pump’ Controls  LX1023FA,  LX1040F4,  LX1027,  LX1052A 
and  B,  LX517,  LX518  and  LX1030  under  the  provisions  of 
Article  17  Building  Code  of  the  City  of  New  York. 


PROPOSED  USE:  Controllers  for  electric  fire  pumps. 
DESCRIPTION :  Bulletin  LX1052A  and  B  is  an  automatic 
controller  for  limited  service  fire  pumps,  designed  for  across- 
the-line  starting  of  squirrel  cage  motors,  30  H.P.  or  less,  600 
volts  or  less.  This  controller  is  primarily  used  to  control 
250GPM  pumps  taking  suction  from  a  gravity  tank. 

Bulletin  LX1023F4  is  designed  for  automatic  across-the- 
line  starting  of  squirrel  cage  motors  from  15  HP  to  300  HP 
at  voltages  from  208  to  550  volts  driving  standard  fire  pumps 
having  capacities  of  500  to  2500  GPM  at  pressures  of  100 


p.s.c.  or  more.  _ _  , 

Bulletin  LX1040F4  is  the  same  as  LX1023F4  except  that 
it  is  of  the  reduced  voltage,  primary  resistance  type. 

Bulletin  LX1030  is  a  combined  manual  and  automatic  re¬ 
duced  voltage,  secondary  resistor  type  fire  pump  controller 
for  wound  rotor  motors  driving  standard  fire  pumps  in  ratings 
from  25  to  300  HP. 

Bulletin  LX  1027.  Manual  only,  speed  regulating  secondary 
resistor  type  and  range  from  100  to  300  HP  at  208  to  550 
volts. 

Bulletin  LX517  and  LX518  are  designated  as  pressure  main¬ 
tenance  pump,  automatic  control  panel  designed  for  across 
the  line  starting  of  squirrel  cage  motors  ranging  from  1  to 
30  HP  208  to  550  volts. 

INSPECTION  AND  TEST:  The  controllers  have  been 
approved  by  the  Underwriters’  Laboratories  and  have  been 
recommended  for  approval  by  the  Fire  Department. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Lexington  Standard  Fire  Pump 
Controls,  as  herein  described,  under  the  provisions  of  C26- 
1703.11  Building  Code  of  the  City  of  New  York.  Each ( con¬ 
troller  shall  bear  a  label,  permanently  affixed,  reading  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  136-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  Change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


774-71-SM 

APPLICANT — Roll  Form  Products,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Martin  Malter. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  . . .  y 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
774-71-SM— Roll  Form  Products,  Incorporated,  Elmhurst, 
Illinois,  filed  for  approval  of  Lock-Form  Types  B,  BP1J4, 
BP3,  BI,  BPI  \y2,  BPI3  Fluted  Floor-Ceiling  Decks  and 
Lock-Form  Types  RFC  1/4  and  RFC3  Cellular  Floor- 
Ceiling  Decks  under  the  provisions  of  C26-50L1  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling 
decks. 

DESCRIPTION :  The  decks  vary  in  their  steel  form  units. 
The  tops  of  the  decks  are  constructed  of  either  2 34"  or  434" 
thick  normal  weight  concrete  or  2 y2"  or  334”  thick  light¬ 
weight  concrete.  A  No.  10  SWG  or  No.  6  SWG  uncoated 
steel  wire  fabric  is  embedded  in  the  concrete.  A  steel  trench 
header  may  be  constructed  through  the  concrete  to  accom¬ 
modate  electrical  equipment.  The  steel  forms  for  the  B  and 
BPlj4  fluted  decks  are  \y2"  deep.  The  openings  are  3^4" 
wide  and  are  spaced  2 34"  apart.  The  fluted  BP3  deck  is  3" 
deep.  The  openings  are  534"  wide  and  are  spaced  2 34" 
apart.  The  fluted  B,  BPI  1  y2,  and  BPI3  decks  differ  from 
the  B,  BP134,  and  BP3  decks  in  that  the  dimensions  of  the 
openings  and  the  spacing  between  them  are  reversed.  The 
RFC  134  and  RFC3  cellular  decks  differ  from  the  BP  1 34 
and  BP3  decks  in  that  the  bottoms  are  covered  with  sheets 
of  steel  between  20  and  16  gauge.  The  steel  form  units  of 
the  fluted  decks.  Types  B,  BP  134,  BP3,  BI,  BPI  134,  and 
BPI3,  are  available  in  gauges  between  22  and  16.  The  steel 
form  units  of  the  cellular  decks  Types  RFC  134  and  RFC3, 
are  available  in  gauges  between  20  and  16.  The  decks  are 
supported  by  structural  steel  beams  with  8"  or  10"  wide 
flanges.  The  beams  are  protected  with  approved  cementious 
sprayed  fireproofing  material  and  the  bottoms  of  the  decks 
may  be  protected  with  approved  cementious  sprayed  fire¬ 
proofing  material.  The  locations,  thickness,  and  densities  of 
the  fireproofing,  gauges  of  steel,  and  thickness  of  concrete 
for  the  different  units  are  as  specified  in  Underwriters’ 
Laboratories  Design  Nos.  90,  243,  251,  262,  267,  292.  295, 
300,  302,  317,  and  319. 

INSPECTION  AND  TEST:  The  two  hour  fire  rated 
floor-ceiling  decks  meet  all  specifications  of  the  above- 
mentioned  Underwriters’  Laboratories  Design  Nos.  The 
decks  used  with  each  design  No.  are  as  follows :  No.  90 — 
Type  BPI  134;  No.  243— Type  BPI  1J4  ;  No.  251— Type 
BP3 ;  No.  262— Type  BP  134;  No.  267— Types  B,  BP  134, 
BP3,  BI,  BPI  134,  BPI3,  RFC  1J4,  RFC3 ;  No.  292— Types 
B,  BP  134,  BP3,  BPI  134,  BPI3 ;  No.  295— Types  B,  BP 
134,  BP3,  BI,  BP13 ;  No.  300— Types  B,  BP  1J4,  BP3,  BI, 
BPI  iy2,  BP13,  RFC  134,  RFC3 ;  No.  302— Types  BP  134, 
BP3 ;  No.  317— Types  B.  BP  134,  BP3,  BI,  BPI  134,  BP13; 
No.  319— Types  BP  134,  BP3,  BPI  34,  BPI  3,  RFC  134, 
RFC3. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lock-Form  Types  B,  BP  134,  BP3, 
BI,  BPI  134,  BPI3  Two-Hour  Fire  Rated  Fluted  Floor- 
Ceiling  Decks  and  Lock-Form  Types  RFC  134  and  RFC  3 
Two  Hour  Fire  Rated  Cellular  Floor-Ceiling  Decks  under 
the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York.  Plans  submitted  to  the  Department  of 
Buildings  showings  proposed  uses  of  this  construction  shall 
include  the  drawings  of  Underwriters’  Laboratories  Design 
Nos.  listed  above  and  shall  be  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  774-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


775-71-SM 

APPLICANT — Roll  Form  Products,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  Martin  Malter. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 

775-71-SM — Roll  Form  Products,  Incorporated,  Elmhurst, 
Illinois,  filed  for  approval  of  Lock-Form  Types  B,  BP  1%, 
BP  3,  BI,  BPI  \y2,  BPI  3,  Fluted  Floor-Ceiling  Decks  and 
Lock-Form  Types  RFC  \y2  and  RFC  3  Cellular  Floor- 
Ceiling  Decks  under  the  provisions  of  C26-501.1  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Three  hour  fire  rated  floor-ceiling  decks. 

DESCRIPTION :  The  decks  vary  in  their  steel  form  units. 
The  tops  of  the  decks  are  constructed  of  2 y2"  thick  normal 
weight  concrete  or  4  3/16"  thick  lightweight  concrete.  A 
No.  10  SWG  or  No.  6  SWG  uncoated  steel  wire  fabric  is 
embedded  in  the  concrete.  A  steel  trench  header  may  be 
constructed  through  the  concrete  to  accommodate  electrical 
equipment.  The  steel  forms  for  the  B  and  BP1^4  fluted 
decks  are  1J4"  deep.  The  openings  are  3$4"  wide  and  are 
spaced  2y$"  apart.  The  fluted  BP  deck  is  3"  deep,  the  open¬ 
ings  are  5 wide  and  are  spaced  2I/2"  apart.  The  fluted 
BI,  BPI  \y2,  and  BP13  decks  differ  from  the  B,  BPiy, 
and  BP3  decks  in  that  the  dimensions  of  the  openings  and 
the  spacing  between  them  are  reversed.  The  RFC  V/2  and 
RFC  3  cellular  decks  differ  from  the  BP  1  y2  and  BP  3  decks 
in  that  the  bottoms  are  covered  with  sheets  of  steel  between 
20  and  16  gauge.  The  steel  form  units  of  the  fluted  decks, 
Types  B,  BP  1 y,  BP  3,  BI,  BPI  V/2,  and  BPI,  are  avail¬ 
able  in  gauges  between  22  and  16.  The  steel  form  units  of 
the  cellular  decks,  Type  RFC  1  y2  and  RFC  3,  are  available 
in  gauges  between  20  and  16.  The  decks  are  supported  by 
structural  steel  beams  with  8"  or  10"  wide  flanges.  The 
beams  are  protected  by  approved  cementitious  sprayed  fire¬ 
proofing.  material.  The  bottoms  of  the  decks  may  be  pro¬ 
tected  with  approved  cementitious  sprayed  fireproofing  mate- 
terial.  The  locations,  thicknesses,  and  densities  of  the  fire¬ 
proofing  gauges  of  steel  for  the  different  units  are  as  spe¬ 
cified  in  Underwriters’  Laboratories  Design  Nos.  21,  70,  80, 
89,  92,  97,  and  225. 

INSPECTION  AND  TEST :  The  three  hour  fire  rated 
floor-ceiling  decks  meet  all  specifications  of  the  abovemen- 
tioned  Underwriters’  Laboratories  Design  Numbers.  The 
decks  used  with  each  Design  No.  are  as  follows:  No.  21 — 
Type  BP1J4;  No.  70— Type  BP3;  No.  80— Type  BP3 ;  No. 
89— Types  B,  BP  iy2;  No.  92— Type  BP  1  y2;  No.  97- 


Type  BP3 ;  No.  225— Types  BP  V/2,  BP3,  BPI  1  y2,  BPI  3, 
RFC  \y2,  RFC  3. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Lock-Form  Types  B,  BPiy,  BP3, 
BI,  BPI1J4,  BPI3  Three  Hour  Fire  Rated  Fluted  Floor- 
Ceiling  Decks  and  Lock-Form  Types  RFC1J4  and  RFC3 
Three  Hour  Fire  Rated  Cellular  Floor-Ceiling  Decks  under 
the  provisions  of  C26-501.1  of  the  Building  Code  of  the  City 
of  New  York.  Plans  submitted  to  the  Department  of  Build¬ 
ings  showing  proposed  uses  of  this  construction  shall  include 
the  drawings  of  Underwriters’  Laboratories  File  R6040-1, 
Assignment  69NK3312  and  shall  be  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  775-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1-72-SM 


APPLICANT — Leitner  Equipment  Company  Division  of 
Vendo  Company,  owner. 


APPEARANCES— 

For  Applicant:  F.  M.  Donnelly  and  Herbert  A.  Kahn. 

AC1  ION  Ob  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 

Negative :  . 

Absent :  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1-72-SM— Leitner  Equipment  Company,  Franklin  Park,  Illi¬ 
nois,  filed  for  approval  of  Whirl-Kleen  Grease  Filters  under 
the  provisions  of  RS  13-3  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE::  Grease  filter  for  kitchen  exhaust 

systems. 

DESCRIPTION :  The  filters  are  made  of  stainless  steel 
and  are  available  in  eight  standard  sizes :  10  x  16,  10  x  20, 
12  x  16,  12  x  18,  16  x  20,  16  x  25,  20  x  20,  and  20  x  25,  all 
2  thick.  There  are  eight  rectangular  openings  arranged  in 
circle  in  the  face  of  the  filter.  Each  opening  has  a  plate  or 
a  baffle  bent  back  at  a  45  degree  angle  in  the  direction  of 
the  circle. .  On  the  back  side  of  the  filter,  encircling  the 
eight  openings,  is  a  metal  shroud  against  which  the  grease 
particles  are  flung  by  centrifugal  force.  The  grease  drains 
off  between  the  opening  formed  by  the  flange  of  the  shroud 
and  the  back  face  of  the  filter  and  through  holes  at  each 
corner  into  a  trough  provided  in  the  hood  in  which  the  units 
are  installed.  Grease  collected  in  the  trough  drains  into  a 
collection  cup  which  can  be  emptied  periodically. 
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INSPECTION  AND  TEST :  The  filters  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (R6624,  on  file). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  *e  approval  of  Whirl-Kleen  Grease  Filters  as  grease 
filters  for  kitchen  exhaust  systems  tte  protons  of 

RS  13-3  of  the  Building  Code  and  09-1610 
New  York.  The  filters  shall  be  permanently  labeled.  Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  m 
New  York  City  under  Calendar  Number  1-72-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
Xe  product  manufactured,  shall  be  filed  annually  with  th 
Board,  certifying  that  such  materials,  Processes  '  » 

are  being  maintained  as  were  in  effect,  at  the  time  ot  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved ,  that  the  Board  of  Standards  and  Appeals  dues 
hereby  approve  this  material  in  accordance  with  the  above 

report. 

1 1-72-SM 

APPLICANT _ Master  Builders  Division  of  Martin-Mari¬ 

etta,  owner. 

APPEARANCES— 

For  Applicant:  Jack  W.  Weber. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta . 

Negative: . • . ••••• . 

Absent :  Commissioner  Madigan . 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
11-72-SM— Master  Builders,  Division  of  Martin-Marietta, 
Cleveland,  Ohio,  filed  for  approval  of  Masterflow  713  Grout 
under  the  provisions  of  RS  10-47  of  the  Building  Code  o 
the  City  of  New  York. 


PROPOSED  USE:  Grout. 

DESCRIPTION :  Masterflow  713  Grout  is  similar  in  ap- 
appearance  to  concrete  and  mortar  and  contains  only  natural 
aggregates.  The  exact  composition  is  filed  confidentially  in 
the  Board’s  safe.  The  grout  is  non-metallic,  causing  little 
corrosion,  and  does  not  shrink  (expands  slightly).  I  he 
grout  is  mixed  with  water  in  the  ratio  of  100  pounds  ot 
Masterflow  to  2.4  gal.  of  water. 

INSPECTION  AND  TEST:  Masterflow  713  Grout  was 
tested  by  Herron  Testing  Laboratories,  Incorporated,  Cleve¬ 
land,  Ohio,  and  compared  with  plain  grout  with  a  1  to  2 
Portland  Cement  to  silica  sand  ratio.  Masterflow.  713  Grout 
was  found  to  have  a  substantially  faster  setting  time,  higher 
compressive  strength,  and  to  expand  an  amount  less  than 
1/20  of  the  shrinkage  of  the  plain  grout  Compressive 
strengths  of  Masterflow  713  Grout  were  2550  psi  (1  day), 
6300  psi  (3  days),  and  7530  psi  (7  days). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Masterflow  713  Grout  to  be  used 


in  accordance  with  the  compressive  strengths  listed  above 
under  the  provisions  of  RS  10-47  of  the  Building  Code  of 
the  City  of  New  York.  The  packaging  for  the  grout  shall 
be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  11-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


109-72-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

APPEARANCES— 

For  Applicant:  David  R.  Dombar. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . 0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

109-72-SM — Armstrong  Cork  Company,  Lancaster,  Pennsyl¬ 
vania,  filed  for  approval  of  Perlon  Roof  Insulation  under  the 
provisions  of  C26-503.7  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Insulation  for  built-up  roofing. 
DESCRIPTION  :  Perlon  is  a  rigid  insulation  board  formed 
from  heat  expanded  beads  of  perlite,  mixed  with  fibers  and 
a  waterproofing  agent.  The  top  surface  of  the  board  is  faced 
with  a  bitumen-shield  coating.  The  boards  are  cut  2'  x  4' 
and  3'  x  4'  sizes  and  are  between  YP'  and  2"  thick.  Thermal 
conductivity  varies  with  thickness  between  0.19  and  0.48. 

INSPECTION  AND  TEST:  The  insulation  board  was 
approved  by  the  Factory  Mutual  Research  Corporation  (No. 
20380,  on  file)  as  a  component  of  a  Class  1  roofing  system. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Perlon  Roof  Insulation  as  insulation 
for  built-up  roofing  under  the  provisions  of  C26-503.7  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that  it 
is  protected  with  an  approved  or  accepted  roof  covering 
applied  directly  thereto.  The  insulation  board  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  109-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
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approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A.T.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


111-72-SM 

APPLICANT — Rockwell  Manufacturing  Company,  owner. 
APPEARANCES— 

For  Applicant:  William  W.  Shade  and  Robert  M. 
Leonard. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative: .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
111-72-SM — Rockwell  Manufacturing  Company,  East 

Orange,  New  Jersey,  filed  for  approval  of  the  Rockwell  #143 
Gas  Pressure  Service  Regulator  under  the  provisions  of 
RS  16,  PI  15.3  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Gas  pressure  regulator. 

DESCRIPTION  :  The  regulator  reduces  main  line  pressures 
to  pressures  suitable  for  domestic  use.  The  inlet  pressure 
range  for  the  different  regulators  under  this  model  is  from 
inches  W.  C.  to  125  psi.  The  outlet  pressure  range  is  from 
2 W  to  28"  W.  C.  The  orifices  are  to  yy  in  diameter 
and  are  made  of  brass.  The  body  of  the  valve  portion  of 
the  regulator  is  made  of  cast  iron.  The  diaphragm  case  is 
made  of  aluminum  alloy.  The  valve  stem  is  made  of  brass 
and  the  valve  disc  is  made  of  B_una-N  rubber.  The  diaphragm 
is  made  of  Buna-N  rubber  with  nylon  fabric  reinforcement. 
A  polyethylene  vent  valve  leads  to  a  V4"  or  1"  side  vent.  A 
l/%"  test  connection  is  available  on  either  the  inlet  or  outlet. 
An  internal  relief  valve,  which  limits  outlet  pressure  by 
venting  gas  to  the  atmosphere,  is  available.  Another  option 
is  a  low  pressure  cut-off  safety  device  which  stops  the  inlet 
gas  supply  if  the  outlet  pressure  drops  below  a  certain 
point.  The.  cut-off  consists  of  an  extra  valve  which  seats 
against  the  inlet  side  of  the  orifice.  As  the  main  valve  moves 
away  from  its  seat  to  increase  flow  in  response  to  a  decreasing 
outlet  pressure,  signal,  the  cut-off  valve  moves  towards  its 
seat  and  closes  if  the  main  valve  movement  becomes  excessive. 
Regulators  are  available  for  the  following  pipe  sizes :  Va  x  Va, 
%  x  i,  44  X  Wa,  i  x  l,  i  x  iy4,  iy4  X  iy4. 

INSPECTION  AND  TEST:  The  regulator  was  pressure 
tested  by  Consolidated  Edison  and  was  found  to  be  satis¬ 
factory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Rockwell  #143  Gas  Pressure 
Service  Regulator  under  the  provisions  of  RS  16  P115  3  of 
the  Building  Code  of  the  City  of  New  York.  The  regulators 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  111-72-SM.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


114-72-SM 


APPLICANT — Dr.  A.  Byron  Adams  for  Construction  Prod¬ 
ucts  Division,  W.  R.  Grace  and  Company,  owner. 

APPEARANCES— 

For  Applicant:  A.  B.  Adams. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Apiista  d 

Negative:  . . . ]'  q 

Absent :  Commissioner  Madigan  . '.I!..'!.'!!.'.'."!'  1 

THE  RESOLUTION— 


VV  iic-KLAa,  me  report  ot  a  Committee  on  Test  reads  : 

114-72-SM— Dr.  A.  Byron  Adams  for  Construction  Product 
Division,  W  R  Grace  and  Company,  filed  for  approval  c 
Lai  ex  Set  Accelerator  under  the  provisions  of  C26-1004  6  c 
the  Building  Code  of  the  City  of  New  York. 


PROPOSED  USE:  Concrete  and  mortar  admixture  to 
accelerate  setting. 

^tSCRIPTION  :  ^arex  Set  Accelerator  is  a  white  powder 
which  is  added  to  concrete  during  batching.  The  exact  com¬ 
position  is  filed  confidentially  in  the  Board’s  safe.  The  ad¬ 
mixture  increases  the  early  strengths  of  concrete  and  de¬ 
creases  setting  time.  Between  0.5  and  20  libs,  of  the  admix- 
ture  are  used  for  every  94  lb.  bag  of  cement. 

INSPECTION  AND  TEST :  The  admixture  was  tested 
under  the  provisions  of  ASTM  C  494  by  Northeastern  Uni¬ 
versity,  as  supervised  by  Professor  Ernest  L.  Spencer,  P.  E., 
and  met  all  requirements. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Darex  Set  Accelerator  as  a  concrete 
and  mortar  admixture  to  accelerate  setting  under  the  pro¬ 
visions  of  C26-1004.6  of  the  Building  Code  of  the  City  of 
New  York.  The  admixture  shall  be  distributed  from  a  cali¬ 
brated  dispenser  which  is  labeled:  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  114-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 
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(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


944-62-SA 

APPLICANT— Woodside  Auto  Painting  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  . .... . . .  ~ 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

944-62-SA— Woodside  Auto  Painting,  Incorporated,  Queens, 
New  York,  requested  that  the  resolution  adopted  November 
6,  1963  under  Calendar  944-62-SA  be  reopened  and  amended 
so  as  to  show  a  change  of  corporate  name. 

PROPOSED  USE:  Infra  red  drying  oven  (electric). 
DESCRIPTION:  On  studying  the  request,  the  following 
was  brought  to  light. 

The  original  application,  filed  October  16,  1962  was  signed 
by  a  Mr.  Leon  Terk  as  owner-manufacturer  of  the  appliance 
known  as  Nationwide  Electric  Infrared  Drying  Oven. 
Actually  Mr.  Leon  Terk  was  part  owner  of  an  auto  body  and 
paint  shop  doing  business  under  the  corporate  name  of 
Woodside  Auto  Painting,  Incorporated  and  a  trade  name  of 
Nationwide  Auto  Painting. 

Subseouently,  a  Mr.  Alfred  Nevins  nurchased  the  stock  of 
Mr.  Terk  and  became  the  owner  of  Woodside  Auto  Paint¬ 
ing  Incorporated  doing  business  as  Nationwide  Auto  Paint¬ 
ing. 

Neither  Mr.  Nevins  nor  Mr.  Terk  have  ever  been  engaged 
in  the  manufacture  of  drying  ovens. 

RECOMMENDATION :  On  the  basis  of  the  foregoing 
the  Committee  on  Test  recommends  that  the  apnroval  granted 
November  6,  1963  under  Calendar  944-62-SA  be  revoked. 

The  Committee,  mindful  of  the  hardship  that  could  beset 
the  user  of  this  oven  by  the  revocation  of  the  approval,  rec¬ 
ommends  that  this  oven  shall  be  limited  to  use  at  the  follow¬ 
ing  locations,  namely.  72-17  Queens  Boulevard,  Woodside, 
New  York  and  1848  Atlantic  Avenue,  Brooklyn,  New  York 
on  condition  that  the  requirements  of  the  original  resolution 
adopted  November  6,  1963  under  Calendar  944-62-SA. 

(Sgd.)  H.  M.  Karson.  A.I.A.. 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  revoke  the  resolution  above  and  all  subsequent  amend¬ 
ments  thereof. 


345-31-SA 

APPLICANT— Stone  Construction  Equipment,  Incorpo¬ 
rated,  owner. 

SUBJECT— To  restore  approval. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Board’s  action  of  May  25,  1971 
rescinded  and  the  approval  restored. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  yice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . 0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
345-31-SA — To  rescind  action  of  May  25,  1971  and  to  restore 
approval. 

Stone  Construction  Equipment,  Incorporated  requested 
that  the  resolution  of  May  25,  1971  under  Calendar  345- 
31-SA  be  rescinded  and  that  the  approvals  granted  on  No¬ 
vember  10,  1931  and  as  amended  through  January  18,  1938 
under  Calendar  345-31-SA  be  restored. 

PROPOSED  USE:  Oil  Burner. 

DESCRIPTION :  Silent  Glow  Corporation  have  submitted 
an  affidavit  showing  that  Stone  Construction  Equipment, 
Incorporated  have  purchased  the  Portable  Heater  Division 
of  Silent  Glow  Corporation  and  the  new  owner-manufacturer 
of  the  heaters  is  Stone  Construction  Equipment,  Incorpo¬ 
rated. 

The  Board  revoked  the  approvals  granted  under  Calendar 
345-31-SA  at  the  request  of  the  applicant.  A  subsequent  let¬ 
ter  from  the  applicant  dated  December  17,  1971  stated  that 
the  request  to  revoke  was  a  mistake  on  the  owner-manufac¬ 
turers  part. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  action  of  the  Board  on  May  25,  1971  under 
Calendar  345-31-SA  be  rescinded  and  that  the  approvals 
granted  on  November  10,  1931  and  as  amended  through 
January  18,  1938  under  Calendar  345-31-SA  be  restored  on 
condition  that  the  requirements  of  the  resolution  adopted 
November  10,  1931  and  as  amended  through  January  18, 
1938  under  Calendar  345-31-SA  be  complied  with. 

The  Committee  further  recommends  that  the  new  owner- 
manufacturer  be  known  as  Stone  Construction  Equipment, 
Incorporated. 

A  sworn  affidavit  by  a  responsible  office  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A.. 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  the  Board  of  Standards  and  Appeals  rescinds 
action  of  May  25,  1971  and  hereby  restores  approval. 


716-63-SM 

APPLICANT — Naturalite,  Incorporated,  owner. 
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SUBJECT — Restore  approval. 

APPEARANCES— 

For  Applicant:  Elliot  S.  Joseph. 

ACTION  OF  BOARD — Action  of  September  28,  1971 
rescinded  and  approval  restored. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
716-63-SM — To  rescind  action  of  September  28,  1971  and  to 
restore  approval. 

Naturalite,  Incorporated,  Garland,  Texas,  requested  that 
the  resolution  adopted  September  28,  1971  under  Calendar 
716-63-SM  be  rescinded  and  the  approval  granted  March  9, 
1965  under  Calendar  716-63-SM  be  restored. 

PROPOSED  USE:  Plastic  skylight. 

DESCRIPTION :  The  Board  revoked  the  approval  as  the 
applicant  did  not  answer  to  correspondence  and  the  mail  was 
returned  to  this  Board  with  a  statement  on  the  envelope  “no 
forwarding  address”.  The  applicant  has  submitted  a  state¬ 
ment  that  the  United  States  Post  Office  Department  will 
only  forward  the  mail  to  a  new  address  for  one  year. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
ments  that  the  resolution  adopted  September  28,  1971  under 
Calendar  716-63-SM  be  rescinded  and  that  the  approval 
granted  March  9,  1965  under  Calendar  716-63-SM  be  restored 
on  condition  that  the  requirements  of  the  resolution  adopted 
March  9,  1965  under  Calendar  716-63-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  the  Board  of  Standards  and  Appeals  rescinds 
action  of  September  28,  1971  and  hereby  restores  approval. 


868-65-SA 

APPLICANT — Leonard  F.  Rothkrug  for  Weben  Industries, 
Incorporated,  owner;  Automagic  Car  Wash  Leasing  Cor¬ 
poration,  agent. 

SUBJECT — Application  August  11,  1965 — Weben  Vend-A- 
Wash  and  Power  Pack  (coin  operated  car  wash)  various 
models,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta .  4 


Negative:  .  0 

Absent:  Commissioner  Madigan .  1 


1058-65-SA 


APPLICANT — Airco  Welding  Products,  Division  of  Air 
Reduction  Company,  Incorporated,  owner. 

SUBJECT— Airco  Welding  Products  AVA  Vertical  Weld¬ 
ing  Machine,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  q 

Absent:  Commissioner  Madigan  .  1 


1078-65-SM  ' 

APPLICANT — Arcos  Corporation,  owners. 

SUBJECT  Application  October  22,  1965 — Vertomax,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  . .  4 

Negative :  . '  "  '  q 

Absent :  Commissioner  Madigan  .  l 

2-72-SM  - - 

A?,PyCANTT'~Wheeling  Corrugating  Company  for  Glaros 
Products,  Incorporated,  owner. 

SUBJECT— ^plication  January  4,  1971— Glaros  Metal 
Panel  Systems,  Insul-Lap  Urethane  Insulated  Panel-  4 
configurations :  Tri-Crest,  Bi-Crest,  Chevron,  and  Terrace 
approval  of. 

APPEARANCES— 

For  Applicant :  Thomas  J.  Jones  and  Raymond  E.  Pierce 
Sr. 

ACTION  OF  BOARD — Laid  over  without  date,  due  to 
pending  legislation  in  the  City  Council,  which  may  affect 
this  application. 


3-72-SM 

APPLICANT — Jack  Shaffer  for  Vickers  Tulsa  Division, 
owner. 

SUBJECT  Application  January  5,  1972 — Thimble,  approval 
of. 

APPEARANCES— 

For  Applicant:  Robert  S.  Nelson. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
2  P.M.  for  decision. 


16-72-SM 

APPLICANT— American  Steel  Products  Corporation, 
owner. 

SUBJECT — Application  January  18,  1972— Sliding  elevator 
entrances,  approval  of. 
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APPEARANCES— 

For  Applicant:  A.  David  Ross  and  M.  Wiener. 

ACTION  OF  BOARD— Laid  over  to  March  28,  1972,  at 
2  P.M.  for  a  report  from  Underwriters  Laboratories,  Inc. 


275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  on  non-compliance  within  the 
rear  yard. 

PREMISES  AFFECTED— 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 


and  Commissioner  Nolan  .  3 

Negative:  . _. .  0 

Absent :  Commissioner  Madigan  .  1 

Not  Voting:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
January  18,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laidover  to  February  29,  1972;  then  to  March  14, 
1972;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1971,  acting  on  Alt.  Applic.  244/1970,  reads : 

“1.  Existing  dwelling  is  ‘Non-complying’.  Exten¬ 
sion  proposed  in  this  alteration  is  also  ‘non-complying’ 
with  regard  to  rear  yard  requirements,  thereby  increasing 
the  degree  of  non-compliance  contrary  to  Sect.  54-31 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  maintenance  of  a  one-story  enlargement 
to  an  existing  one-family  dwelling  that  increases  the  degree 
of  non-compliance  within  the  rear  yard,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  April  29,  1971,”  6  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner;  Nathans  Famous,  Incorporated,  lessee. 


SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  an  eating  and 
drinking  establishment  the  change  in  use  of  the  entertain¬ 
ment  room  to  a  penny  arcade. 

PREMISES  AFFECTED— 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

RECOMMENDATION  TO  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 


and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

Not  Voting:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  25,  1972;  then  to  February 
8,  1972;  then  to  February  29,  1972;  then  to  March  14,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  13,  1971,  acting  on  Alt.  Applic.  158/1971, 
reads : 

“1.  Proposed  change  in  portion  of  building  from 
eating  or  drinking  establishment  without  restrictions 
on  entertainment  or  dancing  U.  G.  12  to  Penny  Arcade 
U.  G.  15  is  not  permitted  as  of  right  in  a  C4-1  district 
and  contrary  to  Sec.  32-10  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C4-1  district,  in  an  eating  and  drinking  establishment,  the 
change  in  use  of  the  entertainment  room  to  a  penny  arcade, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received 
August  19,  1971,”  four  sheets,  and  “February  22,  1972,” 
one  sheet ;  on  further  condition  that  the  arcade  be  under 
control  of  a  full  time  attendant ;  that  the  hours  of  operation 
be  from  10  A.M.  to  10  P.M.  daily;  that  all  machines  be 
approved  by  the  Department  of  Consumer  Affairs  and  be 
games  of  skill  and  not  games  of  chance;  that  the  room 
be  limited  to  persons  14  years  of  age  and  under ;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


606-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  automotive,  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 221-14  South  Conduit  Avenue, 
southwest  corner  of  222nd  Street,  Block  13491,  Lots  38, 
40,  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  -  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  3 

Absent :  Commissioner  Madigan  .  1 

Not  Voting:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  29,  1972 ;  then  to  March  14, 
1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1971,  acting  on  N.  B.  Applic.  822/1971, 
reads : 

“1.  The  proposed  use  of  an  automotive  service 
station  with  accessory  parking  (Use  Group  13)  is  not 
a  permitted  use  as  of  right  in  a  C2-2  Zone  and  as  such 
is  contrary  to  Sec.  32-00  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  required  under 
Section  73-211  of  the  Zoning  Resolution;  and 

Whereas,  the  construction  of  this  gasoline  station  will 
affect  the  welfare  of  the  surrounding  area. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1971,  acting  on  N.  B.  Applic.  822/1971, 
Objection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


616-71-BZ 

APPLICANT — McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district, 
the  erection  of  a  one.  story  enlargement  to  an  existing  auto¬ 
motive  service  station  with  automobile  parts  sales  and 
auto  repairs  previously  before  the  Board. 

PREMISES  AFFECTED — 231-06  Northern  Boulevard, 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 


and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent :  Commissioner  Madigan  .  1 

Not  Voting:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in 
the  Bulletin;  then  laid  over  to  January  25,  1972;  then  to 
February  15,  1972;  then  to  February  29,  1972;  then  to 
March  14,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  12,  1971,  acting  on  Alt.  Applic.  1008/1971, 
reads : 

“1.  Proposed  one  (1)  story  extension  of  existing 
Automotive  Service  Station  (Use  Group  16B)  in  a  Rl-2 
District  is  contrary  to  Sec.  22-00  of  the  Zoning  Resolu¬ 
tion. 

2.  Premises  were  the  subject  of  a  Board  of  Stand¬ 
ards  and  Appeals  variance  under  Cal.  #324-29-BZ  and 
#182-64-BZ  and  must  be  referred  to  the  Board  for  their 
determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use  and  the  enlarge¬ 
ment  of  the  present  building ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  and  Section  11-412  of  the  'Zoning 
Resolution,  to  permit  in  an  Rl-2  district,  the  erection  of 
a  one-story  enlargement  to  an  existing  automotive  service 
station  with  automobile  parts  sales  and  auto  repairs  pre¬ 
viously  before  the  Board,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  September  1,  1971.”  2  sheets,  “January 
5,  1972.”  one  sheet,  and  “February  25.  1972.”  one  sheet; 
on  further  condition  that  the  extension  built  under  this  resolu¬ 
tion  be  used  for  the  storage  of  tires  only;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

677-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  William  Coressel, 
owner;  Frank  Territo,  d/b/a  Gay  Manor,  lessee. 

SUBJECT— Application  October  19,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72- 21  of  the  Zoning  Resolution,  to  permit  in  a  Cl -1  district, 
in  an  existing  two  story  building,  the  addition  to  the  use 
of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 917  Manor  Road,  southeast 
corner  of  Tillman  Street,  Block  700,  Lot  8,  West  New 
Brighton,  Borough  of  Richmond,  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
and  Commissioner  Nolan  .  3 
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Negative:  . . .  0 

Absent:  Commissioner  Madigan  .  1 

Not  Voting:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  15,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  February  29,  1972 ;  then  to  March  14, 
1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  29,  1971,  acting  on  Alt.  Applic.  245/1971, 
reads : 

“1.  The  proposed  change  of  an  existing  restaurant 
to  an  eating  or  drinking  place,  without  restrictions  on 
entertainment  or  dancing,  Use  Group  12,  within  a  Cl-1 
area  district  is  not  permitted  as  of  right  and  contrary 
to  Sec.  32-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  for  a  term  of 
five  (5)  years,  to  permit  in  a  Cl-1  district,  in  an  existing 
two-story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  October  19,  1971,”  5  sheets,  “Feb¬ 
ruary  25,  1972,”  one  sheet,  and  “March  10,  1972,”  one  sheet ; 
on  further  condition  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


707-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfio  Gramma- 
tico,  owner. 

SUBJECT — Application  October  29,  1971- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  and  cellar  office  and  residential  building,  that 
encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED— 8703  Flatlands  Avenue,  north¬ 
east  corner  of  East  87th  Street,  Block  8008,  Lots  9  and  10, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 


and  Commissioner  Nolan .  3 

Negative:  .  0 

Absent:  Commissioner  Madigan .  1 

Not  Voting:  Commissioner  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  29,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  14,  1972 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  30,  1971,  acting  on  N.  B.  Applic.  439/1971, 
reads : 

“1.  Proposed  business  or  professional  offices,  Use 
Group  No.  6,  in  an  R5  district  are  contrary  to  Sect.  32-15 
and  22-00  of  the  Z.R. 

2.  Provide  10  ft.  front  yard  on  East  87th  St.  as  per 
Sect.  23-45  and  24-34  of  the  Z.R. 

3.  Refer  required  accessory  parking  to  B.  S.  &  A. 
as  there  are  no  parking  regulations  applicable  to  non- 
conforming  uses.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  two-story  and  cellar  office 
and  residential  building  that  encroaches  on  the  required  front 
yard,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
October  29,  1971,”  7  sheets ;  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


742-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Clarence  E.  Grif¬ 
fith,  Lillian  Griffith,  owners,  Leonard  F.  Rothkrug,  Trustee. 

SUBJECT — Application  November  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  construction  and  maintenance  of  an  accessory  off-side 
parking  facility  for  a  factory. 

PREMISES  AFFECTED — 173  to  177  Monroe  Street,  north 
side,  300  feet  west  of  Nostrand  Avenue,  and  366  Gates 
Avenue,  Block  1812,  Lots  39,  69,  and  70,  Borough  of 
Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein 


and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

Not  Voting :  Commissioner  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  March  14,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  8,  1971,  acting  on  Alt.  Applic.  1705/1971, 
reads : 

“1.  Proposed  accessory  parking  spaces,  Use  Group 
#6,  for  I.  B.  M.  uses  located  at  185-205  Monroe  Street 
in  an  R6  district  are  contrary  to  Sec.  22-00  &  32-15  of 
the  Z.  R.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  the  construction  and  maintenance  of  an  accessory 
off-site  parking  facility  for  a  factory,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  November  30,  1971,”  one  sheet, 
and  “December  17,  1971,”  2  sheets;  on  further  condition  that 
this  variance  shall  be  limited  to  the  employees  of  the  IBM 
factory,  on  Block  1812,  Lot  42 ;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 

766-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Shul-Reis  Realty 
Company,  owner,  Manhattan  Playhouse  Corporation,  les¬ 
see. 

SUBJECT — Application  December  IS,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-8  district,  the  enlargement  in 
area  of  the  second  floor  and  the  construction  of  a  third  floor 
for  a  restaurant  that  will  exceed  the  permitted  floor  area 
ratio. 

PREMISES  AFFECTED — 1185  First  Avenue,  northwest 
corner  of  East  64th  Street,  Block  1439,  Lot  23,  Borough  of 
Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  .  Chairman  Becker,  Vice  Chairman  Klein 


and  Commissioner  Nolan  .  3 

Negative:  . 0 

Absent :  .  Commissioner  Madigan  . 1 

Not  Voting:  Commissioner  Agusta .  1 

THE  RESOLUTION— 


W HEREAS,  a  public  hearing  was  held  on  this  application  on 
hebruary  29,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  14,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  November  24,  1971,  acting  on  Alt.  Applic.  925/1971, 
reads i 

“f-  Proposed  new  3rd  story  is  contrary  to  Section 
32-421  of  the  Z.  R.  in  that  Use  Group  6  uses  in  a  C2-8 
district  is  limited  to  two  stories  and  30'-0"  in  height  as 
per  33-432. 

.  10.  Proposed  new  3rd  story  and  2nd  floor  extension 

is  contrary  to  Section  33-122  in  that  the  maximum  floor 
area  ratio  of  two  in  a  C2-8  district  is  exceeded.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 


Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-8 
district,  the  enlargement  in  area  of  the  second  floor  and  the 
construction  of  a  third  floor  for  a  restaurant  that  will  exceed 
the  permitted  floor  area  ratio,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  December  15,  1971,”  one  sheet,  and 
“March  10,  1972,”  13  sheets;  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


4372-BZY — Vol.  VIII — B.Q. — 67-07  Burns  Street,  Block 
3234,  Lots  1,  3,  N.B.  7063-61. 

APPEARANCES— 

For  Applicant:  Edward  Tymon. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
2  P.M.  For  decision. 

790-71-A 

APPLICANT — R.  J.  Costello  for  Permatex  Company,  In¬ 
corporated,  owner. 

SUBJECT — Application  December  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Rubber  Lubricant  Concentrate 
#60,  in  high  density  white  polyethylene,  1  Gallon  bottle, 
screw  cap  not  in  compliance  with  regulations  of  the  Admin¬ 
istrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  .  o 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  30,  1971  on  Folder  #122-4131,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Rubber  Lubricant  Concentrate  No. 
60  in  containers  as  follows :  High  density  white  poly¬ 
ethylene  bottle,  1  gal.  capacity,  screw  cap  is  Disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C19-62.0.b  of  the  NYC  Administrative 
Code  requires  that  metal  containers  be  used  to  package 
combustible  mixture  products.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  November  30,  1971,  acting  on  Folder  No.  122- 
4131  be. and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  comply  with 
the  drawings  filed  January  27,  1972,  1  sheet  and  on  further 
condition  that  the  label  on  the  container  be  in  such  style  and 
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wording  as  satisfactory  to  the  Fire  Commissioner,  and  that 
in  all  other  respects,  all  laws,  rules  and  regulations  appli¬ 
cable  shall  be  complied  with. 


798-71-A 

APPLICANT— Kenneth  H.  ICoons  for  Tippiansal  Holding 
Corporation,  owner;  Hispanic  Association  for  Drug  h ree 
Society,  lessee. 

SUBJECT— Application  December  29,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  smoke  de¬ 
tectors  or  sprinklers. 

PREMISES  AFFECTED— 1010-1014  Hoe  Avenue,  east 

side,  100  feet  north  of  Aldus  Street,  Block  2749,  Lot  5, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  . 0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  28,  1971  on  Alt.  Applic.  414-70,  reads : 
“1.  Use  of  II  B,  6  story  building  as  an  institutional 
building  (H-2  Occupancy  Group),  located  inside  the 
fire  limits  with  an  excess  area  and  height  as  required 
in  table  4-2  of  A.  C.  is  contrary  to  sections  C26-403.1, 
C26-405.1  and  C26-406.1  A.  C.  . 

2.  Provide  access  to  building  by  individuals  m 
wheel  chairs  as  per  section  C26-601.1  of  A.  C. 

3.  Provide  smoke  detectors  or  sprinklers  where 
required.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  28,  1971,  acting  on  Alt.  Applic.  414-70, 
Objection  Nos.  1,  2,  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  March  2,  1972,”  7  sheets;  and  on  further  condition 
that  all  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with. 


803-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Isaac  Kaplan. 

SUBJECT— Application  December  29,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 349  Waverly  Avenue,  east  side, 
112  feet  south  of  Lafayette  Avenue,  Block  1945,  Lot  12, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Isaac  Kaplan. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  . .  0 

Absent:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  29,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standard  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4c.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build- 

ing:  .... 

349  Waverly  Avenue,  Brooklyn— Certificate  No. 

199010. 

The  modifying  of  the  subject  certificate  is  necessary  to 
permit  the  issuance  of  an  order  by  this  Department  to 
require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Adminis¬ 
trative  Code.” 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Section  C19-161.0a  of  the  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  a  non-automatic  sprinkler  system  and 
automatic  fire  alarm  system  with  a  central  office  connection 
on  the  first  floor,  and  in  all  other  respects,  all  _  laws, _  rules 
and  regulations  applicable  thereto  shall  be  complied  with. 


89-72- A 

APPLICANT— Stephen  J.  Murphy  for  Edken  Corporation, 
owner,  H.  C.  Bohack  Company  Incorporated,  lessee. 

SLTBTECT — Application  January  21,  1972 — appeal  from  a 
decision  and  order  of  the  Fire  Commissioner  re-  sprinkler 

system. 

PREMISES  AFFECTED— 70-20  to  70-28  Austin  Street, 
south  side,  285  feet  west  of  71st  Avenue,  Block  3234,  Lot 
168,  173,  183,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  A policant :  S.  J.  Murphy. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt. 
J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  . .  4 

Negative:  . . .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  August  26,  1966  and  December  21,  1971, 
on  Order  No.  3495-6,  reads: 

“1.  Install  an  approved  wet  automatic  sprinkler 
system  throughout  cellar  and  1st  floor  having  at  least 
one  source  of  water  supply  arranged  and  equipped  as 
per  Ch.  26-1336.0  Ad.  Code.  Ch.  19-161.0a  Ad.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner  dated  August  26,  1966  and  December  21,  1971,  acting 
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on  Order  No.  3495-6  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  exist¬ 
ing  automatic  sprinkler  system  be  provided  with  a  water  flow 
alarm  connected  to  a  central  office,  and  maintained  to  the  sat¬ 
isfaction  of  the  Fire  Commissioner,  and  on  further  condition, 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  January  21,  1972,”  7  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  thereto  shall  be  complied  with. 


98-72-A 

APPLICANT — Harry  Meltzer  for  Sure  Fire  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  20,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  fire  separa¬ 
tion,  corridors  between  stairs,  egress,  stand  pipe. 

PREMISES  AFFECTED— 257  to  267  West  117th  Street, 
north  side,  225  feet  east  of  8th  Avenue,  Block  1923, 
Lot  10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Meltzer  and  Lloyd  E.  Dickens. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1972  on  Alt.  Applic.  172-71,  reads: 

“C-46 — Provide  fire  separation  or  division  between 
uses  C26-504. 

C-50 — Since  the  trade  school  is  public  use,  provide 
corridors  between  stairs. 

C-51 — Provide  second  means  of  egress  from  all  floors 
in  accordance  with  C26-603.2. 

C-54 — Provide  standpipe  in  accordance  with  C26- 

1202.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1972,  acting  on  Alt.  Applic.  172-71,  Ob¬ 
jection  Nos.  C-46,  C-50,  C-51,  C-54,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  January  20,  1972,”  8  sheets;  on  further  condition 
that  the  cellar  stairs  be  properly  enclosed  with  non-combus- 
tible  materials  with  a  fireproof  self-closing  door  at  the  cellar 
level  and  at  the  first  floor  level;  that  the  premises  shall  be 
occupied  only  by  the  Model  Cities  Program  of  the  City  of 
New  York;  and  on  further  condition  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

662-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT  Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  William  J.  Williams. 


ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  2 
P.M.  for  the  purpose  of  filing  records.  Continued  hearing. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition :  William  J.  Williams. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.  for  the  purpose  of  filing  records.  Continued  hearing. 


686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 
owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Fred  Safran. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at 
2  P.M.  for  the  purpose  of  the  applicant  submitting  plans. 

802-71- A  ‘ 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1884  Monroe  Avenue  and  200 
East  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition :  Carl  Fader  and  Moe  Gartner. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
^or  *he  Purpose  of  the  applicant  submitting  an 

affidavit. 

804-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT  Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 93  to  95  Avenue  U,  north  side, 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P  Man¬ 
fredi,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  April  18  1972 

at  2  P.M.  At  the  request  of  the  owner. 
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9-72-A 

APPLICANT— Hurley,  Kearney  &  Lane  and  Albert  Mel- 
niker  for  Sun  Oil  Company,  owner. 

SUBJECT— Application  January  11,  1972— Review  of  a  de¬ 
cision  of  the  Borough  Superintendent— Zoning  matter. 

PREMISES  AFFECTED— 1781  Arthur  Kill  Road  north¬ 
west  corner  of  Arden  Avenue,  Block  6169,  Lot  16,  Arden 
Heights,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy  and  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972, 
at  2  P.M.  For  the  Board  to  obtain  further  information 
from  the  Local  Inspector  as  to  how  much  _  work  was 
done  and  when  it  was  done.  Continued  hearing. 


99-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED— 25  Harrison  Street,  southwest 
corner  of  Greenwich  Street,  Block  182,  Lot  50,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer,  B.  A.  Trousdale 
and  M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972, 
at  2  P.M.  for  continued  hearing. 


100-72- A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 27  Harrison  Street,  southside, 
20  feet,  5  inches  west  of  Greenwich  Street,  Block  182, 
Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer,  B.  A.  Trousdale  and 
M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972, 
at  2  P.M.  for  continued  hearing. 


101-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 27A  Harrison  Street,  south- 
side,  45  feet,  5  inches  west  of  Greenwich  Street,  Block 
182,  Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer,  B.  A.  Trousdale  and 
M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


102-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 29  Harrison  Street,  south  side, 

70.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer,  B.  A.  Trousdale 
and  M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


103-72-A 

APPLICANT — Oppenheimer,  Brady  and  Associates,  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 31  Harrison  Street  south  side, 

89.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer,  B.  A.  Trousdale  and 
M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


104-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED— 33  Harrison  Street,  south  side, 

108.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer,  B.  A.  Trousdale  and 
M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


105-72-A 

APPLICANT — Oppenheimer,  Brady  and  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 37  Harrison  Street,  south  side, 
180.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer,  B.  A.  Trousdale  and 
M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 
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APPLICANT — Oppenheimer,  Brady  and  Associates  for 
City  of  New  York,  Housing  and  Development  Adminis¬ 
tration,  owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 39  Harrison  Street,  south  side, 
200.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer,  B.  A.  Trousdale  and 
M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


107-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 41  Harrison  Street,  south  side, 
220.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer,  B.  A.  Trousdale 
and  M.  Tuft,  Landmark  Comm. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


112-72- A 

APPLICANT — Heede  Hoist  and  Machine  Company,  In¬ 
corporated,  owner,  Cauldwell-Wingate  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  February  1,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  safety  code  for 
workman  hoists. 

PREMISES  AFFECTED — 515  West  59th  Street,  north 
side,  300  feet  west  of  10th  Avenue,  Block  1151,  Lot  21, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  H.  Buckley  and  Erik  Wahlberg. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  continued  hearing. 


120-72-A 

APPLICANT — Larry  Meltzer  for  Gerritsen  Beach  Prop¬ 
erty  Owners  Association,  Incorporated,  owner. 

SUBJECT — Application  February  7,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  live 
load,  fire  divisions,  protect  openings  in  exterior  walls  in 
a  clubhouse  accessory  to  non-commercial  beach  club. 

PREMISES  AFFECTED — 2  Just  Court,  northeast  corner 
of  Lois  Avenue,  Block  8856,  Lots  1503,  1504  and  1700, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1972,  at 
2  P.M.  for  decision;  hearing  closed. 

Adjourned:  4:15  P.M. 

James  P.  Mulroy,  Secretary 


291 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

Permit  No.  4875 
New  York,  N.  Y. 


P ^Sertll°miinois  Lib^ry 

Urbana,  Ill,  <$!soi 


292 


£W 

336 


BULLETIN 


OF  THE 

BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor,  Manhattan, 

New  York,  N.  Y.  10013 


Vol.  LVII 


Subscription 
$25.00  a  year 


March  30,  1972  By  Mail  65  cents  (Cash  only) 

Single  Copies,  50  cents 


No.  13 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 


CONTENTS 


Docket 


SAMUEL  L.  BECKER,  Chairman 


Notice  of  Hearing  of  Calendar. 


Joseph  B.  Klein,  Vice  Chairman 
Francis  V.  Madigan 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
21,  1972,  Affecting  Calendar  Numbers — 


William  A.  Nolan 
Philip  P.  Agusta 


C  o  mmissioners. 


<ksi 


Herman  M.  Karson,  R.  A.,  Deputy  Dtrfctor 


James  P.  Mulroy,  Secretary 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 


675-71-A 

39-69-BZ 

420-71-BZ 

676-71-A 

364-70-BZ— Vol.  II 

421-71-A 

117-69-A 

414-71-BZ 

422-71-BZ 

662-56-BZ 

415-71-A 

423-71-A 

908-59-BZ— Vol.  II 

416-71-BZ 

584-71-BZ 

390-67-BZ 

417-71-A 

611-71-BZ 

595-70-BZ 

418-71-BZ 

745-71-BZ 

304-67-BZ— Vol.  Ill 

419-71-A 

767-71-BZ 

110-72-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 

21,  1972,  Affecting 

Calendar  Numbers — 

485-71-BZ 

115-72-BZ 

99-72-A 

562-71-BZ 

760-71-A 

100-72-A 

563-71-BZ 

792-71-A 

101-72-A 

564-71-BZ 

802-71-A 

102-72-A 

608-71-BZ 

112-72-A 

103-72-A 

609-71-BZ 

120-72-A 

104-72-A 

612-71-BZ 

449-71-A 

105-72-A 

629-71-BZ 

749-71-A 

106-72-A 

729-71-BZ 

757-71-A 

107-72-A 

730-71-BZ 

806-71-A 

123-72-A 

Corrections  Affecting 

Calendar  Numbers — 

284-70-SA 

743-64-SM 

672-71-A 

281-70-SA 

713-60-SM 

Telephone — 566-51 74. 


293 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  21, 1972 
Cal.  No.  Dept.  Premises  Affected 

191- 72-A _ F.D. — Transportation  of  fuel  oil  in  tank  trucks 

through  city  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 

192- 72-S A— Warner  &  Swasey  Company,  Warner  &  Swa- 
sey  load  monitor,  overload  warning  device  for  hydraulic 
crane,  manufactured  by  Warner  &  Swasey  Company, 
Appliance. 

193- 72-BZ — B.B. — 415  Empire  Boulevard  and  458  to  464 
New  York  Avenue,  northwest  corner,  Block  1309,  Lot 
120,  Borough  of  Brooklyn,  Community  Board  #8,  N.B. 
74-72,  re-  proposed  enlargement  of  gasoline  service  sta¬ 
tion,  C2-3  within  an  R6  district. 


194-72-SA— S.H.— Couch  Division  ESB  Incorporated, 
Couch  communication  and  signaling  equipment  various 
models,  manufactured  by  S.  H.  Couch  Division  ESB 
Incorporated,  Appliance. 


195-72-A — B.B. — 1358  East  13th  Street,  west  side,  240 
feet  Ya  inches  south  from  Elm  Avenue,  Block  6741,  Lot 
41,  Borough  of  Brooklyn,  Alt.  No.  1239-71,  re-  proposed 
synagogue  in  class  IV  building,  R-6  district. 


196-72-BZ — B.R. — 97  Madsen  Avenue,  east  side,  969.5 
feet  north  of  Richmond  Valley  Road,  Block  7572,  Lot 
111,  Richmond  Valley,  Borough  of  Richmond,  Commun¬ 
ity  Board  #4,  N.B.  685-71,  re-  proposed  building  for  use 
as  repair  and  storage  of  commercial  vehicles,  R3-2  dis¬ 
trict. 


197-72-SA — Pacific  Pumps  Division,  Dresser  Industries 
Incorporated,  pacific  type  3"S  AC6  stage  pump,  manu¬ 
factured  by  Pacific  Pumps  Division,  Dresser  Industries 
Incorporated,  Appliance. 


198-72-SM — Kaiser  Gypsum  Company  Incorporated, 
gypsum  wallboard  wood  stud  partition,  manufactured  by 
Kaiser  Gypsum  Company  Incorporated,  Material. 


199-72-SM — Jay  R.  Smith  Manufacturing  Company, 
speedi-seal  inside  caulk  gasket  smith  no.  9502  series,  man¬ 
ufactured  by  Jay  R.  Smith  Manufacturing  Company, 
Material. 


200-72-SM — Kaiser  Gypsum  Company,  Incorporated, 
wood  joist  gypsum  drywall  floor  ceiling  assembly,  manu¬ 
factured  by  Kaiser  Gypsum  Company  Incorporated, 
Material. 


201-72-A— F.D. — 2875  Richmond  Avenue,  southeast  cor¬ 
ner  of  Yukon  Avenue,  Block  2460,  Lot  98,  New  Spring- 
ville,  Borough  of  Richmond,  F.D.  letter  of  February  21, 
1972,  re-  discontinue  storage  and  sale  of  ammunition  in 
excess  of  two  hundred  rounds  of  ammunition,  C4-1  and 
C8-1  district. 


202-72-SM — American  Standard  Incorporated,  contura 
No.  5607  plumbing  fixture  lavatory,  manufactured  by 
American  Standard  Incorporated,  Material. 


203-72-SM — Aluma  Building  Systems  Incorporated,  aluma 
flying  form  systems  for  use  as  support  in  shoring  of  con¬ 
crete  beams,  floors,  etc.,  manufactured  by  Aluma  Building 
Systems  Incorporated,  Material. 


204-72-BZ — B.B. — 258  to  272  Avenue  X,  south  west  cor¬ 
ner  of  West  3rd  Street,  Block  7192,  Lot  6,  Borough  of 
Brooklyn,  Community  Board  #13,  Alt.  No.  277-72,  re¬ 
proposed  change  of  use  from  supermarket  to  funeral 
establishment,  Cl-2  in  R-4  district. 


205-72-BZ — B.B. — 3002  to  3038  West  35th  Street,  3502  to 
3512  Surf  Avenue  southwest  corner  and  3501  to  3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn,  Community  Board  #13,  N.B.  248-72,  re-  pro¬ 
posed  community  facility  Building,  R5  district. 


206-72-BZ — B.B. — 8680  to  8684  18th  Avenue,  northwest 
corner  of  Benson  Avenue,  Block  6368,  Lot  61,  Borough 
of  Brooklyn,  Community  Board  #11,  Alt.  No.  203-72,  re¬ 
change  of  use  from  new  car  make  ready  to  automobile 
repair  shop. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Denartment  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  11, 1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

219-61-SA 

APPLICANT — Minijector  Corporation — Pump  to  inject  ad¬ 
ditive  into  commercial  dishwashing  machines. 


795-64-SA 

APPLICANT — Shields  Engineering  and  Manufacturing 
Company — Tumbler. 


558-67-SA 

APPLICANT — Dunham  Bush,  Incorporated — Gas  and  oil 
fired  automatic  burner. 


559-67-SA 

APPLICANT — Dunham-Bush,  Incorporated — Oil  fired  au¬ 
tomatic  burner. 


513-71-SM 

APPLICANT — The  Flintkote  Company — Shaft  wall  as¬ 
semblies. 


122-72-SM 

APPLICANT — Mac-Fab  Products,  Incorporated — Steel 
decking. 


167-72-SA 

APPLICANT — Bryant  Air  Conditioning  Company  —  Air- 
conditioners. 

SAMUEL  L.  BECKER,  Chairman 
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APRIL  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  April  18,  1972  at  10  o’clock  at  80  Layfayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1129-39-BZ 

APPLICANT— Lawrence  H.  King  for  900  Southern  Boule¬ 
vard  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedures  and  reopening  for  extension  of 
^frrTD°^  var*ance  which  expired  June  23,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  conversion  of  occupancy  of 
part  of  existing  business  building  (stores  previously 
granted  by  the  Board)  to  motor  vehicle  repair  shop. 

AFFECTED — 900-908  Southern  Boulevard 
and  908-912  Barretto  Street,  northeast  corner,  Block  2735, 
Lot  1,  Borough  of  The  Bronx. 


787-55-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Irving  Kerner 
owner. 

SUBJECT — Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  5,  1972— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections  7e,  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  en¬ 
largement  in  area  of  a  gasoline  service  station  by  the  addi¬ 
tion  of  an  adjoining  lot  and  to  relocate  and  add  curb 
cuts  and  gasoline  pumps. 

PREMISES  AFFECTED — 160-168  Ridge  Street  and  339- 
345  East  Houston  Street,  southeast  corner,  Block  345 
Lot  48  (formerly  Lots  44,  48,  49  and  50),  Borough  of 
Manhattan. 


7-57-BZ— Vol.  I 

APPLICANT — Ruth  Peres  for  Kapsin  and  Dallis  Realty 
Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  variance  which  expires  July  23,  1972— deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7e,  _7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district,  the  construction  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  inspection,  minor  auto 
repairs,  car  wash,  store  room,  office,  store,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 2317-2327  Ralph  Avenue,  6402- 
6414  Avenue  M,  southeast  corner  and  1302-1320  East  65th 
Street,  Block  8364,  Lot  34,  Borough  of  Brooklyn. 

793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon- 
lng  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED — 351-357  Second  Avenue,  west 
side  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29 
30,  Borough  of  Manhattan.  Community  Board  #6. 

Laid  over  from  March  14,  1972,  for  hearing. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street,  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  # 7 . 

Laid  over  from  March  21,  1972,  for  hearing,  at  the 

request  of  the  applicant. 


640-69-BZ 

APPLICANT— Frank  A.  Vaccaro  for  J.  Edward  Meislohn, 
owner. 

SUBJECT— Application  October  28,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Regulations,  to  permit  in  a  C2-1  and  R3-1 
district,  the  enlargement  in  area  of  an  accessory  parking 
area  for  a  funeral  establishment  into  the  residence  district. 

PREMISES  AFFECTED — 1289  Forest  Avenue,  north  side 
57.08  feet  east  of  Hamlin  Place,  Block  383,  Lot  18  Port 
Richmond,  Borough  of  Richmond. 


770-71-BZ 

APPLICANT — Benson  S.  Telsey,  for  Diane  Percia,  owner, 
Levelator  Corporation,  lessee. 

SUBJECT  Application  December  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  an  existing  kitchen  equipment  manufactur¬ 
ing  establishment. 

PREMISES  AFFECTED — 1889  to  1907  McDonald  Avenue 
southeast  corner  of  Quentin  Road,  Block  6658,  Lot  1,  Bor¬ 
ough  of  Brooklyn.  Community  Board  No.  13. 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT— Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  enlargement  to  a  retail  store  that  creates  non- 
compliance  in  floor  area  ratio  and  encroachment  within 
the  rear  yard. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  No.  4. 


18-72-A 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  exceeds  60  per  cent  of  building. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 
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135-72-BZ 

APPLICANT— H.  M.  Cole  for  B.  Bros.  Realty,  owner; 
Federated  Department  Stores,  Incorporated,  lessee. 

SUBJECT— Application  February  15,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  the  erection  of 
a  six  story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  No.  1. 

SAMUEL  L.  BECKER,  Chairman 


APRIL  18,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  18,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

177-72-BCR 

APPLICANT — Joseph  Stein,  P.E.  Commissioner,  Depart¬ 
ment  of  Buildings  letter  of  February  23rd,  1972,  Received 
March  3rd,  1972. 

SUBJECT— Section  5(a)  (1)  of  Reference  Standard  RS17-1 
(Standpipe  System  Construction)  ;  Modification  of. 


181-72-BCR 

APPLICANT — Joseph  Stein,  P.E.  Commissioner,  Depart¬ 
ment  of  Buildings.  Letter  of  March  3rd,  received  March 
7,  1972. 

SUBJECT — Reference  Standard  RS10-1  (Masonry)  Amend¬ 
ment  to  add  new  section  10.16. 


2575-BZY — Vol.  IX — B.  Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.  B.  2742-61. 


2576-BZY — Vol.  IX — B.  Bx. — 1188  Rhinelander  Avenue, 
Block  4202,  Lot  5,  N.B.  2741-61. 


2577-BZY— Vol.  IX— B.  Bx.— 931  to  933  Morris  Park 
Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 


662-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 


804-7 1-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT— Application  December  29,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 93-  to  95  Avenue  U,  north 
side  60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45, 
Borough  of  Brooklyn. 


648-71-A 

APPLICANT— Federation  Employment  and  Guidance  Serv¬ 
ice  for  Jonas  Operating  Corporation,  owner,  Federation 
Employment  and  Guidance  Service,  lessee. 

SUBJECT— Application  September  24,  1971— appeal  from 
a  decision  of  the  Fire  Commissioner  re-  smoking. 

PREMISES  AFFECTED— 62  West  14th  Street,  south  side, 
50  feet  south  of  6th  Avenue,  Block  577,  Lot  8,  Borough  of 
Manhattan. 


717-71-A 

APPLICANT — Charles  F.  Murphy  for  Peter  Galasso,  In¬ 
corporated,  owner,  PDC  Systems,  Division  of  W.  R. 
Grace  and  Company,  lessee. 

SUBJECT — Application  November  5,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  printing  ink,  solvent. 

PREMISES  AFFECTED— 58-38  Page  Place,  west  side, 
528  feet  3"  north  of  Grand  Avenue,  Block  2603,  Lot  150, 
Maspeth,  Borough  of  Queens. 


136-72-A 

APPLICANT— H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  February  15,  1972 — proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  Entire  Block, 
1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Block  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 


169-72-A 

APPLICANT — Ferrenz  and  Taylor  Incorporated  for  The 
Long  Island  College  Hospital,  owner. 

SUBJECT — Application  March  3,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  11E 
construction  for  a  library,  exterior  openings,  roof  cover¬ 
ing  materials. 

PREMISES  AFFECTED— 118  Amity  Street  and  361 
Henry  Street,  southeast  corner,  Block  296,  Lot  5,  Borough 
of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 


APRIL  25,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

392-2 1-BZ— Vol.  II 

APPLICANT — Ronald  S.  Platt  for  M.  Spiegel  and  Sons 
Oil  Corporation,  owner. 
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SUBJECT  Application  for  consideration — reopening  for 
extension,  of  term  of  variance  which  expired  March  6, 
1972— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  reconstuc- 
ti°n  and  extension  of  an  existing  gasoline  service  station 

PRASES  AFFECTED — 1210-1216  Myrtle  Avenue  and 
75-83  Suydam  Street,  southwest  corner,  Block  3205,  Lots 
25  and  26,  Borough  of  Brooklyn. 


861-48-BZ — Vol.  I 

APPLICANT  Sherwin  B.  Abrams  for  Alexander’s  In¬ 
corporated,  owner. 

SUBJECT  Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  and  extension  of 
term  of  variance  which  expired  November  13,  1968— deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution  per¬ 
mitting  in  a  residence  use  district,  the  parking  of  ’more 
than  five  motor  vehicles  for  customers  and  patrons  of 
Alexanders  Department  store  (no  fee  to  be  charged). 

^!SES  AFFECTED— 2519-2525  Q.eston  Avenue  and 

51  Str?et’  southwest  corner,  Block  3175,  Lots 

26  and  36,  Borough  of  The  Bronx. 


216-56-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Stefano  Formica 
and  Anthony  Gitto,  owners. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2  1972 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  maintenance 
ol  a  retail  store  for  wood  cabinet  making  and  retail  sales 
(using  power  saws). 

PREMISES  AFFECTED — 6726  5th  Avenue,  west  side,  20 
ofeBrooklynf  S'na,0r  Street’  Block  5855’  Lot  40.  Borough 


584-71-BZ 

AEpLICANT— Maxfield  Blaufeux  and  Heywood  Blaufeux 
ior  lip  1  op  Homes  Incorporated,  owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 
lution  to  permit  in  a  C8-1  district,  the  erection  of  a  one 

Hshment1  Wlng  ^  ^  3S  3  clothing  manufacturing  estab- 
PREMISES  AFFECTED— 9914  to  9924  Farramn  Fnsd 

Laid  over  from  March  21,  1972,  at  the  reauest  of 
Community  Planning  Board  #17.  9 


304-67-BZ— Vol.  Ill 

AComJa^NJ^eArndreW  D‘'  CammilI°  for  “arjan  Realty 

S  beB/Ul'l)7TAuPli-Cali0n  :e?r""?d  as  Volume  III,  Seotem- 
d"  Seitimlt  .U?  ®oroS!h  Superintendent,  un- 

;  4  2  f  th-e  ?on,ng  Resolution,  to  permit  in 
St?5  dlstnct’  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en 
argement  in  area  of  the  accessgry  building  and  the  ex- 

s>enddng°f  ^  ^  t0  mdude  m°t0r  Vehicle  testin-  and 


AFFECTED— 1680  Canarsie  Road,  south  side, 
100.55-s  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41 
Borough  of  Brooklyn.  ’ 

Laid  over  from  March  21,  1972,  for  hearing,  at  the 
request  of  the  local  Community  Planning  Board. 


611-71-BZ 

Ao??erCANT~M3UriCe  Intrator  for  Abraham  Wialanski, 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
hve  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

PR-5MI,S»f?,  AFFECTED — 41  West  64th  Street,  north 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  13 
Borough  of  Manhattan.  ’ 

Laid  oyer  from  March  21,  1972,  for  hearing,  at  the 
request  of  Community  Planning  Board  #7. 


696-71-BZ 

A P P  LI CANT— Nathan  Silberman  and  Marvin  L.  Gold- 
mith  for  Lumark  Construction  Corporation,  owner. 

S  P.nrnE??AAppIi-Ca4tio^  0ctobef  27’  1971-decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 

Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  six  story  _mu  tiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  ce  lar  to  an  apartment  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio 

PREMIES  AFFECTED — 41  to  45  West  71st  Street 

11°24h  Tnten3°R  feet,eaf  °f  CoIumbus  Avenue,  Block 
11-4,  Lot  13,  Borough  of  Manhattan. 


697-71-A 

APPLICANT— Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

S??liLCT7?tPpliBati0n  ,0cot0ber  27,  1971-appeal  from  a 
ment10n  ^  Porougl  Superintendent  re-  cellar  apart- 

PREMISES  AFFECTED— 41  to  45  West  71st  Street 
north  side,  300  feet  east  of  Columbus  Avenue,  Block  1 124’ 
Dot  13,  Borough  of  Manhattan. 


725-71-BZ 

— Joseph  H.  Lombardi  for  Lawrence  J 
lessee’  °Wnei"’  Ett°re  d’0rtona  and  Nichols  Finnoli’ 

SpSJ?CTr?Pc'Cati-0n  November  12,  1971-decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  seven  story  multiple  dwelling  the  extension  of 
the  first  floor  restaurant. 

PREMISES  AFFECTED — 79  to  81  Macdougal  Street 
west  side^  137.9  feet  south  of  Bleecker  Street,  Block  526’ 
Eot  28,  Borough  of  Manhattan. 


776-71-BZ 

APPLICANT— Harold  E.  Diamond  for  City  of  New  York 
owner,  Jewish  Community  Center  of  Staten  Island,  lessee! 

SUBJECT— Application  December  17,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-17  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  outdoor  day  camp  with  accessory  uses. 
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PREMISES  AFFECTED— 1466  Manor  Road,  west  side, 
100.00  feet  south  of  Brielle  Avenue,  Block  955,  Lot  100, 
Todt  Hill,  Borough  of  Richmond.  Community  Board  #3. 


126-72-BZ 

APPLICANT— Andrew  Di  Camillo  for  St.  Finbar’s  R.  C. 
Church,  owner. 

SUBJECT— Application  February  10,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  off-site  accessory  garage  for  a  church 
that  encroaches  on  the  required  front  and  rear  yard. 

PREMISES  AFFECTED— 137  Bay  20th  Street,  east  side, 
203  feet  inch  south  from  Benson  Avenue,  Block  6405, 
Lot  12,  Borough  of  Brooklyn,  Community  Board  #11. 

SAMUEL  L.  BECKER,  Chairman 


APRIL  25,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  April  25,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

131-72-A 

APPLICANT— E.  E.  LaRue  for  Siloo  Incorporated,  owner. 
SUBJECT— Application  February  11,  1972— Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  a  flam¬ 
mable  mixture,  known  as  Siloo  for  Gas  Tanks,  in  15  ounce 
sealed  metal  can  with  pull  tab,  container  not  in  accordance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


133-72-A 

APPLICANT — Brite  Car  Wash,  Incorporated  for  John 
Treanor,  owner. 

SUBJECT — Application  February  11,  1972 — Review  of  a 
decision  of  the  Borough  Superintendent,  re-  approval  of  a 
permit. 

PREMISES  AFFECTED— 2490  Third  Avenue,  east  side, 
25.66  feet  north  of  East  136th  Street,  Block  2318,  Lot  19, 
Borough  of  The  Bronx. 


138-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young,  owner. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  louvers  on  lot  line  wall. 
PREMISES  AFFECTED— 2  to  6  Washington  Place,  707 
Broadway,  southwest  corner,  270  to  2 76  Mercer  Street, 
Block  546,  Lots  31,  33,  34,  35,  Borough  of  Manhattan. 


179-72-A 

APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Trustee  of  August  Flattau  c/o  Robert  W. 
Maloney,  owner ;  Liberty  Moving  and  Storage  Corporation, 
lessee. 

SUBJECT — Application  March  9,  1972 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 48-50  West  65th  Street,  south 
side.  175  feet  east  of  Broadway,  Block  1117,  Lot  53,  Bor¬ 
ough  of  Manhattan. 


180-72-A 

APPLICANT— Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Flattau  Trustee  of  August  Flattau  c/o 
Robert  W.  Maloney,  owners ;  Liberty  Moving  and  Storage 
Corporation,  lessee. 

SUBJECT— Application  March  9,  1972— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 43-47  West  64th  Street,  north 
side,  109.11  feet  east  of  Broadway,  Block  1117,  Lot  10, 
Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 


MAY  2,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning.  May  2,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

641-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing  1 1 
story  multiple  dwelling,  the  conversion  of  the  doctors  offices 
in  the  cellar  to  apartments  that  increases  the  degree  of  non- 
compliance  in  lot  area  requirements  and  minimum  distance 
between  windows  and  lot  lines. 

PREMISES  AFFECTED— 3201-3223  Avenue  H,  and  773- 
793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot  1, 
Borough  of  Brooklyn. 


642-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  windows  open¬ 
ing. 

PREMISES  AFFECTED— 3201  to  3223  Avenue  H,  and  773 
to  793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot 
1,  Borough  of  Brooklyn. 


750-71-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Salvatore 
Castelli,  owner. 

SUBJECT — Application  December  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  and  basement,  two  family  dwelling  with  a 
doctor’s  office  that  exceeds  the  permitted  lot  coverage,  has 
less  than  the  required  lot  area  per  room  and  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED— 2501  Cropsey  Avenue,  north¬ 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 


805-71-BZ 

APPLICANT— George  Fuchs  for  Marlboro  Jewish  Center, 
owner. 

SUBJECT — Application  December  29,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  district, 
the  erection  of  a  two  story  and  cellar  enlargement  to  an 
existing  synagogue  that  encroaches  on  the  required  rear 
yard. 
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PREMISES  AFFECTED— 2324  to  2328  West  13th  Street, 
west  side  160  feet  south  of  Avenue  W,  Block  7160,  Lots 
15  and  18,  Borough  of  Brooklyn. 


171-72-BZ 


APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 

SUBJECT— Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 14-26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3, 
Borough  of  Manhattan.  Community  Board  # 

SAMUEL  L.  BECKER,  Chairman 


MAY  2,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  2,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters: 

121-72-A 

APPLICANT  Larry  Meltzer  for  Price  Nelson  Incor¬ 
porated,  owner ;  Columbus  Foods  Incorporated,  lessee. 
SUBJECT— Application  February  7,  1972— appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 


^^^^■SES  AFFECTED — 289-295  Columbus  Avenue,  54- 
60  West  74th  Street,  southwest  corner,  Block  1126 
Pot  61,  Borough  of  Manhattan. 


170-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
roung  for  195  Broadway  Corporation,  owner. 

SUBJECT— Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 195  Broadway,  northwest  cor- 

"er  °f  FCy  Street’  Block  80’  Lots  l>  H  17>  20,  Borough 
of  Manhattan. 


139-72- A  - - 

APPELANT  Harry  Soled  for  Rabbi  C.  Friedman,  owner. 
SUBJECT— Application  February  16,  1972— decision  of  the 
Borough  Superintendent,  re-  public  use  in  frame  building. 
PBBMISES  AFFECTED — 4706  12th  Avenue,  west  side, 
35  feet  2%  inches  from  47th  Street,  Block  5627,  Lot  59 
Borough  of  Brooklyn. 


150-72- A  - - 

APPLICANT— Albert  Homer  Swanke  for  Rock  McGraw, 
Incorporated,  owner ;  Rock  McGraw,  Incorporated,  lessee. 
SUBJECT— Application  February  22,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  interior  cor¬ 
ridors  and  transoms. 

PREMISES  AFFECTED — 1221-37  Avenue  of  the  Amer- 

£fs>  siTde  fr°m  West  48th  to  West  49th  Streets, 
Block  1001,  Lots  13  thru  53,  Borough  of  Manhattan. 


153-72-A  - - 

APPLICANT — Jerome  L.  Grushkin,  R.  A.  for  Borgee 
Builders,  owner. 

SUBJECT— Application  February  23,  1972— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 121  Whitman  Avenue,  north 
side,  1 70  feet  east  of  Hylan  B<?ulevard,  Block  5203, 
Lot  67,  Great  Kills,  Borough  of  Richmond. 


154-72- A 

APPLICANT — Jerome  L.  Grushkin,  R.  A.  for  Borgee 
Builders,  owner. 

SUBJECT— Application  February  23,  1972— filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 119  Whitman  Avenue,  north 
side,  140  feet  east  of  Hylan  Boulevard,  Block  5203, 
Lot  67,  Great  Kills,  Borough  of  Richmond. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  21,  1972,  10  A.M. 

Present :  Chairman  Becker,  .  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  February  29th  and  March  7, 
1972,  were  approved  as  printed  in  the  Bulletins  of  March  9, 
1972’ and  March  16,  1972,  Vol.  57,  Nos.  10  and  11. 


675-71-A 

APPLICANT— A.  Menziuso  of  Wechsler  and  Associates 
for  Richmond  Fellowship  of  America,  owner. 

SUBJECT— Application  October  19,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  conversion  of 
a  residential  building  to  a  commercial  building,  fire  division, 
live  load,  means  of  egress. 

PREMISES  AFFECTED— 47  to  49  King  Street,  north 
side,  89.9  feet  east  of  Varick  Street,  Block  520,  Lots  56,  57, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  . ® 

Absent :  Commissioner  Madigan  .  1 


676-71-A 

APPLICANT— A.  Menziuso  of  Wechsler  and  Associates 
for  Richmond  Fellowship  of  America,  owner. 

SUBJECT— Application  October  19,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  conversion  of 
a  residential  building  to  a  commercial  building,  fire  di¬ 
vision,  live  load,  means  of  egress. 

PREMISES  AFFECTED— 47  to  49  King  Street,  north  side, 
89.9  feet  east  of  Varick  Street,  Block  520,  Lots  56,  57, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  . 0 

Absent :  Commissioner  Madigan  .  1 


117-69-A 

APPLICANT — Larry  Meltzer  for  123  Cedar  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  an  order  and  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED— 54-76  East  170th  Street,  1387- 
1391  Walton  Avenue,  southwest  corner,  Block  2842,  Lot  18, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . ..... . : .  ® 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  1,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  1, 
1969,  by  adding  thereto: 

“that  in  view  of  the  report  of  the  Fire  Department 
stating  that  the  owner  has  discontinued  the  restaurant, 
removed  all  cooking  appliances,  and  has  converted  the  res¬ 
taurant,  to  a  coffee  shop  ;  and  that  the  area  formerly  known 
as  the  kitchen  and  the  short  order  counter  remains  with¬ 
out  cooking  appliances  except.  for  a  coffee,  urn,  that 
portion  of  the  resolution  requiring  a  wet  sprinkler  sys¬ 
tem  connected  to  the  domestic  water  supply  to  be  in¬ 
stalled  in  the  kitchen  of  the  restaurant  and  over  the 
short  order  counter  of  the  restaurant  be  and  it  hereby  is 
deleted,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  F.  D.  Order  No.  477-6 


662-56-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Governale  Estates, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  6,  1972 — 
decision  of  the  Borough . Superintendent ;  previously  granted 
on  condition  under  Section  7e  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  and  residence  use  district,  the 
maintenance  of  a  parking  lot  on  the  unbuilt  upon  portion 
of  the  premises. 

PREMISES  AFFECTED— 3875  Flatlands  Avenue,  north 
side,  100  feet  east  of  Flatbush  Avenue  and  1973-1983  Flat- 
bush  Avenue,  east  side,  30  feet  north  of  Flatlands  Avenue, 
Block  7821,  Lots  21,  23  and  122,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  . . .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  26,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
26,  1957,  as  amended  through  June  6,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  March  6,  1972 
to  permit  .  .  . ;  on  condition  that  all  fences  be  repaired 
and  maintained  in  good  condition;  that  bumpers  comply 
with  the  rules  and  regulations  of  the  Department  of 
Highways ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  2112-56) 
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908-59-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Caral  Real  Estate 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  17,  1971— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  in  an  existing  four 
story  and  basement  building,  the  use  of  a  portion  of  the 
basement  as  an  art  gallery,  and  remaining  portion  of  the 
premises  to  be  occupied  as  a  multiple  dwelling. 

ApLECTED — 16  East  78th  Street,  south  side, 
243.1  met  west  of  Fifth  Avenue,  Block  1392,  Lot  63, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
Commissioner  Nolan  and  Commissioner  Agusta  '  4 

Negative:  .  q 

Absent :  Commissioner  Madigan . *  ”  ’  *  *  [[  ’  ’  ’ '  ’ ' '  “  j 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  17,  1961,  on  certain  conditions;  and 

'k\?ER^'A  oi  a  hearing  was.  held  on  this  application 

on  March  21,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  17,  1961,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  October  17  1971 
to  permit  .  .  .:  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1938-60) 


THE  RESOLUTION— 

t  ^»^this  application  was  granted  by  the  Board  on 
1967,  on  certain  conditions;  and 
*  ^ jEAS>  tLne  to  obtain  permits  and  complete  work  was 
extended  on  July  8,  1969,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  Certificate  of  Occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 

reoS°iotion  adopted  on  July.  18,  1967,  as  amended  through 
July  8,  1969,  only  as  to  the  time  to  obtain  a  Certificate  of 

ffiaH^roacL  S°  * iat  aS  amended  Portion  of  the  resolution 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
(Al/lon^S)1  the  date  °f  thiS  amended  resolution.” 


390-67-BZ 

APPLICANT  Vincent  B.  Agusta  for  Peter  Rago,  owner. 

SUBJECT  Application  for  consideration — request  to  waive 
the  Rules  of.  Procedure  and  reopening  for  extension  of 
time  to  obtain  Certificate  of  Occupancy,  which  expired 
Ju/  \  .9— l^ecision  of  the  Borough  Superintendent, 

umier  Sectmn  72-21  of  the  Zoning  Resolution,  permitting 
in  a  Cl -3  district,  the  extension  of  a  funeral  establish¬ 
ment  that  increases  the  degree  of  non-compliance  in 
Par,  lot  area  and  without  the  required  loading  berth. 
PREMISES  AFFECTED— 129  Nassau  Avenue,  north  side, 
oU  feet  west  of  McGumess  Boulevard,  Block  2649  Lot  31 

of  Brooklyn0"  131  Nassau  Avenue>  Lot  30,  Borough 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli- 
extended°Pened  time  t0  °^ta’n  Certificate  of  Occupancy 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  -i 

Negative :  .  ’  . . q 

Not  Voting :  Commissioner  Agusta  ..!!!!! .  1 

Absent :  Commissioner  Madigan . .  .  .  .  .  .  .  .  .  . .  1 


595-70-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  Arwin  East  88th 
Street  Company,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
-  e-r-°f  tim/  1°  complete,  which  expired  Maroh  16, 
7  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution  permitting  in  an  R8  and  RIO  district,  the  erec- 
tion  of  a  31  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  has  less  than  the  required  lot 
area  per  room.  4  UL 

PREMISES  AFFECTED — 1673  to  1685  York  Avenue 

2I27W2Q  Wrn,e5>°,ian88th  Stn*t,  Block  1565’  Lots  »•' 
til-27,  29,  30,  120,  128,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Lommissioner  Nolan  and  Commissioner  Agusta  4 

Negative:  .  q 

Absent :  Commissioner  Madigan  . 1 

THE  RESOLUTION— 

M^r^^rovV5  applicat!on  was  granted  by  the  Board  on 
March  16,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

^reio7ire°^fn  and  an}end.  the  resolution  adopted  on  March 
lo,  iy71  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  16,  1972.”  (N.  B.  85-69) 


304-67-BZ— Vol.  Ill 

APPLICANT— Andrew  DiCammillo  for  Marian  Realty 
Company,  owner.  1 

SVB|o7^TTA-P?licatlon  reopened  as  Volume  III  September 
c’  decision  of  the  Borough  Superintendent,  under 

Section  11-412  of  the  Zoning  Resolution,  to  permit  in  an 
Ko  district,  at  an  existing  Automotive  Service  Station  with 
accessory  uses  previously  before  the  Board,  the  enlarge¬ 
ment  in  area  of  the  accessory  building  and  the  expansion 
ot  the  uses  to  include  motor  vehicle  testing  and  servicing. 

P  S  AFFECTED— 1680  Canarsie  Road,  south  side, 

IUU.554  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  local  Community 
Planning  Board. 


39-69-BZ 

APPLICANT— Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT— Application  January  27,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED— 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Nicholas  Salvadeo. 

For  Opposition:  Victor  M.  Saderholm. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
2  P.M.,  for  decision;  hearing  closed;  previously  inspected. 
Applicant  to  inspect  premises  and  report  back  to  the 
Board. 


364-70-BZ — Vol.  II 

APPLICANT— New  York  Telephone  Company,  owner. 
SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971— decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stores  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED— 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Joseph  Augusciak,  Ronald 
Phillips,  D.  O.  Pringle  and  William  Schielke. 

For  Opposition:  Myrtle  G.  Whitmore,  Stanley  Harwick, 
Betty  Moore,  Charles  Hobson,  Ruby  Lindsey,  Carl 
Green,  Emma  Parker,  Walter  W.  Jones  and  others. 

ACTION  OF  BOARD— Laid  over  to  April  11,,  1972,  at 
2  P.M.,  for  decision;  hearing  closed;  previously  inspected. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition :  Bruce  A.  Torino. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant.  Applicant  to  send  new  notices 
wThen  returned  to  calendar. 


415-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

ACTION  OF  BOARD — Laid  over,  without  date,  at  the 
request  of  the  applicant. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over,  without  date,  at  the 
request  of  the  applicant.  Applicant  to  send  new  notices 
when  restored  to  calendar. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant.  Applicant  to  send  new  notices 
when  restored  to  calendar. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the  re¬ 
quest  of  the  applicant. 
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420-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the  re¬ 
quest  of  the  applicant.  Applicant  to  send  new  notices  when 
restored  to  calendar. 


421-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT- — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46  White- 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over,  without  date,  at  the 
request  of  the  applicant. 


422-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant.  Applicant  to  send  new  notices 
when  restored  to  calendar. 


423-71-A  ~ 

APPLICANT  Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant. 


584-71-BZ  “ 

APPLICANT  Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
i  ork  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREiM/n5ES  EFFECTED— 9914  to  9924  Farragut  Road, 
^06t2  Ho61*.  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition:  Dominick  J.  Andreassi. 

BOARD — Laid  over  to  April  25,  1972,  at  10 
A.M.,  for  hearing,  at  the  request  of  Community  Planning 
Board  #17— Brooklyn. 


611-71-BZ 

APPLICANT— Maurice  Intrator  for  Abraham  Wialanski 
owner. 

SUBJECT— Application  September  3,  1971 — decision  of  the 
Thorough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
hve  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

P^/fwES  AFFECTED — 41  West  64th  Street,  north  side, 
m  H  feet  east  of  Broadway,  Block  1117,  Lot  13,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Maurice  Intrator  and  H.  Williams, 
hor  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at  10 
A.M  for  hearing,  at  the  request  of  Community  Planning 
Board  #7-Manhattan. 


745-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT— Application  December  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  o4  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceed  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West  62nd  southwest  corner,  Block  1114,  Lot  5 
Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

F or  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


767-71-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Gertrude  Weiss- 
man,  owner. 

SUBJECT  Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
one  story  building,  the  expansion  of  the  automotive  supply 
store  use  to  include  accessory  installation  of  parts  with 
hand  tools  only. 

PREMISES  AFFECTED — 991  to  993  Bedford  Avenue,  and 
2  Kosciusko  Street,  southwest  corner,  Block  1783,  Lot  9, 
Borough  of  Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1972,  at  2 
P.M.,  for  decision ;  hearing  closed;  previously  inspected. 
Applicant  to  submit  revised  plans. 
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110-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Brown,  Harris,  Stevens,  Incorporated,  long¬ 
term  lessee. 

SUBJECT— Application  February  1,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district  in  an  existing  six 
story  building,  the  addition  to  the  uses  of  the  ground  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 8  to  14  East  47th  Street,  south 
side,  140  feet  west  of  Madison  Avenue,  Block  1282,  Lot 
64,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Frederick 
Goldberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta .  4 


Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  21,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1972,  acting  on  Alt.  Applic.  669/1969, 
reads : 

“C6.  Proposed  eating  and  drinking  place  Use  Group 
12  (without  restrictions)  is  not  permitted  as  of  right  in 
a  C5-3  use  district,  Section  32-21  of  the  Amended  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  and  that  the  applicant  is  therefore  entitled  to  relief  on 
the  grounds  of  practical  difficulty  and/or  unnecessary  hard¬ 
ship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-01  (b)  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C5-3  district,  in  an  existing  six-story 
building,  the  addition  to  the  uses  of  the  ground  floor  restau¬ 
rant  to  include  a  cabaret,  on  condition  that  all  work  shall 
substantially  conform  to  the  drawings  filed  with  this  applica¬ 
tion  marked  “Received  February  1,  1972,”  7  sheets,  and  that 
all  laws,  rules  and  regulations  applicable  thereto  shall  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


Ad j  ourned :  11:10  A.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  21,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta. 

485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES—  ' 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 


562-71-BZ 

APPLICANT — Albert  Melniker  for  E.  Thomas  and  Jane 
P.  Henkel,  owners. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 8  Occident  Avenue,  south  side, 
116.50  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  68, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  7 ,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  21,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1971,  acting  on  N.  B.  Applic.  1329/1964, 
reads : 

“1.  The  height  of  the  building  above  the  front  yard 
level  is  contrary  to  Sec.  23-631  of  the  Zoning  Resolution 
and  penetrates  the  sky  exposure  plane.” 
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and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
bection  72- 21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
a  variation  jn  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
Kd-2  district,  the  maintenance  of  a  one-family  dwelling  that 
P^traVeS  *  •  s^y  exposure  plane,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli- 
cation  marked  “Received  January  25,  1972,”  7  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  thereto  be  com- 
plied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  January  25,  1972,”  7  sheets- 
and  that  all  laws,  rules  and  regulations  applicable  thereto  be 
complied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


563-71-BZ 

APPLICANT — Albert  Melniker  for  Charles  and  Ann  Marie 
Azzue,  owner. 

SUBJECT— Application  August  25,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 
ution,  to  permit  in  an  R3-2  district,  the  maintenance  of  a 
one  family  dwelling  that  penetrates  the  sky  exposure  plane. 

AFFECTED— 4  Occident  Avenue,  south  side, 
1/4.75  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  66 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

Recommendation  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
,  „  Commissioner  Nolan  and  Commissioner  Aeiista  ’  A 

Negative:  .  .  ^ 

Absent :  Commissioner  Madigan . ‘  ’  ‘  ’  ’  j 

THE  RESOLUTION— 

P£bliCjhearin-g  Wvas  held  on  this  application  on 
March  7,  1972  after  due  notice  by  publication  in  the  Bulletin  ; 
laid  over  to  March  21,  1972;  and 

^  Whereas  the  decision  of  the  Borough  Superintendent, 
reads -AUgUSt  *6’  1971 ’  acting  on  N-B-  Applic.  1327/1964, 

“1.  The  height  of  the  building  above  the  front  yard 
level  is  contrary  to  Sec.  23-631  of  the  Zoning  Resolution 
and  penetrates  the  sky  exposure  plane.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
^record  supports  the  findings  required  to  be  made  under 
oection  /2-21  of  the  Zoning  Resolution,  and  that  the  appli- 

diffir, //°re  CntltIed  t0  rfef  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

bJ?fh°lVedL  that  uhe  J°ard  of  Standards  and  Apneals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  _  that  the  application  be  and  it  hereby  is  granted 

an  Rr4eCr°+n-?'?u  °f  Zoning  Resolution,  to  permit  in 
dlstrict>  the  maintenance  of  a  one-family  dwelling 
that  penetrates  the  sky  exposure  plane,  on  condition,  that  ail 


564-71-BZ 

APPLICANT  Albert  Melniker  for  Wesley  and  Lorraine 
Young,  owner. 

SUBJECT— Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  maintenance 
plane0"6  fami  y  dwelllng  that  penetrates  the  sky  exposure 

AFFECTED— 2  Occident  Avenue,  south  side, 
200.06  feet  west  of  Sunrise  Terrace,  Block  580,  Lot  64. 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition :  None. 

RRC°] MMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
Commissioner  Nolan  and  Commissioner  Agusta  ’  4 

Negative:  .  .  q 

Absent :  Commissioner  Madigan  . ’  ’  ’  *  *  i 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
March  /,  1972  after  due  notice  by  publication  in  the  Bulletin  • 
laid  over  to  March  21,  1972;  and 

r)owiHErEAS’  die  Borough  Superintendent, 

reads  • AUgUSt  19 7 acting  on  N-B.  Applic.  1326/1964, 

1.  The  height  of  the  building  above  the  front  vard 
level  is  contrary  to  Sec.  23-631  of  the  Zoning  Resolution 
and  penetrates  the  sky  exposure  plane.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
oection  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 

p n  ?eC,rff •  of  Zoning  Resolution,  to  permit  in 

an  R3-2  district  the  maintenance  of  a  one-family  dwelling 
that  penetrates  the  sky  exposure  plane,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  January  25,  1972,”  7  sheets- 
an.,  that  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution 


608-71-BZ 

APPLICANT— Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R6  district,  the  conversion 
ot  a  two  family  dwelling  to  a  three  family  dwelling  that 
ratic) eS  non"comphance  in  floor  area  ratio  and  open  space 
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PREMISES  AFFECTED— 5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Lieberman. 

For  Opposition:  None. 

RECOMMENDATION  of  the  community 

BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . . . .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  15,  1972;  then  to  March  14, 
1972 ;  then  to  March  21,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971,  acting  on  Alt.  Applic.  1148/1971, 
reads : 

“2.  Proposed  extension  of  residential  use  creates 
a  non-compliance  in  that  the  maximum  floor  area  ratio 
and  minimum  open  space  ratio  are  exceeded  contrary  to 
Sec.  23-223  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  conversion  of  a  two-family  dwelling  to  a  three- 
family  dwelling  that  creates  non-compliance  in  floor  area 
ratio  and  open  space  ratio,  on  condition  that  all  work  shall 
substantially  conform  with  drawings  filed  with  this  appli¬ 
cation  marked  “Received  September  3,  1971,”  one  sheet; 
and  “March  10,  1972,”  8  sheets ;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


609-71-BZ 

APPLICANT — Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED — 5410-15th  Avenue,  west  side, 
75'  y%"  south  of  54th  Street,  Block  5678,  Lot  39,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Lieberman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  January  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  February  15,  1972;  then  to  March  14, 
1972;  then  to  March  21,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971,  acting  on  Alt.  Applic.  1147/1971, 
reads : 

“2.  Proposed  extension  of  residential  use  creates  a 
non-compliance  in  that  the  maximum  floor  area  ratio 
and  minimum  open  space  ratio  are  exceeded  contrary  to 
Sec.  23-223  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  conversion  of  a  two-family  dwelling  to 
a  three-family  dwelling  that  creates  non-compliance  in  floor 
area  ratio  and  open  space  ratio,  on  condition  that  all  work 
shall  substantially  conform  with  drawings  filed  with  this 
application  marked  “Received  September  3,  1971,”  one  sheet; 
and  “March  10,  1972,”  8  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


612-71-BZ 

APPLICANT — Larry  Meltzer  for  Harry  Auster  and  Al¬ 
bert  M.  Warren,  owner,  Humble  Oil  and  Refining  Com¬ 
pany,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 179-12  to  179-20  Hillside 
Avenue,  and  88-02  to  88-14  179th  Place,  southwest  corner, 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  . .  _ . . .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  1,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin ;  laid  over  to  February  22,  1972;  then  to  March  7,  1972; 
then  to  March  21,  1972 ;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  N.  B.  Applic  80/1971 
reads : 

“1-  The  proposed  reconstruction  and  enlargement, 
in  a  C2-2  (within  R6)  District,  of  an  existing  automotive 
service  station  with  revised  curb  cuts,  pump  islands,  and 
accessory  signs  is  contrary  to  Sections  32-25,  52-22,  and 
52-41  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  /3-212  of  the  Zoning-  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-211  and  73-212  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C 2-2  district,  the  enlargement  in  lot  area 
and  reconstruction  of  an  automotive  service  station  with 
accessory  uses,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
Reeved  September  3,  1971,”  5  sheets,  and  “February  28, 
j  'w»  one  sheet;  on  further  condition  that  the  lighting  on 
the  179th  Place  side  shall  be  so  arranged  so  as  to  be  directed 
away  from  the  residences ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  with  and  that  sub¬ 
stantial  constuction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


3M.  Minimum  distance  between  legally  required 
windows  and  lot  line  is  30'  of  the  proposed  kitchen  in 
1st  floor  Apt.  as  per  Sec.  23-86  Z.  R.” 


whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
^  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  conversion  of  a  two-family  dwelling  to  a 
three-family  dwelling  that  creates  non-compliance  in  floor 
area  ratio,  open  space  ratio,  lot  area  per  room  and  minimum 
distance  between  windows  and  lot  line,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  September  13,  1971  ”  5  sheets 
and  “January  24,  1972,”  one  sheet;  on  further  condition  that 
the  occupancy  of  the  first  floor  be  restricted  to  the  owner’s 
parent;  and  on  further  condition  that  all  laws,  rules  and 
regulations  applicable  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


629-71-BZ 


729-71-BZ 


APPLICANT  Edwin  Storch  for  Neal  DiBiase,  owner. 

SUBJECT  Application  September  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio,  lot  area  per  room  and  minimum  distance  between 
windows  and  lot  lines. 


RRR^flSES  AFFECTED — 148-25  59th  Avenue,  north  side, 
240  feet  east  of  148th  Street,  Block  6423,  Lot  26,  Flushing 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Edwin  Storch, 

For  Opposition:  C.  C.  Edinger,  D.  C. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative.:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  4 

Negative :  .  ‘  ‘  q 

Absent :  Commissioner  Madigan  . .  1 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application 
on  March  7  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  21,  1972;  and 

\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  24,  1971,  acting  on  Alt.  Applic.  668/1971, 
reaas  i 


1M.  The  proposed  additional  residential  floor  area 
by  converting  the  1st  Floor  into  a  Class  ‘A’  Apartment 
would  create  a  building  non-complying  as  to  the  max. 

V"  Permitted  and  min.  open  space  required  contrary 
to  Sec.  23-141  Z.  R. 

2M.  Proposed  conversion  of  1st  Floor  into  a  3 
room  Class  A  Apt.  would  create  a  non-complying  build- 
ing  as  to  density  (required  lot  area  per  room)  contrary 
to  Sec.  23-222  Z.  R. 


Ar-u  ^ i  M°rton  S.  Cahn  for  Isidore  Kirstein  and 

Charles  Met,  owner. 

SUBJECT— Application  November  17,  1971— decision  of  the 
borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  two 
family  senn-attached  two  family  dwelling  that  encroaches 
on  the  required  side  yard. 

PREMISES  AFFECTED — 84-28  Abingdon  Road,  south 

?ldNo43^8  fe£  e?St  of  Lefferts  Boulevard,  Block  9230, 
Hot  08,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Cahn. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative;  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ..  4 

Negative  *  . . .  q 

Absent :  Commissioner  Madigan  . .' .' .' * "  ’ " '  ‘ "  ‘  ‘  ’  ’ "  ’  ’  j 

THE  RESOLUTION— 

,^\rERILAS7  a1(?7Uoblicfhear^  wa®  on  th's  application 
on  March  7,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  21,  1972;  and 

i  y^Hi\TEAS’  uthe  t^ie  Borough  Superintendent, 

dated  November  5,  1971,  acting  on  N.  B.  Applic.  478/1971, 
reaas ! 


T  Bor  a  two  family  residence,  utilizing  a  party 
W^j  ,01}g  a  S1de  lot  line,  a  side  yard  at  least  8'  -  0" 
wide  shall  be  provided  along  the  other  side  lot  line  as 
per  Sec.  23-49  of  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
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under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  the  erection  of  a  semi-attached  two-family  dwelling 
that  encroaches  on  the  required  side  yard,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  February  15,  1972,” 
8  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


730-71-BZ 

APPLICANT — Morton  S.  Cahn  for  Isidore  Kirstein  and 
Charles  Met,  owner. 

SUBJECT — Application  November  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  family  semi-attached,  two  family  dwelling  that  en¬ 
croaches  on  the  required  side  yard. 

PREMISES  AFFECTED— 84-32  Abingdon  Road,  south 
side,  292.08  feet  east  of  Lefferts  Boulevard,  Block  9230, 
Lot  41,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Cahn. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


N  egative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  7,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  21,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  5,  1971,  acting  on  N.  B.  Applic.  476/1971, 
reads : 

“1.  For  a  two  family  dwelling,  utilizing  a  party 
wall  along  a  side  lot  line,  a  side  yard  at  least  8'  -  0" 
wide  shall  be  provided  along  the  other  side  lot  line  as 
per  Sec.  23-49  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  the 
erection  of  a  semi-attached  two-family  dwelling  that  en¬ 
croaches  on  the  required  side  yard,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  February  15,  1972,”  8  sheets ;  and 
that  all  laws,  rules  and  regulations  applicable  thereto  be 


complied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


115-72-BZ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  City 
Board  of  Education,  Office  of  School  Buildings,  owner. 
SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  four  story  and  cellar  public  school  that  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 605  Shepherd  Avenue,  south¬ 
east  corner  of  Blake  Avenue,  Block  4069,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt. 

For  Opposition:  Sophie  Hankers. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  14,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  21,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  134/1971, 
reads : 

“1.  The  proposed  Building  piercing  Sky  Exposure 
Line  is  contrary  to  Z.  R.  24-521.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  erection  of  a  four-story  and 
cellar  public  school  that  penetrates  the  sky  exposure  plane, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  _  with  this  application  marked  “Received 
February  2,  1972,”  11  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  that 
substantial  construction  be  completed  within  two  years 
from  the  date  of  this  resolution. 


760-71-A 

APPLICANT — Abraham  Grossman  for  Gertrude  W.  Kap¬ 
lan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 31  to  33  West  12th  Street, 
north  side,  325  feet  west  of  Fifth  Avenue,  Block  576,  Lot 
56,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Opposition:  Ruth  E.  Wittenberg,  C.  B.  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  3 

Negative:  . ”  0 

Absent :  Commissioner  Madigan  and  Commissioner 
Agusta  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  15,  1971  on  Alt.  Applic.  1078-71,  reads: 

“Al.  Apt.  in  cellar  contrary  to  Sec.  216  and 
34  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  15,  1971  acting  on  Alt.  Applic.  1078-71, 
Objection  No.  Al,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received 
December  9,  1971,”  3  sheets,  and  that  all  other  laws,  rules 
and  regulations  appertaining  thereto  shall  be  complied  with. 


792-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Sonny 
Boy  Realty,  Incorporated,  owner ;  New  York  City  Depart¬ 
ment  of  Social  Service,  lessee. 

SUBJECT — Application  December  23,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem,  egress,  and  ventilation. 

PREMISES  AFFECTED — 3030  Bruner  Avenue,  east  side, 
168.42  feet  south  of  Hammersley  Avenue,  Block  4776,  Lot 
65,  Borough  of  The  Bronx. 

APPEARANCES— 

For _  Applicant:  Morris  Kweller,  Walter  E.  Logan  and 
Richard  Rothman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  _  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  3 

Negative :  . !!!.....  0 

Absent :  Commissioner  Madigan  and  Commissioner 
Agusta  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  17,  1971  and  February  23,  1972  on  N.  B. 
Applic.  514-69,  reads : 

“9— H-2,  II  B.  buildings  require  sprinkler  system 
throughout  as.  per  section  table  4-2  of  A.  C. 

19— Provide  rating  for  corridors  as  per  section  C26- 
604.2  of  A.  C. 

.  30 — Corridors  as  shown  on  plan  do  not  meet  min. 
width  required  under  table  6-1  of  A.  C. 

31— Stair  width  must  comply  with  section  C26-604.8 
of  A.  C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
bu|)enntpdent,  dated  December  17.  1971  and  February  23, 
1972  acting  on  N.  B.  Applic.  514-69,  Objections  No.  9,  19 


30  and  31,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
staU,  conform  to  drawings  marked  “Received  December  23, 
ly/l,  4  sheets,  and  March  13,  1972/’  3  sheets,  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


802-71- A  " 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Moma  Realty  Corporation. 
SUBJECT— Application  December  29,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

f  REMISES  AFFECTED — 1884  Monroe  Avenue  and  200 
Last  Tremont  Avenue,  southeast  corner,  Block  2804,  Lot 
5,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner:  Moe  Gartner  and  Carl  Fader. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  3 

Negative :  . 0 

Absent .  Commissioner  Madigan  and  Commissioner 
Agusta  .  2 

THE  RESOLUTION— 

Whereas  the  decision  of  the  Fire  Commissioner,  dated 
December  29,  1971,  reads  : 

Application  is  hereby  respectfully  made  to  the  Board 
?on,/;pp5aIs’  in  a.ccor dance  with  the  provisions  of 

1804.4.C.6  of  the  City  Charter,  to  modify  Certificate  of 
Occupancy  in  relation  to  the  following  building: 

1884  Monroe  Avenue,  Bronx — Certificate  No.  11 
Ihe  modifying  of  the  subject  certificate  is  necessary  to 
permit  the  issuance  of  an  order  by  this  Department  to 
1  equn  e  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Adminis¬ 
trative  Code. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  2nd  and  3rd  floors  and  stairway  arranged, 
and  equipped  as  per  Chapter  26,  Article  17,  Adminis¬ 
trative  Code. 

Note  :  Plans  to.  be  filed  with  and  approved  by  the 
Department,  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  C19-161.0a  of  the  Administra¬ 
tive  Code. 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and 
it  hereby  is  granted,  and  that  the  Certificate  of  Occupancy 
be  modified  to  require  that  the  stairhall  shall  not  be 
impeded  with  any  obstruction,  that  the  fire  extinguishers 
be  located  at  the  direction  of  the  Fire  Department,  and 
that  the  screening  in  front  of  the  windows  remain  readily 
removable,  and  that  all  other  laws,  rules  and  regulations 
applicable  thereto  shall  be  complied  with. 


112-72-A 

APPLICANT — Heede  Hoist  and  Machine  Company,  In¬ 
corporated,  owner;  Cauldwell-Wingate  Company,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  February  1,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  safety  code 
for  workman  hoists. 


309 


MINUTES 


PREMISES  AFFECTED— 515  West  59th  Street,  north 
side,  300  feet  west  of  10th  Avenue,  Block  1151,  Lot  21, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  H.  Buckley. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Commissioner  Madigan  and  Commissioner 
Agusta  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1972  on  Elev.  Applic.  7-72,  reads: 

“1)  This  Personnel/Material  Hoist  (‘Super 
Scando’)  does  not  conform  to  reference  standard  RS 
18-1  USASI  17.1-1965  USA  Standard  Safety  Code 
for  Elevators,  as  to  design,  construction  and  type  of 
installation. 

2)  The  system  of  rack  and  pinion  drive  which  is 
electro-hydraulically  driven  does  not  comply  with  Rule 
208.1  of  the  A17.1-1965  Code,  as  to  type  of  driving 
machines. 

3)  The  location,  support  and  foundation  of  the 
machinery  for  this  installation,  does  not  comply  with 
Section  105  of  A17.1-1965  Code — this  unit  being  ‘built 
into  the  roof  of  the  cage’. 

4)  The  car  and  cwt.  guide  rails  do  not  conform 
to  Section  200  of  the  A17.1-1965  Code. 

5)  The  installation  of  the  counterweight  does  not 
comply  with  Rules  #103.1  and  202.1  of  the  A17.1-1965 
Code. 

6)  The  car  frame  and  platform  does  not  comply  and 
is  not  in  accordance  with  Section  203  of  the  A1 7.1 -1965 
Code. 

7)  The  car  speed  is  excessive  for  the  rock  and 
pinion  safety  (instantaneous  type- A)  per  Rule  205.8  of 
the  A17.1-1965  Code. 

8)  The  location  of  the  car  safety  does  not  comply 
with  Rule  205.1  of  A17.1-1965  Code,  (Elevator  does 
not  have  a  safety  plane). 

9)  The  speed  governor  does  not  comply  with  Sec¬ 
tion  206  of  the  A17.1-1965  Code. 

10)  BN  #188/72  filed  with  the  construction  depart¬ 
ment  must  show  the  loads  as  per  your  detail  ‘P’  on 
your  plan.  Also  the  impact  loads,  must  be  approved 
structurally  and  shown  to  coincide  with  those  as 
shown  on  structural  plans. 

11)  ‘Shoring  by  contractor’  must  be  properly  shown 
on  the  structural  plans,  filed  with  construction  dept. 
Also  this  condition  as  shown,  in  elevation  detail,  on 
your  plan  would  seem  to  indicate  that  you  have 
‘occupied  space’  below  the  pit  area.  If  this  be  the  case 
you  then  must  comply  with  Rule  109.1  which  requires 
a  counterweight  safety  with  supports.  If  not  indicate 
accordingly  on  your  plan.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1972  acting  on  Elev.  Applic.  7-72,  Ob¬ 
jection  Nos.  1,  2,  3,  4,  5,  6,  7,  8,  9,  10  and  11,  be  and  it 
hereby  is  modified _  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  hoists  will  not  be  operated 
until  all  hoistway  doors  are  in  the  locked  position;  that 
Items  10  and  11  shall  be  complied  with,  and  that  the  hoist 
shall  conform  to  drawings  marked  “Received  February  1, 
1972,”  8  sheets,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


120-72-A 

APPLICANT — Larry  Meltzer  for  Gerritsen  Beach  Prop¬ 
erty  Owners  Association,  Incorporated,  owner. 

SUBJECT — Application  February  7,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress,  live 
load,  fire  divisions,  protect  openings  in  exterior  walls  in  a 
clubhouse  accessory  to  non-commercial  beach  club. 
PREMISES  AFFECTED — 2  Just  Court,  northeast  corner 
of  Lois  Avenue,  Block  8856,  Lots  1503,  1504  and  1700, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein 

and  Commissioner  Nolan  .  3 

Negative :  .  0 

Absent :  Commissioner  Madigan  and  Commissioner 
Agusta  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  January  25,  1972  on  Alt.  Applic.  1678-71,  reads : 

“1.  The  proposed  change  of  use  from  one  family 
to  clubhouse  accessory  to  non-commercial  beach  club 
(Use  Group  #4)  occupancy  group  E,  within  a  two 
story  building  of  Class  II  E  construction,  is  contrary  to 
Section  C26-405.1  of  the  New  Building  Code. 

2.  Provide  two  hour  non-combustible  fire  divisions 
between  storage  areas  and  other  portions  of  the  building 
as  per  C26-504.1  of  the  New  Building  Code. 

3.  Provide  adequate  means  of  egress  from  the 

second  floor  as  per  Article  6  of  the  New  Building  Code. 

4.  Provide  a  50  pound  per  square  foot  live  load 
from  the  second  floor  as  ner  Section  C26-903.2  of  the 
New  Building  Code  and  Reference  Standard  RS9-2. 

5.  Protect  openings  in  exterior  walls  within  15'-0" 
of  lot  lines  with  one  hour  rated  materials  as  per  Table 
3-4  of  the  New  Building  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1972,  acting  on  Alt.  Applic.  1678-71,  Objec¬ 
tion  No.  1,  2,  3,  4  and  5,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  ceilings  and  roof  joists  shall  be  fire  retarded  with  Fire- 
kote  60,  and  on  further  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  February  7,  1972,” 
5  sheets,  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 

Petraglia,  F.  D. 

For  Owner:  Phil  Kalker. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at  2 
P.M.  for  continued  hearing. 
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749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Franklin  Associates. 

Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

SES  AFFECTED — 141  East  34th  Street,  north  side 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt  T  F 
Petraglia,  F.  D.  ' 

For  Owner:  Martin  R.  Fine. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1972,  at  2 
P.M.  for  continued  hearing. 


757-71-A 


APPLICANT — Alfonso  Duarte  for  John  Kadvan,  owner. 

SUBJECT— Application  December  9,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 58  East  34th  Street,  south  side, 
142  feet  4 ^  west  of  Park  Avenue,  Block  863,  Lot  51 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

A1 CTION  OF  BOARD — Laid  over  to  March  28,  1972,  at  2 
P .M.  for  the  applicant  to  obtain  a  proper  letter  of  consent 
for  cellar  exit.  Hearing  closed. 


806-71-A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT— Application  December  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  con- 
nection  of  a  6  house  drain  to  an  existing  4"  sanitary  sewer. 
PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Louis  Werb,  Luciano  Papaleo  and  Paul  P 
Brienza. 

For  Administration :  Arthur  J.  Schor. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1972,  at  2 
B.M.  for  the  applicant  to  submit  revised  plans. 

99-72-A 

APPLICANT-Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration 
owner.  ’ 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED-25  Harrison  Street,  southwest 
corner  of  Greenwich  Street,  Block  182,  Lot  50,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

0F  BOARD — Laid  over  to  April  11,  1972  at 
4  P.M.  ’ 


100-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
ot  New  York,  Housing  and  Development  Administration 
owner.  ’ 


SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

P?F^TSES  AFFECTED — 27  Harrison  Street,  south  side, 
20  feet,  5  inches  west  of  Greenwich  Street,  Block  182  Lot 
50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 


101-72-A  - — 

A  P  P  LI  CANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration 
owner.  ’ 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

P?id,M4S;EfS  AFFECTED— 27A  Harrison  Street,  south 

189  T  T  rrf  ’r)  lncl?es  rwest  of  Greenwich  Street,  Block 
182,  Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 


102-72-A  - - - 

APrPtrICA5Tr9?pen.heimer’  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration 
owner.  ’ 

SUBJECT— Application  February  4,  1972-Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

P?P^TSPS  AFFECTED— 29  Harrison  Street,  south  side, 
/U.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

A2^PMN  0F  B°ARD— Laid  over  to  April  11,  1972,  at 


103-72-A  ‘ 

APP LIC ANT— Oppenheimer,  Brady  &  Associates  for  Citv 
of  New  York,  Housing  and  Development  Administration 
owner.  ’ 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
oi  Landmark  houses  for  residence. 

AFFECTED— 31  Harrison  Street,  south  side, 
89.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50 
Borough  of  Manhattan.  ’ 

APPEARANCES— 

For  Applicant:  None. 

A2"PMN  °F  B°ARD— Laid  over  to  April  11,  1972,  at 


104-72-A  ‘ 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration 
owner.  ’ 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 
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PREMISES  AFFECTED — 33  Harrison  Street,  south  side, 
108.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
2  P.M. 


105-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 37  Harrison  Street,  south  side, 

180.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
2  P.M. 


106-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 39  Harrison  Street,  south  side, 

200.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
2  P.M. 


107-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 41  Harrison  Street,  south  side, 

220.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
2  P.M. 


123-72-A 

APPLICANT — Faraday,  Incorporated  for  Department  of 
Correction,  City  of  New  York,  owner. 

SUBJECT — Application  February  8,  1972 — appeal  from  an 
order  of  the  Fire  Commissioner  re-  fire  alarm  system 
and  sprinkler  system. 

PREMISES  AFFECTED — Project  C-73,  Correctional  In¬ 
stitute  for  Women,  Block  2760,  Lot  4,  Rikers  Island, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Roger  Behrendt  and  Ronald  Albert. 

For  Administration :  Lt.  J.  P.  Manfredi,  Capt.  J.  F. 
Petraglia,  Insp.  B.  D.  Myers,  Insp.  V.  Gasparrini,  F.  D. 
and  A.  Ruzi,  J.  Gablas  and  J.  Geroski,  P.  W. 
ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at 
2  P.M.  for  continued  hearing. 

Adjourned:  3:35  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  4,  1971,  as  they 
appeared  in  Bulletin  No.  5,  Vol.  56,  are  hereby  corrected  to 
read  as  follows : 

284-70-SA 

APPLICANT  William  M.  Wilson’s  Sons,  Incorporated 
owner. 

APPEARANCES— 

For  Applicant:  Charles  T.  Denny. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
284-70-SA  William  M.  Wilson’s  Sons,  Incorporated,  Lans- 
dale,  Pennsylvania,  filed  for  approval  of  a  portable  gasoline 
tank  and  pump  known  as  the  Gasboy  Serva-Tank  89  under 
the  provisions  of  C26-107.2  of  the  Building  Code  of  the  Citv 
of  New  York. 

PROPOSED  USE:  Drain  and  refuel  automobile  and  truck 
fuel  tanks. 

D?nSC?rIPTI0N.:  The.tank  is  made  of  3/16"  steel  and  has 
a  oU  gallon  capacity.  It  is  mounted  on  four  (4)  rubber  tired 
wheels,  has  a  push-bar  handle  and  will  not  tip  over  when 
inclined  up  to  30°.  A  previous  vent  fill  cap  contains  gasoline 
vapors  within  the  tank  when  the  pump  is  not  used.  A  liquid 
level  gauge,  a  utility  tray,  and  a  fire  extinguisher  are  mounted 
on  the  tank.  The  rotary  hand  pump  contains  a  filter  and  is 
used  with  a  Va  hose,  a  nozzle,  and  a  *4"  hose  for  narrow 
hlipipes.  A  16  gauge  ground  wire  with  an  alligator  clip  is 
used.  A  foot  brake  fixes  the  position  of  the  tank.  The  unit 
weighs  205  pounds  and  measures  34"  long  x  22"  wide  x  52" 
high. 

INSPECTION  AND  TEST :  The  tank  is  listed  by  Under- 
^r^|g1^7)-kakoratories  (Guide  EFTZ,  October  27,  1969, 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mence  the  approval  of  the  Gasboy  Serva-Tank  89  under  the 
provisions,  of  C26-107.2  of  the  Building  Code  and  C19-70 
o.b.  Administrative  Code.  The  tank  shall  be  permanently 
labeled :  Approved  by  the  Board  of  Standards  and  Appeals 

70rSUle”m  NCW  Y°rk  City  UndCr  Calendar  Number  284- 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactued,  shall  be  filed  annually  with  this 
Foard,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
r  anure  to  notify  the  Board  of  changes  of  ownership,  change 
01  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

/Correction— In  the  Description  and  Recommendation  sec- 
tions  the  matter  in  italics  have  been  added  to  correct. 


^CORRECTION 


That  portion  of  the  minutes  of  the  meeting  of  the  Board 
ot  Standards  and  Appeals  held  on  February  4,  1971,  as  thev 
appeared  in  Bulletin  5,  Vol.  56  are  hereby  corrected  to 
read  as  follows: 

281-70-SA 

APPLICANT — Tempo  Products  Company,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Marotta  and  Bert  Glucksman. 
ACTION  ^ARD — Appliance  approved  in  accordance 

Test  the  rCPOrt  and  recommendation  of  Committee  on 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  e 

Negative :  . .  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
281-70-SA— Tempo  Products  Company,  Cleveland,  Ohio, 
filed  for  approval  of  a  portable  gasoline  tank  and  pump 
known  as  the  Tempo  Tanker  Model  FM-1009  under  the 

NewTor!  °f  C26~ 107-2  of  the  BuildinS  Code  of  the  City  of 

PROPOSED  USE:  Portable  refueler-defueler. 
DESCRIPTION :  The  tanker  is  40"  long  x  30"  high  x  20" 

a?*f**\  °f,  23  9all0HS-  h  is  mounted  on  four 
(4)  rubber  tired  wheels.  The  rear  half  of  the  tanker  is 
covered  with  a  hood.  The  pump  operating  handle  and  fluid 
duection  control  extend  through  the  hood.  At  the  forward 
end  Fe  ,tarlk  ls  a  magnetic  level  indicator.  A  screened 
vent  fitting  is  fastened  to  the  top  center  of  the  tank.  Ground 
are  connected  to  the  vehicle  from  which  fuel  is  being 
withdiawn  to  a  suitable  ground.  The  hose  is  inserted  into 
me  tank,,  a  fluid  control  valve  is  turned  to  the  “in”  or 
out  position,  and  the  hand  pump  is  put  into  operation.  The 

SS  1Sfmade.of  12  and  14.  gauge  steel.  The  fittings  are 
made  of  cast  iron  and  have  internal  protector  screens  The 
hand  pump  is  double-acting,  self-priming,  and  7  gallons 
per  minute  capacity  The  hose  is  %"  inner  diameter  x 
long  and  is  made  of  Buna-n  Rubber.  A  non-porous  cast 
non  filter  removes  water  and  foreign  particles. 

INSPECTION  AND. TEST :  The  tanker  was  tested  by  the 
Factory  Mutual  Engineering  Division,  Norwood,  Massa- 
chusetts  It  was  tested  for  leakage  when  tilted  and  for  the 
ability  of  the  ventilator  to  arrest  flames  and  to  relieve  a 

.0  1 sPatiifaPcr,oryUre  Wi'hin  'he  The  WaS  f°“"d 

:  Committee  on  Test  recom¬ 

mends  the  approval  of  the  Tempo  Tanker  Model  FM-1009 
under  the  provisions  of  C26-107.2  of  the  Building  Code  The 
TWH  be  permanently  labeled,  “Approved  by  the 

Foard  of  Stanckrds  and  Appeals  for  use  in  New  York  Citv 
under  Calendar  Number  281-70-SA.  y 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con- 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
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time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership.,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

*  Correction — In  the  Description  and  Recommendation 
sections  the  matter  shown  in  italics  has  been  added  to 
complete. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  21,  1971,  as  they 
appeared  in  Bulletin  No.  52,  Vol.  56,  are  hereby  corrected 
to  read  as  follows  : 

743-64-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Clifford  A.  Stevens. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

743-64-SM — Amendment  to  resolution  as  to  additional  uses 
of  fire  treated  architectural  panel. 

United  States  Plywood,  New  York  City,  requested  that 
the  resolution  adopted  March  9,  1965  and  amended  through 
October  17,  1967  under  Calendar  Number  743-64-SM  be 
reopened  and  amended  as  to  additional  uses  of  fire  treated 
architectural  panel. 

PROPOSED  USE:  Architectural  panel. 

DESCRIPTION:  Section  C26-504.10  (c)  (10)  of  the 
New  York  City  Building  Code  exempts  interior  finish  ma¬ 
terials  of  less  than  .036"  in  thickness  from  the  ffamespread 
rating  requirements  of  other  interior  finish  materials.  The 
request  is  to  permit  the  use  of  Treated  Novoply  Core  Panel 
zc nth  a  veneer  of  0.036"  or  less  in  thickness  as  an  interior 
finish  in  all  occupancy  groups. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  9,  1965  and 
amended  through  October  17,  1967  under  Calendar  Number 
743-64-SM  be  reopened  and  amended  to  permit  the  use  of 
Treated  Novoply  Core  Panel  with  a  veneer  of  0.036"  or  less 
in  thickness  as  an  interior  finish  in  all  occupancy  groups 
under  C26-504.10(c)(2)  on  condition  that  the  requirements 
which  are  not  countermanded  by  this  resolution  of  the  origi¬ 
nal  resolution  and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annully  with  this 


Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

^Correction — In  the  Description  and  Recommendation  sec¬ 
tions  of  the  case,  the  matter  shown  in  italics  has  been  added 
to  correct. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  21,  1971,  as  they 
appeared  in  Bulletin  52,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

713-60-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Clifford  A.  Stevens. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

713-60-SM :  Amendment  to  resolution  as  to  additional  uses 
of  fireproof  plywood. 

United  States  Plywood,  New  York  City,  requested  that 
the  resolution  adopted  December  5,  1961  and  amended 
through  October  27,  1970  under  Calendar  Number  713-60- 
SM  be  reopened  and  amended  as  to  additional  uses  of  fire¬ 
proof  plywood. 

PROPOSED  USE:  Fireproof  plywood. 

DESCRIPTION:  Section  C26-504.10  (c)  (10)  of  the 
New  York  City  Building  Code  exempts  interior  finish 
materials  of  less  than  .036"  in  thickness  from  the  flame- 
spread  rating  requirements  of  other  interior  finish  materials. 
The  request  is  to  permit  the  use  of  Weldwood  Fireproofed 
Plywood  with  a  veneer  of  0.036"  or  less  in  thickness  as  an 
interior  finish  in  all  occupancy  groups. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  5,  1961  and 
amended  through  October  27,  1970  under  Calendar  Number 
713-60-SM  be  reopened  and  amended  to  permit  the  use  of 
Weldwood  Fireproofed  Plywood  with  a  veneer  of  0.036"  or 
less  in  thickness  as  an  interior  finish  in  all  occupancy  groups 
under  C26-504.10(c)(2)  on  condition  that  the  requirements 
which  are  not  countermanded  by  this  resolution  of  the  origi¬ 
nal  resolution  and  previous  amendments  be  complied  with. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  iamihar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
oard,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
tailure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

*  Correction  In  the  Description  and  Recommendation  sec¬ 
tions  of  the  case,  the  matter  shown  in  italics  has  been  added 
to  correct. 


CORRECTION 

0f 

S^fol^  .lle,,n  8’  V01'  57  are  corrected  Z 

672-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

S  nfBr?S^PP!iCnion  °Ctober  13,.1971— for  Modification 
ot  Certificate  of  Occupancy  re-  sprinkler  system 

PREMISES  AFFECTED — 753  to  755  Grand  Street,  north 
side  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 

APPEARANCES— 

F%hnPR ' pSragfta,  F.hb.P'  Manfredi'  F  D’  and 

For  Owner:  None. 


ACTION  OF  BOARD— Application  granted  on  condition 
THE  VOTE— 

AKlNntiVr  V-CC-  Chai^aJ"  Becker’  Commissioner 
Nolan  Commissloner  Madigan  and  Commissioner 

Negative:  . . .  ^ 

Absent :  Chairman  Gaivin  ’ .' .’ .’ .’ ’  * ' '  ‘ ' '  j  ‘ ' '  * . .  J 

THE  RESOLUTION— 

Octobefum,  rSds:"  °'  the  Kr'  dated 

PnprriAPfPfcatl^n  .,is  hfreAby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provismns  of  1804.4c.6  of  the  City  Charter,  to  modify 

building:  °f  0ccupancy  in  relation  to  the  following 

75351S3/755  Grand  StreCt’  Brooklyn— ' Certificate  No. 

to  nJr1rLe;+,Tlif7ing  °f  the,  subject  certificate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department 

structure 6 in  ^th^0?3  protection  for  this  residential 

structure  in  the  form  of  fire  extinguishing  equipment 

tratfve ^ode!^  SeCti°n  C19'161-0a  of  the  AdSs- 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

NOTE :  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced 

tive  Cod lRity:  C19'1610a  of  the  Administra- 

and 

}^HER^AS-,  ?hue  P^mises  were  inspected  by  a  committee  of 

tdeBr  «1tat,?oISrnd'<i  ‘he  aPP'ica,i°n  granted 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modffication  of  the  Certificate  of  Occupancy  be  and k 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  non-automatic  sprinkler  system  in  the 
cellar,  with  an  automatic  fire  alarm,  and  central  office  con¬ 
nection,  and  all  other  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with.  w 

^Correction— In  the  Resolved  section  above  the  word  auto- 
in  i?aliS\boZ.  COrreCted  10  read  non-automatic  as  shown 
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WilliaiJ0.  Nolan 
Philip  P.  XcSusTa,  _ 

Com  missioners. 


Herman  M.  Karson,  R.  A.,  Deputy  Director 
James  P.  Mulroy,  Secretary 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  March 
28,  1972,  Affecting  Calendar  Numbers— 


139-65-BZ 

224-38-BZ- 

1000-55-BZ 

1755-61-BZ 

1207-66-BZ 

78-68-BZ 

87-69-BZ 

103-70-BZ 

636-70-BZ 

706-70-BZ 

627- 71-BZ 

628- 71-A 
673-71-BZ 
12-72-BZ 

58- 72-BZ 

59- 72-A 

60- 72-BZ 

61- 72-A 


62- 72-BZ 

63- 72-A 

64- 72-BZ 

65- 72-A 

66- 72-BZ 

67- 72-A 

68- 72-B  Z 

69- 72-A 

70- 72-BZ 

71- 72-A 

72- 72-BZ 

73- 72-A 

74- 72-BZ 

75- 72-A 

76- 72-BZ 
76A-72-BZ 

77- 72-BZ 

78- 72-BZ 


79- 72-BZ 

80- 72-BZ 

81- 72-BZ 

82- 72-BZ 

83- 72-BZ 

84- 72-BZ 

85- 72-BZ 

86- 72-BZ 
86A-72-BZ 

87- 72-BZ 

88- 72-BZ 

93- 72-BZ 

94- 72-A 

734- 71-BZ 

735- 71-A 
771-71-BZ 
54-72-BZ 


Vol.  Ill 


John  B.  Cincotta,  C/nV/ 


Office— 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  March 
28,  1972,  Affecting  Calendar  Numbers — 


907-49-SA 

673-57-SA 

171-59-SM 

324-59-SM 

1688-61-SA 

256-62-SM 

109-63-SA 

505-65-SA 


53-66-SM 

928-66-SA 

287-67-SA 

655-71-SM 

660-71-SA 

16-72-SM 

152-72-SA 

718-66-SM 


985-66-SA 
1-67-SA 
142-67-SM 
3-72-SM 
767-71-BZ 
754-71-BZ 
4372-BZY — 
Vol.  VIII 


Remaining  Minutes  of  March  28,  1972,  will  appear  in  the 
issue  of  April  20,  1972. 


Corrections  Affecting  Calendar  Numbers _ 

60-60-SM  736-71-A  716-71-A 

665-7 1-A 
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DOCKET 

New  Cases  Filed  up  to  March  28, 1972 

Cal.  No.  Dept.  Premises  Affected 

207-72-BZ — B.Q. — 66-26  Metropolitan  Avenue,  southeast 
corner  of  65th  Lane,  Block  3605,  Lot  1,  Middle  Village, 
Borough  of  Queens,  Community  Board  #5,  N.B.  1097-71, 
re-  parking  facility  for  proposed  warehouse,  outlet,  and 
retail  stores,  Ml-2  district. 


208-72-BZ — B.Q. — 95-10  Ditmars  Boulevard,  southeast 
corner  of  95th  Street,  Block  1072,  Lots  1,  23,  42,  Astoria, 
Borough  of  Queens,  Community  Board  #3,  N.  B.  104-72, 
re-  proposed  use  of  public  parking  garage,  R3-2  district. 


209-72-BZ — B.Q.— 127-01  Metropolitan  Avenue,  north¬ 
east  corner  of  127th  Street,  Block  9249,  Lot  65,  Kew 
Gardens,  Borough  of  Queens,  Community  Board  # 9 , 
Alt.  No.  1004-71,  re-  proposed  open  attendant  parking 
use,  R5  district. 


210-72-BZ — B.M.— 432  to  434  East  88th  Street,  south  side, 
257  feet  east  of  York  Avenue,  Block  1567,  Lot  35,  Bor¬ 
ough  of  Manhattan,  Community  Board  #8,  N.B.  1-72, 
re-  open  space  ratio,  lot  area,  R-8  district. 


211-72-BZ — B.B. — 343  to  357  100th  Street,  and  9924  4th 
Avenue,  northwest  corner,  Block  6134,  Lots  28,  33,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #10,  N.B.  16-72, 
re-  proposed  parking  spaces,  bulk,  lot  area,  Cl-2  and 
R6  district. 


212-72-BZ— B.B.— 10002  to  10008  4th  Avenue,  and  350 
100th  Street,  southwest  corner,  Block  6137,  Lot  81,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #10  Alt.  No.  87-72, 
re-  proposed  accessory  off  street  parking,  R6  district. 


213-72-BZ — B.B. — 5405  Glenwood  Road,  north  side,  40 
feet  6  inches  east  of  East  54th  Street,  Block  7972,  Lot 
9,  Borough  of  Brooklyn,  Community  Board  #17,  Alt. 
No.  1066-71,  re-  proposed  change  in  use  from  a  one 
family  to  a  two  family,  R-4  district. 


214-72-SM — Philip  R.  Siener,  Jr.,  Aristocrat  armor-shell, 
armor  glass,  flamefoil  for  awning  fabric,  manufactured 
by  Philip  R.  Siener,  Jr.  Material. 


215-72-SM — Reeves-Bowman  Division  Cyclops  Corpora¬ 
tion,  1  y2"  V-Grip  steel  floor  units  with  concrete  fill  for 
floor  and  ceiling  construction,  manufactured  by  Reeves- 
Bowman  Division  Cyclops  Corporation,  Material. 


216-72-SA— Temperature  Control  Incorporated,  roof 
mounted  air  conditioning  and  heating  unit  Model  TCI 
model  number  CFC-304-G450,  manufactured  by  Tem¬ 
perature  Control  Incorporated,  Appliance. 


217-72-BCR — Received  March  15,  1972 — Reference 
Standard  RS  5-2  ASTME-119;  standard  method  of  fire 
tests  of  building  construction  materials  amended  to. 


218-72-BCR — Received  March  21,  1972 — Reference 
Standard  RS  5-5  ASTME-84  standard  method  of  test 
for  surface  burning  characteristics  of  building  materials, 
amendment  to. 


219-72-BCR — Received  March  21,  1972 — Reference 
Standard  RS  5-10  ASTME-E-108  standard  method  of 
fire  tests  of  roof  coverings,  amendment  to. 


220-72-SM — -Wilson  Research  Corporation,  luminous 
ceiling  lighting  louver,  dimension  70  and  72  with  vinyl- 
flex  membrane,  manufactured  by  Wilson  Research  Cor¬ 
poration,  Material. 


221-72-BZ — B.M. — 1006-1008  Fifth  Avenue,  east  side, 
27.2  feet  south  of  East  82nd  Street  and  2  East  82nd 
Street,  Block  1493,  Lots  68,  70,  71,  72,  Borough  of 
Manhattan,  Community  Board  #8,  N.B.  28-72,  re-  park¬ 
ing  not  provided  for  proposed  residence  building,  R10 
district. 


222-72-A — B.M. — 27  to  41  Madison  Avenue,  and  24  to 
40  East  26th  Street,  southeast  corner,  Block  855,  Lot 
37,  Borough  of  Manhattan,  N.B.  118-69,  re-  glass  panels 
in  a  public  corridor,  C5-3  district. 


223- 72-A — B.M. — 14  to  26  Cortlandt  Street,  south  side, 
153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Borough 
of  Manhattan,  N.B.  87-69,  re-  projection  of  bridge  not 
permissible  beyond  building  lines,  C5-5  district. 

224- 72-SM — American  Standard  Incorporated,  designer 
line  products  2146,  2152  bathroom  fixtures,  manufactured 
by  American  Standard  Incorporated,  Material. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Denartment  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings.  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


APRIL  25,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  fol¬ 
lowing  matters : 

392-21-BZ — Vol.  II 

APPLICANT — Ronald  S.  Platt  for  M.  Spiegel  and  Sons 
Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  reconstuc- 
tion  and  extension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 1210-1216  Myrtle  Avenue  and 
75-83  Suydam  Street,  southwest  corner,  Block  3205,  Lots 
25  and  26,  Borough  of  Brooklyn. 


861-48-BZ— Vol.  I 

APPLICANT — Sherwin  B.  Abrams  for  Alexander’s,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  and  extension  of 
term  of  variance  which  expired  November  13,  1968— deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  parking  of  more 
than  five  motor  vehicles  for  customers  and  patrons  of 
Alexander’s  Department  store  (no  fee  to  be  charged). 

PREMISES  AFFECTED — 2519-2525  Creston  Avenue  and 
62  East  191st  Street,  southwest  corner,  Block  3175,  Lots 
26  and  36,  Borough  of  The  Bronx. 


216-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Stefano  Formica 
and  Anthony  Gitto,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso- 
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lution,  permitting'  in  a  retail  use  district,  the  maintenance 
of  a  retail  store  for  wood  cabinet  making  and  retail  sales 
(using  power  saws). 

PREMISES  AFFECTED — 6726  5th  Avenue,  west  side,  20 
feet  south  of  Senator  Street,  Block  5855,  Lot  40,  Borough 
of  Brooklyn. 


584-71-BZ 


APPLICANT — Maxfield  Blaufeux  and  Hey  wood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT  Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 


PREMISES  AFFECTED— 9914  to  9924  Farragut  Road, 
602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 


Laid  over  from  March  21,  1972,  at  the  request  of 
Community  Planning  Board  #17. 


304-67-BZ — Vol.  Ill 


697-71-A 

APPLICANT — Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT  Application  October  27,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 41  to  45  West  71st  Street, 
north  side,  300  feet  east  of  Columbus  Avenue,  Block  1124! 
Lot  13,  Borough  of  Manhattan. 


725-71-BZ 

— Joseph  H.  Lombardi  for  Lawrence  J. 
Mohr,  owner,  Ettore  d’Ortona  and  Nichols  Finnoli 
lessee. 

SUBJECT— Application  November  12,  1971— decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  seven  story  multiple  dwelling  the  extension  of 
the  first  floor  restaurant. 

PREMISES  AFFECTED — 79  to  81  Macdougal  Street, 
west  side,  137.9  feet  south  of  Bleecker  Street,  Block  526,’ 
Lot  28,  Borough  of  Manhattan. 


■^•PPUICANT  Andrew  Di  Cammillo  for  Marjan  Realty 
Company,  owner. 

SUBJECT— Application  reopened  as  Volume  III,  Septem- 
ber  1,  1971  decision  of  the  Borough  Superintendent,  un- 
der  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessgry  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing. 

AFFECTED — 1680  Canarsie  Road,  south  side, 
100.5§4s  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41 
Borough  of  Brooklyn. 

Laid  over  from  March  21,  1972,  for  hearing,  at  the 
request  of  the  local  Community  Planning  Board. 


611-71-BZ 

APPLICANT— Maurice  Intrator  for  Abraham  Wialanski 
owner. 

SUBJECT  Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  an  R8  district  in  an  existing 
five  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

PREMISES  AFFECTED — 41  West  64th  Street,  north 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  13 
Borough  of  Manhattan. 

Laid  over  from  March  21,  1972,  for  hearing,  at  the 

request  of  Community  Planning  Board  #7. 


696-71-BZ 

APPLICANT — Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT  Application  October  27,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  six  story  multiple  dwelling,  the  conversion  of  the 
doctors’  offices  in  the  cellar  to  an  apartment  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED — 41  to  45  West  71st  Street 

TSlde’  300  feet  east  of  Columbus  Avenue,  Block 
1124,  Lot  13,  Borough  of  Manhattan. 


776-71-BZ 

APPLICANT— Harold  E.  Diamond  for  City  of  New  York 
owner,  Jewish  Community  Center  of  Staten  Island,  lessee! 

SUBJECT— Application  December  17,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-17  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  outdoor  day  camp  with  accessory  uses. 

AFFECTED — 1466  Manor  Road,  west  side 
100.00  feet  south  of  Brielle  Avenue,  Block  955  Lot  100 
Todt  Hill,  Borough  of  Richmond.  Community  Board  #3. 

126-72-BZ 

A£FLI9ANT-Andrew  Di  Camillo  for  St.  Finbar’s  R.  C 
Church,  owner. 

SUBJECT— Application  February  10,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  off-site  accessory  garage  for  a  church 
that  encroaches  on  the  required  front  and  rear  yard. 

A^^^CTED — 137  Bay  20th  Street,  east  side, 
203  feet  y2  inch  south  from  Benson  Avenue,  Block  6405, 
Lot  12,  Borough  of  Brooklyn,  Community  Board  #11. 

SAMUEL  L.  BECKER,  Chairman 


nrniL,  25,  19/Z,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon ,  April  25,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

217-72-BCR 

A  cP-'VI-<^A'^,d' — J°sePh  Stein,  Commissioner,  Department  of 
/  SubJ’ect:  Reference  Standard  RS  5-2 

(ASIM  E-119  Standard  Method  of  Fire  Tests  of  Build¬ 
ing  Construction  Materials — 1961)  Amendment  to. 


218-72-BCR  - 

APrPdjfCj^P — Joseph  Stein,  Commissioner,  Department 
of  Buildings—  Subject:  Reference  Standard  RS  5-5 
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(ASTM  E-84  Standard  Method  of  Tests  for  Surface 
Burning  Characteristics  of  Building  Materials — 1961) 
Amendment  to. 

219-72-BCR 

APPLICANT — Joseph  Stein,  Commissioner,  Department  of 
Buildings — Subject:  Reference  Standard  RS  5-10 

(ASTM  E-108  Standard  Method  of  Fire  Tests  of  Roof 
Coverings — 1965)  Amendment  to. 

629-66-SA 

APPLICANT — Edwards  Company,  Incorporated — Fire 

alarm  system. 

140-67-SA 

APPLICANT — Stewart  Warner/Alemite  Sales  Company — 
Motor  oil  pump. 

723- 71-SA 

APPLICANT — Edwards  Company,  Incorporated — Thermal 
detectors. 

724- 7 1-S A 

APPLICANT — Edwards  Company,  Incorporated — Fan  shut 
down  panel. 

740-71-SM 

APPLICANT — Phillips  Products  Company,  Incorporated — 
Transition  fitting. 

148-72-SA 

APPLICANT — H.  G.  Burroughs  and  Associates,  Incorpo¬ 
rated — Air  filter. 

198-72-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated — 
Two  hour  fire  rated  loan  bearing  combustible  dry  wall  par¬ 
tition. 

200-72-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated — 
One  hour  fire  rated  combustible  floor-ceiling  assembly. 

202- 72-SM 

APPLICANT — Ameriqan  Standard  Incorporated — Lava¬ 
tory. 

203- 72-SM 

APPLICANT — Universal  Builders  Supply  Company — Form 
systems. 

666-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


808-71-A 

APPLICANT — Shreve  Lamb  and  Harmon  Associates  for 
Fisher  Brothers  Albany  Company,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  vertical  fire 
division,  stairs,  corridors,  exit  passageways,  escalators. 

PREMISES  AFFECTED— 126  to  138  Liberty  Street,  3  to 
13  Albany  Street,  124  to  140  Greenwich  Street,  133  to  151 
Washington  Street,  entire  block,  Block  54,  Lots  1,  3,  6,  8, 
15,  16,  18,  20,  21  22  23  and  26  Borough  of  Manhattan. 


130-72-A 

APPLICANT — Joseph  Papp  for  Parks  Recreational  and 
Cultural  Affairs  Administration,  New  York  Shakespeare 
Festival,  owner. 

SUBJECT — Application  February  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Theatre  use 
on  the  third  floor. 

PREMISES  AFFECTED — 425  Lafayette  Street,  east  side, 
160  feet  7  inches  south  of  Astor  Place,  Block  544,  Lot  16, 
Borough  of  Manhattan. 


131-72-A 

APPLICANT — E.  E.  LaRue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  February  11,  1972 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  a  flam¬ 
mable  mixture,  known  as  Siloo  for  Gas  Tanks,  in  15  ounce 
sealed  metal  can  with  pull  tab,  container  not  in  accordance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


133-72-A 

APPLICANT — Brite  Car  Wash,  Incorporated  for  John 
Treanor,  owner. 

SUBJECT — Application  February  11,  1972 — Review  of  a 
decision  of  the  Borough  Superintendent,  re-  approval  of  a 
permit. 

PREMISES  AFFECTED — 2490  Third  Avenue,  east  side, 
25.66  feet  north  of  East  136th  Street,  Block  2318,  Lot  19, 
Borough  of  The  Bronx. 


138-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young,  owner. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  louvers  on  lot  line  wall. 

PREMISES  AFFECTED— 2  to  6  Washington  Place,  707 
Broadway,  southwest  corner,  270  to  2 76  Mercer  Street, 
Block  546,  Lots  31,  33,  34,  35,  Borough  of  Manhattan. 


179-72-A 

APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Trustee  of  August  Flattau  c/o  Robert  W. 
Maloney,  owner ;  Liberty  Moving  and  Storage  Corporation, 
lessee. 

SUBJECT — Application  March  9,  1972 — Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 48-50  West  65th  Street,  south 
side,  175  feet  east  of  Broadway,  Block  1117,  Lot  53,  Bor¬ 
ough  of  Manhattan. 


180-72-A 

APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Flattau  Trustee  of  August  Flattau  c/o 
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Robert  W.  Maloney,  owners;  Liberty  Moving  and  Storage 
Corporation,  lessee. 

SUBJECT— Application  March  9,  1972— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 43-47  West  64th  Street,  north 
side,  109.11  feet  east  of  Broadway,  Block  1117,  Lot  10 
Borough  of  Manhattan. 


SAMUEL  L.  BECKER,  Chairman 


MAY  2,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning.  May  2,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

677-54-BZ — Vol. .  II 

APPLICANT— Victor  E.  Block  for  415  West  150th,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  terms  of  variance  which  expires  May  1,  1972- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  change  of  occu¬ 
pancy  from  garage  and  dead  storage,  to  garage,  storage  of 
roofing  materials  and  sheet  metal  shop. 

PREMISES  AFFECTED  4 1. 3-4- 1 5  West  150th  Street, 
north  side  93  feet  2  inches  east  of  Convent  Avenue,  Block 
2065,  Lot  22,  Borough  of  Manhattan. 


190-55-BZ 


APPLICANT— Irwin  Emerman  for  Cities  Service  Oil  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  4,  1972— 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7f  and  7A  of  the  Zoning  Reso¬ 
lution  permitting  in  a  business  use  district  the  relocation  of 
existing  gasoline  service  station  located  at  6101-6111  Bay 
Parkway,  to  present  site  presently  used  for  the  sale  of  used 
cars  by  permitting  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing  (non  auto¬ 
matic)  motor  vehicle  repairs,  and  to  permit  the  parking 
and  storage  of  more  than  five  motor  vehicles  with  a  business 
entrance  (curb  cut)  nearer  the  residence  use  district  than 
is  permitted. 


PREMISES  AFFECTED — 6002-6012  Bay  Parkway,  south- 
Brooklynner  °f  ^  StrCet’  B1°Ck  SS22’  Lot  36’  Borou&h  of 


624-55-BZ— Vol.  II 

APPLICANT— Paul  Gordon  for  N.  B.  North  Realty  Corpo¬ 
ration,  owner.  v 

SUBJECT  Application  for  consideration — reopening  for 

umnS!?n-°-f  terrm,of  variance  which  expires  March  18, 
U>73  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station! 
ubritorium,  car  washing,  office,  minor  auto  repairs  with 
hand  tools  only,  safety  inspection  station  and  parking  and 
storage  of  motor  vehicles. 

P43E?5\SnE4S3  4F?n^C7ftD^202'1lNorthern  Bou,evard  and 
t  “i  i®43'3.0,  20^rd  Street-  northwest  corner,  Block  6263 
Lot  17,  Bayside,  Borough  of  Queens. 


576-56-BZ 

APPLICANT  Millard  Bresin  for  Petrina  Franzone,  owner. 

SUBJECT  Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  19,  1972— decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use.  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  non  automatic 
auto  laundry,  minor  auto  repairs  shop  with  hand  tools  only 
and  the  parking  of  motor  vehicles  awaiting  service. 

PREAIISES  AFFECTED — 49-05  Astoria  Boulevard  North 
northeast  corner  of  49th  Street,  Block  1000,  Lot  35,  Jack- 
son  Heights,  Borough  of  Queens. 


754-56-BZ  - 

APPLICANT  Marand  Associates  for  Morton  Pinkwasser 
d/b/a  Portrom  Realty  Corporation,  owner. 

SUBJECT-  Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  15,  1972 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution  permitting  in  a  residence  and  business  use  district 
he  maintenance  of  a  parking  lot  (non  commercial)  (non 
transient)  on  the  unbuilt  upon  portion  of  the  plot  in  the 
rear  of  existing  stores. 

PPP^ISES  AFFECTED— 66-98  East  Burnside  Avenue, 
zuoa  -ZU45  Morns  Avenue,  southwest  corner  and  2036-2046 
WaUon  Avenue,  southeast  corner  of  East  Burnside  Ave¬ 
nue,  Block  2829,  Lot  45,  Borough  of  The  Bronx. 


641-71-BZ - 

APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971-decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Reso  ution,  to  permit  in  an  R6  district,  in  an  existing  11 
story  multiple  dwelling,  the  conversion  of  the  doctors  offices 
in  the  cellar  to  apartments  that  increases  the  degree  of  non- 
compliance  in  lot  area  requirements  and  minimum  distance 
between  windows  and  lot  lines. 

P??3^IaS^^AriFQtECrED‘T3201'3223  Avenue  H,  and  773- 
/93  East  32nd  Street,  northeast  corner,  Block  7560,  Lot  1 
Borough  of  Brooklyn. 


642-71- A  - - - 

APPLICANT — Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971— appeal  from  a 

decision  of  the  Borough  Superintendent  re-  windows  open¬ 
ing.  v 

P?nE^ISi?S^f^EcCTED_3201  to  3223  Avenue  H-  and  773 
to  795  East  32nd  Street,  northeast  corner,  Block  7560,  Lot 
L  Borough  of  Brooklyn. 


Salvati  and  Son  for  Salvatore 


750-71-BZ  - 

APPLICANT — Dominick 
Castelli,  owner. 

SUBJECT— Application  December  6,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  tw0>  story  and  basement,  two  family  dwelling  with  a 
doctor  s  office  that  exceeds  the  permitted  lot  coverage,  has 
less  than  the  required  lot  area  per  room  and  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED— 2501  Cropsey  Avenue,  north- 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 
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805-71-BZ 

APPLICANT— George  Fuchs  for  Marlboro  Jewish  Center, 
owner. 

SUBJECT — Application  December  29,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  RS  district, 
the  erection  of  a  two  story  and  cellar  enlargement  to  an 
existing  synagogue  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 2324  to  2328  West  13th  Street, 
west  side,  160  feet  south  of  Avenue  W,  Block  7160,  Lots 
15  and  18,  Borough  of  Brooklyn. 


170-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  195  Broadway  Corporation,  owner. 

SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 195  Broadway,  northwest  cor¬ 
ner  of  Dey  Street,  Block  80,  Lots  1,  14,  17,  20,  Borough 
of  Manhattan. 


171-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 

SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 14-26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3, 
Borough  of  Manhattan.  Community  Board  #  . 

SAMUEL  L.  BECKER,  Chairman 


MAY  2,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  May  2,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

754-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 
SUBJECT — Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38, 
Borough  of  Brooklyn.  Community  Board  #12. 

Hearing  closed. 


121-72-A 

APPLICANT — Larry  Meltzer  for  Price  Nelson  Incor¬ 
porated,  owner;  Columbus  Foods  Incorporated,  lessee. 

SUBJECT — Application  February  7,  1972 — appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 


PREMISES  AFFECTED— 289-295  Columbus  Avenue,  54- 
60  West  74th  Street,  southwest  corner,  Block  1126, 
Lot  61,  Borough  of  Manhattan. 


139-72-A  . 

APPLICANT — Harry  Soled  for  Rabbi  C.  Friedman,  owner. 

SUBJECT — Application  February  16,  1972 — decision  of  the 
Borough  Superintendent,  re-  public  use  in  frame  building. 
PREMISES  AFFECTED— 4706  12th  Avenue,  west  side, 
35  feet  2}/%  inches  from  47th  Street,  Block  5627,  Lot  59, 
Borough  of  Brooklyn. 


150-72- A 

APPLICANT — Albert  Homer  Swanke  for  Rock  McGraw, 
Incorporated,  owner ;  Rock  McGraw,  Incorporated,  lessee. 

SUBJECT — Application  February  22,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  interior  cor¬ 
ridors  and  transoms. 

PREMISES  AFFECTED — 1221-37  Avenue  of  the  Amer¬ 
icas,  west  side  from  West  48th  to  West  49th  Streets, 
Block  1001,  Lots  13  thru  53,  Borough  of  Manhattan. 


153-72-A 

APPLICANT — Jerome  L.  Grushkin,  R.  A.  for  Borgee 
Builders,  owner. 

SUBJECT — Application  February  23,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 121  Whitman  Avenue,  north 
side,  170  feet  east  of  Hylan  Boulevard,  Block  5203, 
Lot  67,  Great  Kills,  Borough  of  Richmond. 


154-72-A 

APPLICANT — Jerome  L.  Grushkin,  R.  A.  for  Borgee 
Builders,  owner. 

SUBJECT — Application  February  23,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 119  Whitman  Avenue,  north 
side,  140  feet  east  of  Hylan  Boulevard,  Block  5203, 
Lot  67,  Great  Kills,  Borough  of  Richmond. 

SAMUEL  L.  BECKER,  Chairman 


MAY  9,  1972,  10  A.M. 

NOTICE  IS  HEREBY ^ GIVEN  of  a  public  hearing 
Tuesday  morning  May  9,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

779-71-BZ 

APPLICANT — Dr.  Daniel  Dicker  for  Clearview  Nursing 
Home,  owner. 

SUBJECT — Application  December  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  nursing  home. 

PREMISES  AFFECTED— 157-14  19th  Avenue  and  19-01 
157th  Street,  southeast  corner,  Block  4749,  Lot  1,  White- 
stone,  Borough  of  Queens.  Community  Board  #7. 
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5-72-BZ 

APPLICANT — Nathan  Silberman  and  M.  L.  Goldsmith  for 
Parkdale  Realty  Company,  owner. 

SUBJECT — Application  January  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district, 
in  an  existing  6  story  and  cellar  multiple  dwelling,  the 
conversion  of  the  doctors  office  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-conformity  and  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED — 89-10  63rd  Drive,  east  side, 
320  feet  north  of  Carlton  Street,  Block  3117,  Lot  17,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 


6-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Frank  Pic¬ 
colo,  owner ;  Compusort  and  the  Prudential  Life  Insurance 
Company,  lessee. 

SUBJECT — Application  January  10 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
one  story  enlargement  to  a  commercial  building  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 1078  to  1082  Utica  Avenue, 
northwest  corner  of  Beverly  Road,  Block  4734,  Lot  32, 
Borough  of  Brooklyn.  Community  Board  #9. 


15-72-BZ 

APPLICANT — George  Fuchs  of  Office  of  Samuel  Paul  for 
White  Castle  Systems,  Incorporated,  owner. 

SUBJECT — Application  January  18,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  conjunction  with 
the  reconstruction  of  a  drive-in  restaurant  the  installation 
of  illuminated  signs  that  exceed  the  permitted  surface  area. 

PREMISES  AFFECTED— 96-22  Rockaway  Boulevard, 
southwest  corner  of  97th  Street,  Block  9167,  Lot  7,  Wood- 
haven,  Borough  of  Queens.  Community  Board  #10. 


90-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  and  Cl-5  district,  the 
erection  of  four  additional  stores  to  an  existing  eight  story 
telephone  exchange. 

PREMISES  AFFECTED — 208  to  216  East  79th  Street, 
south  side,  85  feet  east  of  Third  Avenue,  Block  1433,  Lots 
40,  44,  and  145,  Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  28,  1972,  10  A.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  14,  1972,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  March  23,  1972,  Vol.  57, 
No.  12. 

139-65-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  ABSO  Mason 
Contracting  Corporation,  owner. 

SUBJECT — Application  February  9,  1965 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  enlarge¬ 
ment  in  area  of  an  existing  one  story  factory  previously 
granted  by  the  Board. 

PREMISES  AFFECTED— 2404-2410  McDonald  Avenue, 
west  side,  92  feet  south  of  Village  Road  South,  Block  7149, 
Lot  10  (formerly  10,  11  and  12),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 

Negative :  . 

Absent:  Commissioner  Madigan . 


224-38-BZ— Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  October  2,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7e,  7f,  7h  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  and  residence  use  district,  a 
gasoline  service  station,  lubritorium,  auto  laundry  (non¬ 
automatic),  minor  auto  repair  shop,  with  hand  tools  only, 
parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 32-45  to  32-55  Francis  Lewis 
Boulevard,  northeast  corner  of  33rd  Avenue,  Block  6025, 
Lot  36,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  October  2,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the  Bulle¬ 
tin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  2,  1956,  as  amended 


through  September  24,  1957,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  ten  years  from  October  2,  1971, 
to  permit  ...  ;  on  condition  that  the  grass  areas  and 
screening  shall  be  restored  and  maintained  as  required 
by  the  resolution  adopted  by  the  Board  on  October  2, 
1956;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  2517-55) 


1000-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Sheffield  Reha¬ 
bilitation  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  a  parking  lot 
for  more  than  5  cars. 

PREMISES  AFFECTED — 940-942  Marcy  Avenue,  west 
side,  80  feet  south  of  Macon  Street,  Block  1850,  Lots  26 
and  35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

4  THE  VOTE— 

®  Affirmative:  Chairman  Becker,  Vice.  Chairman  Klein, 

*  Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  30,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
30,  1956,  as  amended  through  October  10,  1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  20, 
1972,  to  permit  ...  ;  on  condition  that  paving  and 
bumpers  comply  with  the  rules  and  regulations  of  the 
Department  of  Buildings ;  that  the  sidewalk  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  gates  be  installed 
in  the  fence  on  Marcy  Avenue  in  accordance  with  the 
terms  and  conditions  of  the  resolution  adopted  by  the 
Board  on  October  30,  1956;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  4411-55) 


1755-61-BZ 

APPLICANT — Reavis  and  McGrath  for  Livia  M.  Peppe, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  15,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  and  residence  use  district, 
the  change  in  use  of  the  first  floor  of  an  existing  three 
story  building  from  coffee  shop  to  restaurant  and  cabaret 
including  mezzanine  with  flagpole  and  banner  above  first 
floor,  the  upper  floors  to  remain  apartments. 
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PREMISES  AFFECTED — 106  West  3rd  Street,  south 
side,  103  feet  east  of  McDougal  Street,  Block  540,  Lot  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  R.  S.  Hardy  and  Ruth  E.  Wittenberg. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


N  egative :  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  15,  1962,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  15, 
1962,  as  amended  through  June  23,  1964  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  May  15,  1972, 
to  permit  ...  ;  on  condition  that  there  be  no  barkers 
at  the  entrance;  that  the  lights  along  the  edge  of  the 
awning  be  made  non-flashing;  that  the  front  of  the 
building  shall  be  painted  and  so  maintained;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (Alt.  2064-61) 


1207-66-BZ 


APPLICANT — Lama  and  Vassalotti  for  Washington  De- 
Kalb  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  2,  1972 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R6  district  in  an  existing 
three  story  and  basement  building,  the  enlargement  in  area 
of  the  artist  supply  and  bookstore  in  the  basement  for 
accessory  storage  use. 

PREMISES  AFFECTED — 305  Washington  Avenue,  321 
DeKalb  Avenue,  northeast  corner,  Block  1918,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  .... 

Negative :  . 

Absent :  Commissioner  Madigan  . 


4 

d 

l 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  2,  1967,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  2. 
1967,  as  amended  through  July  9,  1968,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 


“granted  for  a  term  of  five  years  from  May  2,  1972, 
to  permit  .  .  .  :  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2005-66) 


78-68-BZ 

APPLICANT — A.  H.  Salkowitz  for  Manor  Associates, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  March  10, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C4-2  district,  the  erection  of  a 
four  story  store  and  office  building  without  the  required 
accessory  parking  and  accessory  loading. 

PREMISES  AFFECTED— 136-52  to  136-62  39th  Avenue, 
south  side,  326.39  feet  west  of  Union  Street,  Block  4980, 
Lot  24,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ira  S.  Salk. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  o 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  1,  1968,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  January  26,  1971 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
1,  1968,  as  amended  through  January  26,  1971,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  10,  1972.”  (N.B.  1759-67) 


87-69-BZ 

APPLICANT — Shea  Gould  Climenko  and  Kramer  for 
Julius  H.  Sherry,  owner;  Hess  Oil  and  Chemical  Cor¬ 
poration,  lessee. 

SUBJECT — Application  for  consideration — to  reopen  and 
grant  the  requested  variance  in  accordance  with  the  order 
of  the  Court — decision  of  the  Borough  Superintendent; 
prevously  denied,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  C8-1  and  R5  district,  the 
erection  and  maintenance  of  an  automotive  service  station. 

PREMISES  AFFECTED — 104-09  Atlantic  Avenue,  north¬ 
east  corner  of  104th  Street,  Block  9313,  Lots  51,  59,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Kevin  B.  McGrath  and  Thomas  P. 

Crinnion. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  Docket  and  set  on  the  Calendar  of  this  day,  March 
28.  1972,  for  action  by  the  Board  in  compliance  with  the 
order  of  the  Court. 
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THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  . 0 

Absent :  Commissioner  Madigan  .  1 

ACTION  OF  BOARD— Application  granted  in  accordance 

with  the  order  of  the  Court. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative:  . 0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  denied  by  the  Board  on 
July  8,  1969;  and 

Whereas,  on  October  12,  1971,  acting  on  a  proceeding 
pursuant  to  Article  78  of  the  CPLR,  the  Supreme  Court  of 
The  State  of  New  York,  Appellate  Division,  Second  De¬ 
partment,  annulled  the  Board’s  determination,  granted  the 
petition  and  directed  the  Board  to  grant  the  requested 
variance;  and 

Whereas,  this  application  was  reopened,  restored  to  the 
Docket  and  set  on  the  Calendar  of  this  day,  March  28,  1972, 
for  action  by  the  Board  in  compliance  with  the  order  of 
the  Court ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  6,  1969,  acting  on  N.B.  Applic.  154/1969, 
reads : 

“1.  Proposed  construction  of  an  automotive  service 
station,  Use  Group  13B,  on  a  lot  located  partly  within 
a  C8-1  zone  and  partly  within  an  R5  zone  is  contrary  to 
Section  32-22  of  the  Zoning  Resolution.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  grant  this  application  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C8-1  and  R5  district  the 
erection  and  maintenance  of  an  automotive  service  station, 
substantially  as  shown  on  drawings  marked  “Received 
February  26,  1969,”  three  sheets,  and  “Received  June  3, 
1969,”  two  sheets,  on  condition  that  all  laws,  rules  and 
regulations  applicable  be  complied  with ;  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


103-70-BZ 

APPLICANT — Stephen  B.  Jacobs  for  203-205  East  74th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  a  Cl-9  dis¬ 
trict,  the  erection  of  a  ten  story  mixed  building  that  en¬ 
croaches  on  the  required  rear  yard  with  windows  that 
encroach  on  the  minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED — 203  East  74th  Street,  north 
side,  71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative :  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  22,  1970,  on  certain  conditions;  and 


Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  November  16,  1971 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  22,  1970,  as  amended  through  November  16,  1971  by 
adding  thereto : 

“that  the  building  may  be  redesigned,  rearranged  and 
constructed  substantially  as  shown  on  revised  drawings 
of  proposed  conditions  marked  ‘Received  February  2, 
1972’,  seven  sheets  and  ‘Received  February  18,  1972’,  one 
sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  181-69) 


636-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  March  2,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
.granted  on  condition,  under  Section  73-211  of  the  Zoning 
Resolution,  permitting  in  a  C2-2  district,  the  reconstruction 
of  an  existing  automotive  service  station  with  accessory 
uses  previously  before  the  Board. 

PREMISES  AFFECTED— 105-55  Horace  Harding  Ex¬ 
pressway,  northwest  corner  108th  Street,  Block  1964,  Lot 
23,  Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  . 0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  2,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
2,  1971  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  wthin 
one  year  from  March  2,  1972.”  (N.B.  404-70) 


706-70-BZ 

APPLICANT— Robert  T.  Karp  for  CBMC  Housing  De¬ 
velopment  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  February  9, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of  a 
four  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio 
and  lot  area  per  room,  penetrates  the  sky  exposure  plane 
and  with  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 539  Macon  Street,  north  side, 
200  feet  west  of  Reid  Street,  Block  1666,  Lots  56  and  57, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative :  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  9,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
9,  1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  February  9,  1972.”  (N.B.  69-70) 


627-71-BZ 


APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration  —  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  a  C6-4  district, 
on  a  plot  with  a  proposed  34  story  mixed  building  previously 
before  the  Board,,  the  rearrangement  of  the  first,  second  and 
third  floors  and  installation  of  a  pool  and  recreation  facil¬ 
ities  on  the  34th  floor  and  roof. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street,  747 
to  765  Second  Avenue,  northwest  corner  and  242  East  41st 
Street,  Block  1314,  Lots  21,  128,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  .... 

Negative:  . 

Absent:  Commissioner  Madigan . 


4 

0 

1 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1971,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  February  15 
1972;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  21,  1972,  acting  on  N.B.  6/1970,  reads : 

“A6— Tower  to  comply  with  sect.  33-45  as  per 
sect.  35-632  of  the  Zoning  Resolution  for  mixed 
building.” 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  3,  1971,  as  amended  through  February  15,  1972  by 
adding  thereto:  ’  ’ 

“that  since  no  change  is  proposed,  the  building  may  be 
constructed  as  heretofore  permitted  by  the  Board  and 
substantially  as  shown  on  drawings  marked  ‘Received 
March  22,  1972’,  nine  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  6-70) 


628-7 1-A 

APPLICANT — Samuel  H.  Lindenbaum  for  Robro  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  re-  multiple  dwelling  floor  area  ratio,  previously 
granted  on  condition. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street,  747 
to  765  Second  Avenue,  northwest  corner  and  242  East  41st 
Street,  Block  1314,  Lots  21,  128,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative.:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  o 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  3,  1971,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  February  15, 
1972;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber.  3,  1971,  as  amended  through  February  15,  1972,  by 
adding  thereto : 

“that  the  work  shall  substantially  conform  to  the 
resolution  adopted  this  day  under  Calendar  Number 
627-71-BZ,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (N.B.  6-70) 

673-71-BZ 

APPLICANT — Max  Siegel  Associates  for  Toby  Miller 
owner. 

SUBJECT  Application  October  15,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-01  (b),  72-21  and  73-44  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district,  the 
erection  of  a  seven  story,  office  building  that  exceeds  the 
permitted  floor  area  ratio,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED — 175-19  148th  Road,  northeast 
corner  of  175th  Street,  Block  13379,  Lots  67,  69,  78,  81,  82, 
and  79,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Siegel  and  Toby  Miller. 

For  Opposition:  Susan  M.  Moreika,  Comm.  PI.  Bd.  #13. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  the  submission  of  additional  material  and’ infor¬ 
mation.  Continued  hearing. 

12-72-BZ  “ 

APPLICANT — Shea,  Gould,  Climenko  and  Kramer  for 
Colonial  at  Kennedy  Incorporated,  owner. 

SUBJECT— Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter,  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  at  an  existing  hotel 
previously  before  the  Board,  the  installation  of  signs  that 
exceed  the  permitted  surface  area  along  a  district  boundary 
and  exceeds  the  height  above  curb  level. 
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PREMISES  AFFECTED— 138-10  135th  Avenue,  southeast 
corner  of  Van  Wyck  Expressway,  Block  12093,  Lot  20, 
South  Ozone  Park,  Borough  of  Queens.  Community 
Board  #12. 

APPEARANCES— 

For  Applicant:  Judah  Gribetz,  Gary  G.  Benanav  and 
Peter  Herren. 

For  Opposition:  Lloyd  J.  Woods. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


58-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  distance 
between  windows  and  lot  lines,  and  exceeds  the  distance 
to  the  accessory  oversized  garage. 

PREMISES  AFFECTED— 376  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6,  Bor¬ 
ough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Norman  Segal,  J.  Raymond  Matz,  Doris 
Diether,  Martin  Berger,  Leonard  Boxer,  N.  Richard 
Wertheimer,  Ruth  Wittenberg,  Joan  Staliar,  Monica 
Blum,  Rev.  P.  Laughlin,  Jr.,  Eugenia  W.  de  Wilde  and 
James  E.  Shaw  and  others. 

For  Opposition:  H.  Marshall  Scolnick,  James  McMackin, 
Guy  Mazarin,  Milton  Lipson,  Warren  Conklin,  Irene 
Ellison  and  George  Canaris. 

For  Administration:  Harry  Schultz,  City  Urban  Renewal 
Corp.,  Norman  M.  Jackson,  Hugh  D.  McClellan  and 
Angel  Cano,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


59-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 
PREMISES  AFFECTED— 376  West  Street  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Wm.  P.  Bowser,  Carmine  Greiss,  Sylvia 
Weitzman,  Erik  Wensberg,  Ernest  Mayer,  Carey  Ven- 
nenna,  Leticia  Kent  and  others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D.  Mc¬ 
Clellan  and  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


60-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district  the  erection 
of  a  five  story  and  basement  multiple  dwelling  that  en¬ 


croaches  on  the  minimum  distance  between  building  and 
the  distance  between  windows  and  lot  lines,  and  exceeds 
the  distance  to  the  accessory  oversized  garage. 
PREMISES  AFFECTED— 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz,  Doris  Diether,  Martin 
Berger,  Leonard  Boxer  and  others. 

For  Opposition :  H.  Marshall  Scolnick,  James  McMackin, 
Guy  Mazarin  and  others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D.  Mc¬ 
Clellan  and  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


61-72-A 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— appeal  from,  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 
PREMISES  AFFECTED— 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of  Man¬ 
hattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  N.  Richard  Werthheimer,  Ruth  Witten¬ 
berg,  Joan  Stauar,  Monica  Blum  and  others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D.  Mc¬ 
Clellan  and  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


62-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-7  district  the  erection 
of  a  five  story  multiple  dwelling  that  encroaches  on  the 
minimum  distance  between  windows  and  lot  lines,  and  ex¬ 
ceeds  the  distance  to  the  accessory  parking  facility. 
PREMISES  AFFECTED— 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Eugenia  W.  de  Wilde,  James  E.  Shaw, 
Rev.  L.  I.  Laughlin,  Jr.  and  others. 

For  Opposition:  Milton  Lipson,  Warren  Conklin,  Irene 
Elison,  George  Canaris,  and  others. 

For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


63-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough 
of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Wm.  P.  Bowser,  Carmen  Greiss,  Sylvia 
Weitzman,  Erik  Wensberg  and  others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D.  Mc¬ 
Clellan  and  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


64-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  lot  lines. 

PREMISES  AFFECTED — 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Ernest  Mayer,  Carey  Vennenna,  Leticia 
Kent,  J.  Raymond  Matz  and  others. 

For  Opposition:  H.  Marshall  Scolnick,  James  McMackin, 
Guy  Mazarin  and  others. 

For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


65-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Norman  Segal,  Doris  Diether,  Martin 
Berger,  Leonard  Boxer  and  others. 

For  Administration:  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


66-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  lot  lines. 

PREMISES  AFFECTED — 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Norman  Segal,  Doris  Diether  and  Ruth 
Wittenberg,  C.B.  #2,  Sylvia  Weitzman,  Leonard  Boxer 
and  others. 

For  Opposition :  Irene  Ellison  and  others. 


For  Administration:  Norman  M.  Jackson,  Hugh  D.  Mc¬ 
Clellan,  Angel  Cano,  H.D.A. ;  Harry  Schultz,  City 
Urban  Renewal  Corp. 

ACTION  OF  BOARD — Laid  over  from  March  28,  1972,  to 
April  18,  1972,  at  10  A.M.,  for  submission  of  additional 
material  and  information.  Continued  hearing. 


67-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Norman  Segal,  Martin  Berger,  Ruth  Wit¬ 
tenberg,  J.  Raymond  Matz  and  others. 

For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  until  April  18,  1972,  at 
lp  A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


68-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough  of 
Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Norman  Segal,  Carmen  Greiss,  Erik  Wens¬ 
berg,  Ernest  Wensberg,  Sylvia  Wensberg  and  others. 
For  Opposition :  H.  Marshall  Scolnick,  James  McMackin, 
Guy  Mazarin,  Milton  Lipson,  Warren  Conklin,  Irene 
Ellison  and  George  Canaris. 

For  Administration:  Hugh  D.  McClellan,  Angel  Cano  and 
Normon  H.  Jackson,  H.D.A.;  Harry  Schultz,  City  Urban 
Renewal  Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  information. 
Continued  hearing. 


69-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Commuuity  Housing  Corporation,  owner. 

SUBJECT  Application  January  21,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  proposed  distance 
between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Norman  Segal,  Leticia  Kent,  Carey  Van- 
nema,  Joan  Stouar,  James  E.  Shaw,  Eugenia  W.  deWilde 
and  others. 

For  Administration— Hugh  D.  McClellan,  Norman  M 
Jackson  and  Angel  Cano,  H.D.A. ;  Harry  Schultz,  City 
Urban  Renewal  Corp. 
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ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


70-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Norman  Segal,  William  P.  Bowser  and 
others. 

For  Opposition :  James  McMackin,  Irene  Ellison,  George 
Canaris  and  others. 

For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. ;  Norman  M.  Jackson,  Hugh  McClellan  and  Angel 
Cano,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


71-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 
PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street.  Block  637,  Lot  66, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Norman  Segal,  N.  Richard  Werthamer, 
James  E.  Shaw,  Rev.  Leslie  I.  Laughlin,  Jr.  and  others. 
For  Opposition:  Warren  Conklin,  H.  Marshall  Scolnick 
and  others. 

For  Administration:  Norman  H.  Jackson,  Hugh  D.  Mc¬ 
Clellan  and  Angel  Cano,  H.D.A. ;  Harry  Schultz,  City 
Urban  Renewal  Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


72-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot 
66,  Borough  of  Manhattan,  Community  Board  # 2 . 

APPEARANCES— 

For  Applicant:  Norman  Segal,  Carol  Greitzer,  Sylvia 
Weitzman  and  others. 

For  Opposition:  Guy  Mazarin  and  Milton  Lipton  and 
others. 


For  Administration:  Harry  Schultz,  City  Urban  Renewal 
Corp.,  Norman  M.  Jackson,  Hugh  D.  McClellan  and 
Angel  Cano,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  in¬ 
formation.  Continued  hearing. 


73-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 348  _  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637, 
Lot  66,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz,  Doris  Diether,  Ruth 
Wittenberg  and  others. 

For  Administration:  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  in¬ 
formation.  Continued  hearing. 


74-72-B  Z 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637, 
Lots  64  and  66,  Borough  of  Manhattan,  Community 
Board  #2. 

APPEARANCES— 

For  Applicant:  Eugenia  W.  deWilde,  James  E.  Sham, 
J.  Raymond  Matz  and  others. 

For  Opposition:  H.  Marshall  Scolnick,  Milton  Lipson 
and  others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D. 
McClellan  and  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


75-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISSES  AFFECTED — 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637, 
Lots  64  and  66,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz  and  others. 

For  Administration:  Henry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 
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76-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 622  Washington  Street,  west 
side,  44.8  feet  north  of  Morton  Street,  Block  603,  Lot  IS, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz  and  others. 

For  Opposition :  H.  Marshall  Scolnick  and  others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D.  Mc¬ 
Clellan  and  Angel  Cano,  City  Urban  Renewal  Corp. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


76A-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 618  Washington  Street,  entire 
block,  Block  603,  Lot  15,  Borough  of  Manhattan,  Com¬ 
munity  Board  No.  2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz,  Martin  Berger  and 
others. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


77-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 626  Washington  Street,  west 
side,  84.8  feet  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz,  Martin  Berger  and 
others. 

For  Opposition:  Milton  Lipson,  Warren  Conklin  and 
others. 

For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid,  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  information. 
Continued  hearing. 


78-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces. 

PREMISES  AFFECTED — 125  Barrow  Street,  southwest 
corner  of  Washington  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Norman  Segal,  J.  Raymond  Matz  and 
others. 

For  Opposition:  George  Canaris,  Irene  Ellison  and  others. 
For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  information. 
Continued  hearing. 


79-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces. 

PREMISES  AFFECTED — 131  Barrow  Street,  south  side, 
89.4  feet  west  of  Washington  Street,  Block  603,  Lots  12,  15, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Rev.  I.  Laughlin  Jr.,  J.  Raymond  Matz 
and  others. 

For  Opposition :  Guy  Mazarin,  James  McMackin  and 
others. 

For  Administration:  Norman  M.  Jackson,  Hugh  D. 
McClellan  and  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972 — at  10 
A.M.,  for  submission  of  additional  material  and  information. 
Continued  hearing. 


80-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — Decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces. 

PREMISES  AFFECTED — 133  Barrow  Street,  south  side, 
129.4  feet  west  of  Washington  Street,  Block  603,  Lots  6,  12, 
15,  Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant.  J.  Raymond  Matz  and  others. 

For  Opposition :  H.  Marshall  Scolnick  and  others. 

For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  in¬ 
formation.  Continued  hearing. 
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81-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 137  Barrow  Street,  south  side, 
169.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz  and  others. 

For  Opposition:  H.  Marshall  Scolnick,  Warren  Conklin 
and  others. 

For  Administration:  Norman  M.  Jackson,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


82-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the  erec¬ 
tion  of  a  five  story  basement  multiple  dwelling  that 
exceeds  the  distance  from  an  accessory  parking  facility 
that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 141  Barrow  Street,  south  side, 
209.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz,  Martin  Berger  and 
others. 

For  Opposition:  Warren  Conklin,  James  McMackin  and 
others. 

For  Administration:  Hugh  D.  McClellan,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


83-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 382  West  Street,  southeast  cor¬ 
ner  of  Barrow  Street,  Block  603,  Lot  6,  Borough  of 
Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Ruth  Wittenberg,  J.  Raymond  Matz 
and  others. 

For  Opposition:  George  Canaris,  Warren  Conklin  and 
others. 

For  Administration:  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


84-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED— 379  West  Street,  east  side,  44.8 
feet  south  of  Barrow  Street,  Block  603,  Lot  6,  Borough  of 
Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz  and  others. 

For  Opposition:  Warren  Conklin  and  others. 

For  Administration :  Hugh  D.  McClellan,  H.D.A. 
ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


85-72-BZ 

APPLICANT — William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 115  Morton  Street,  north  side, 
84.8  feet  east  of  West  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  Berger,  Doris  Diether  and  others. 
For  Opposition:  Guy  Mazarin,  George  Canaris  and  others. 
For  Administration:  Harry  Schultz,  City  Urban  Renewal 
Corp. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


86-72-BZ 

APPLICANT- — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 107  Morton  Street,  north  side, 
164.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz  and  others. 

For  Opposition:  Milton  Lipson  and  others. 

For  Administration :  Norman  M.  Jackson,  H.D.A. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
10  A.M.,  for  submission  of  additional  material  and  infor¬ 
mation.  Continued  hearing. 


86A-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  a  Cl -7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 111  Morton  Street,  north  side, 
124.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz  and  others. 

For  Opposition:  Warren  Conklin  and  others. 

For  Administration:  Hugh  D.  McClellan,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  information. 
Continued  hearing. 


87-72-BZ 

APPLICANT — William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT  Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces. 

PREMISES  AFFECTED — 105  Morton  Street,  north  side, 
20L8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz  and  others. 

For  Opposition :  Milton  Lipson  and  others. 

For  Administration :  Angel  Cano,  H.D.A. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  information 
Continued  hearing. 


88-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces. 

SFS  AFF?CTED— 129  Barrow  Street,  south  side, 
46.0  feet  west  of  Washington  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan,  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  Berger  and  others. 

For  Opposition :  Milton  Lipson  and  others 
For  Administration :  Harry  Schultz,  City  Urban  Renewal 
Corp. 

0F  BOARD— Laid  over  to  April  18,  1972,  at  10 
A.M.,  for  submission  of  additional  material  and  informa¬ 
tion.  Continued  hearing. 


PREMISES  AFFECTED— 405,  411  to  449  East  58th  Street, 
south  side,  106.6  feet  west  of  Sutton  Place  and  408,  420 
to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant;  Samuel  H.  Lindenbaum,  Julian  Roth  and 
Howard  Zipser. 

For  Opposition:  Dean  A.  Stiffle. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1972,  at  2 
P.M.,  for  the  purpose  of  decision.  Hearing  closed. 


94-72-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  in¬ 
crease  in  floor  area  ratio. 

PREMISES  AFFECTED — 405,  411  to  449  East  58th  Street, 
south  side,  106.6  feet  west  of  Sutton  Place  and  408,  420  to 
438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1972,  at  2 
P.M.,  for  decision.  Hearing  closed. 


93-72-BZ 

APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT— Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R10  and  C2-5  district,  at  a  45 
story  mixed  building  under  construction  previously  be¬ 
fore  the  Board,  the  erection  of  two  additional  stories. 


734-71-BZ 

APPLICANT — Robert  F.  Germain  for  Katherine  Mazzeo, 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT — Application  November  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  at  an  exist¬ 
ing  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board,  the  rearrangement  of  the  curb 
cuts  and  pump  island. 

PREMISES  AFFECTED— 1210  and  1230  East  233  Street, 
northwest  corner  of  Grenada  Place  and  Edison  Avenue, 
Block  4934,  Lot  66,  Borough  of  The  Bronx.  Community 
Board  #13. 

APPEARANCES— 

For  Applicant:  Robert  F.  Germain. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  () 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  14,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  March  28,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  November  22,  1971,  acting  on  Misc.  Applic.  668/1970, 
reads : 

“1.  Proposed  additional  gasoline  pumps  in  a  R5 
Zone  is  contrary  to  B.  S.  &  A.  Cal.  371-29-BZ  and  is 
hereby  denied  and  shall  be  referred  back  to  the  Board 
of  Standards  and  Appeals  as  per  Sec.  11-34  of  the  Zoning 
Resolution.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use  and  the  enlarge¬ 
ment  of  the  present  building. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R5  district,  at  the  existing  automotive  service  station 
with  accessory  uses  previously  before  the  Board,  the  enlarge¬ 
ment  in  area  of  the  accessory  building  and  the  rearrange¬ 
ment  of  the  curb  cuts  and  tank  and  pump  islands,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  November  19, 
1971,”  5  sheets,  and  “March  27,  1972,”  3  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


735-71-A 

APPLICANT— Robert  F.  Germain  for  Katherine  Mazzeo, 
owner,  Joe  and  Buddy  Service  Station,  lessee. 

SUBJECT— Application  November  23,  1971— filed  pursuant 
to  Section  35,  Article  3,  General  City  Law  re-  building 
in  bed  of  a  mapped  street,  curb  cuts,  structural  alteration. 

PREMISES  AFFECTED— 1210  and  1230  East  233  Street, 
northwest  corner  of  Edison  Avenue  and  Grenada  Place, 
Block  4934,  Lot  66,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Robert  F.  Germain. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  .... 

Negative:  . ; . 

Absent:  Commissioner  Madigan . 

ACTION  OF  BOARD— Appeal  withdrawn. 


4 

0 
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771-71-BZ 

APPLICANT— Samuel  Kaplan  for  Allied  Bolt  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  December  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district, _  in  an  existing 
one  story  and  mezzanine  building,  the  addition  to  the  ma¬ 
chine  shop  warehouse  and  packaging  use  to  include  metal 
plating. 

PREMISES  AFFECTED— 94-31  204th  Street,  south  side, 
100.57  feet  east  of  Jamaica  Avenue,  and  204-12  Jamaica 
Avenue,  Block  10834,  Lot  1,  Hollis,  Borough  of  Queens. 
Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Samuel  Kaplan  and  Herb  Malen. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative: .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  February  29,  1972,  after  due  notice  by  publication  in 
the  Bulletin ;  laid  over  to  March  28,  1972 ;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1971,  acting  on  Alt.  Applic.  962/1971, 
reads : 

“1.  The  proposed  plating  of  nuts  and  bolts  in  a 
C8-1  Zone  is  contrary  to  Section  32-15  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  >  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C8-1  district,  in  an  existing  one-story  and 
mezzanine  building,  the  addition  to  the  machine  shop  ware¬ 
house  and  packaging  use  to  include  metal  plating,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  15,  1971,”  3 
sheets;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


54-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Ber- 
gun  and  Bradbury  for  Presbyterian  Home  for  Aged 
Women,  owner. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  erection  of 
a  12  story  non-profit  residence  for  the  elderly  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  lot  area  per  room  and  accessory  parking. 

PREMISES  AFFECTED— 49  East  73rd  Street,  north  side, 
125.0  feet  east  of  Madison  Avenue,  Block  1388,  Lot  26, 
Borough  of  Manhattan.  Community  Board  #  . 

APPEARANCES— 

For  Applicant :  Charles  A.  Brown. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  14,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  March  28,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  20,  1972,  acting  on  N.B.  Applic.  89/1971,  reads : 

“Al.  Floor  area  of  proposed  building  exceeds  the 
maximum  floor  area  ratio  for  a  height  factor  of  12  in  an 
R8  district  as  per  Sect.  23-142  of  the  Zoning  Resolution. 

A2.  Open  space  provided  is  insufficient  for  proposed 
height  factor  and  floor  area  in  an  R8  district  as  per  Sect. 
23-142  of  the  Zoning  Resolution  and  is  insufficient  for  lot 
lot  area  per  room  reduction  claimed  as  per  Sect.  23-223 
Zoning  Resolution. 

A3.  Required  lot  area  per  room  is  inadequate  for  the 
proposed  number  of  dwelling  rooms  as  per  Sect.  23-223 
of  the  Zoning  Resolution. 
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A4.  Provide  ten  parking  spaces  as  per  Sect.  25-25  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8  dis¬ 
trict,  the  erection  of  a  12-story  non-profit  residence  for  the 
elderly  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio,  lot  area  per  room  and 
accessory  parking,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  January  19,  1972,”  2  sheets,  “January  28,  1972,” 
one  sheet,  “March  14,  1972,”  one  sheet,  and  “March  24,  1972,” 
3.  sheets ;  on  further  condition  that  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


Adjourned:  2:40  P.M. 


James  P.  Mulroy,  Secretary 


INSPECTION  AND  TEST :  The  requested  model  has  been 
approved  by  Underwriters’  Laboratories,  Incorporated  (under 
MP  1192). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  2,  1950  and  as 
amended  through  November  9,  1971  under  Calendar 

907-49- S A  be  reopened  and  amended  so  as  to  include  the 
additional  oil  burner ;  Model  SF,  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  May  2,  1950  and  as 
amended  through  November  9,  1971  under  Calendar 

907-49-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approval  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  28,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta. 

907-49-SA 

APPLICANT — R.  W.  Beckett  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative :  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

907-49-SA — Amendment  to  resolution  as  to  additional  model 
of  oil  burner. 

R.  W.  Beckett  Corporation,  Elyria,  Ohio  requested  that 
the  resolution  adopted  May  2,  1950  and  as  amended  at  various 
times  through  November  9,  1971  under  Calendar  907-49-SA 
be  reopened  and  amended  so  as  to  include  an  additional 
model  oil  burner. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  Model  SF  Oil  Burner  is 
modification  of  the  presently  approved  Model  SL. 

The  modifications  are  as  follows :  The  firing  range  is 
1.25  through  5.50  gph. ;  single  nozzle  instead  of  dual  nozzle; 
Flame  Retention  Burner  Head  replace  the  standard  burner 
head  and  the  fan  has  been  changed  from  a  4 Va"  x  3jA"  to 
5H"  x  3 W. 


673-57-SA 

APPLICANT — Temco,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Louis  R.  Trummel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  o 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

673-57-SA — Amendment  to  resolution  as  to  additional  models 
of  gas  fired  wall  heaters. 

Temco,  Incorporated,  Nashville,  Tennessee,  requested  that 
the  resolution  adopted  March  31,  1959  and  amended  through 
November  1,  1966  under  Calendar  Number  673-57-SA  be 
reopened  and  amended  as  to  additional  models  of  gas  fired 
wall  heaters. 

PROPOSED  USE:  Gas  fired  wall  heaters. 

DESCRIPTION :  The  Model  DSW70-3  is  similar  to  the 
previously  approved  Model  DSW70-1,  except  for  minor 
styling  changes.  The  Model  DSW40-3  is  similar  to  the  pre¬ 
viously  approved  Model  DSW70-1,  except  for  minor  styling 
changes  and  an  input  rating  reduced  to  40,000  BTU/Hr. 
The  Model  DSW50-2  is  similar  to  the  previously  approved 
Model  DSW65-1,  except  that  the  unit  is  housed  in  a  vertical 
cabinet  instead  of  a  horizontal  cabinet  and  has  an  input 
rating  reduced  to  50,000  BTU/Hr.  The  model  DSW85-2  is 
similar  to  the  previously  approved  Model  DSW65-1,  except 
that  the  unit  is  housed  in  a  vertical  cabinet  instead  of  a  hori¬ 
zontal  cabinet  and  has  an  input  rating  increased  to  85,000 
BTU/Hr.  The  Model  DSB35-1  is  similar  to  the  previously 
approved  Model  DSW40-2,  except  that  the  unit  is  housed  in 
a  vertical  cabinet  instead  of  a  horizontal  cabinet. 
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INSPECTION  AND  TEST:  The  heaters  have  been  ap¬ 
proved  by  the  American  Gas  Association  (4-2113  series). 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  31,  1959  and 
amended  through  November  1,  1966  under  Calendar  Number 
673-57-SA  be  reopened  and  amended  so  as  to  include  the 
additional  models  of  gas  fired  wall  heaters  listed  above  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  and  the  requirements  for  minimum 
distances  from  combustibles  enumerated  by  the  American  Gas 
Association  certifications  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect.  at  the  tune  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


171-59-SM 

APPLICANT— KSM  Welding  Systems  Division,  Omark 
Industries,  owner. 

APPEARANCES— 

For  Applicant :  Eugene  Z.  Fisher. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative: . 0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
171-59-SM — Amendment  to  resolution  as  to  additional  uses  of 
shear  connectors. 

KSM  Welding  Systems  Division,  Omark  Industries,  Mor¬ 
ristown,  New  Jersey,  requested  that  the  resolution  adopted 
November  10,  1959  and  amended  through  April  14,  1970  under 
Calendar  Number  171-59-SM  be  reopened  and  amended  as  to 
additional  uses  of  shear  connectors. 

PROPOSED  USE:  Shear  connectors  studs  for  composition 
sections. 

DESCRIPTION :  The  additional  uses  of  the  previously 
approved  shear  connector  studs  are  as  follows : 

1.  The  welding  of  J4",  5A"  and  V"  diameter  KSM  Power 
Point  Shear  Connector  studs  through  single  thickness  16 
gauge,  18  gauge,  20  gauge,  or  22  gauge  wiped  coat  (.281-.664 
oz.  zinc/square  foot)  galvanized  metal  deck. 

2.  The  welding  of  V"  diameter  KSM  Power  Point  Shear 
Connector  Studs  through  two  thicknesses  of  16  gauge,  18 
gauge,  20  gauge,  or  22  gauge  wiped  coat  (.281-.664  oz.  zinc/ 
square  foot)  galvanized  metal  deck. 


3.  The  welding  of  J4",  Vs"  and  W  diameter  KSM  Power 
Point  Shear  Connector  Studs  through  16  gauge,  18  gauge,  20 
gauge,  or  22  gauge  hot  dip  (1.4- 1.6  oz.  zinc/square  foot)  gal- 
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4.  The  welding  of  V"  diameter  KSM  Power  Point  Shear 
Connector  Studs  through  two  thicknesses  of  16  gauge,  18 
gauge,  20  gauge,  or  22  gauge  hot  dip  (1.4-1. 6  oz.  zinc/square 
foot)  galvanized  metal  deck. 

INSPECTION  AND  TEST:  The  stud  connections  listed 
above  were  tested  to  destruction  by  Lehigh  University.  The 
connections  were  all  found  to  be  satisfactory,  withstanding 
between  66,400  and  85,800  psi. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  10,  1959  and 
amended  through  April  14,  1970  under  Calendar.  Number 
171-59-SM  be  reopened  and  amended  as  to  the  additional  uses 
of  shear  connectors  listed  above  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments  be 
complied  with ;  that  all  connectors  shall  be  installed  in  accord¬ 
ance  with  the  Rules  of  this  Board  and  the  requirements  of  the 
Building  Code. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  acordance  with  the 
above  report. 


324-59-SM 

APPLICANT— Peelle  Company,  owner. 

APPEARANCES— 

For  Applicant:  A.  A.  Avveduto. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  ...... . ; .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
324-59-SM — Amendment  to  resolution  as  to  modification  of 
construction  of  dumbwaiter  door. 

Peelle  Company,  Brooklyn,  New  York  requested  that  the 
resolution  adopted  on  April  18,  1961  and  as  amended  through 
April  18,  1967  under  Calendar  324-59-SM  be  reopened  and 
amended  so  as  to  permit  modifications  in  the  construction 
of  the  anproved  dumbwaiter  door. 

PROPOSED  USE:  One  and  one  half  hour  fire  resistive 
dumbwaiter  door. 

DESCRIPTION :  The  requested  modifications  are  as 
follows : 

Door  roller  shoes  are  detailed  on  drawings  BP-20B  and 
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BP-21A  to  be  used  as  an  alternate  to  the  presently  approved 
guide  shoe. 

False  frame  panels  built  in  frame  of  opening  as  detailed 
on  drawings  BP-2F  and  BP-2G  to  be  used  as  an  alternate 
to  the  presently  approved  opening  frames. 

Alternate  method  of  welding  of  flush  trim  frames  as  de¬ 
tailed  on  drawings  BP-2M  to  be  used  as  an  alternate  to  the 
method  now  approved. 

Single  door  opening  with  removable  center  mullion  insert 
in  opening  frame  as  detailed  on  drawings  BP-21,  BP-2J, 
BP-2K  and  BP-2L. 

INSPECTION  AND  TEST :  These  modifications  have  been 
approved  by  the  Underwriters’  Laboratories  under  R2071 
Vol.  III. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  18,  1961  and  as 
amended  through  April  18,  1967  under  Calendar  324-59-SM 
be  reopened  and  amended  so  as  to  include  the  modifications 
as  herein  described  on  condition  that  the  requirements  of 
the  resolution  adopted  April  18,  1961  and  as  amended 
through  April  18,  1967  under  Calendar  324-59-SM  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1688-61-SA 

APPLICANT — Perkin-Elmer  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1688-61-SA — Amendment  to  resolution  as  to  additional  ele¬ 
mental  analysis  equipment. 

Perkin-Elmer,  Maywood,  Illinois,  requested  that  the  reso¬ 
lution  adopted  July  17,  1962  and  amended  September  28, 
1971  under  Calendar  Number  1688-61-SA  be  reopened  and 
amended  as  to  additional  elemental  analysis  equipment. 
PROPOSED  USE:  Equipment  for  determining  various 
elements  in  biological  materials  (flame  photometer). 

DESCRIPTION :  The  additional  equipment,  the  Model  51 
Flame  Photometer,  is  used  for  the  quantitative  analysis 
of  sodium  and  potassium  in  both  serum  and  urine,  and  the 


quantitative  analysis  of  lithium  in  serum.  The  elements 
may  also  be  analyzed  in  most  aqueous  solutions.  A  high 
temperature,  highly  stable  flame  is  produced  by  burning 
natural,  manufactured,  or  propane  gas  in  the  presence  of 
an  excess  of  oxygen.  The  sample  solution  is  mixed  with 
air  and  introduced  into  the  flame.  The  light  produced  by 
the  flame  after  the  solution  has  been  introduced  is  passed 
through  a  transmission  filter  and  detected  by  a  phototube. 
This  procedure  isolates  and  detects  the  light  characteristic 
of  the  element  whose  quantity  is  being  determined.  The 
output  of  the  phototube  is  amplified  by  appropriate  electronic 
circuits  and  displayed  on  a  large  multiscale  meter.  Each 
element  is  read  on  a  separate  scale. 

The  Model  51  Flame  Photometer  differs  from  previously 
approved  equipment  in  that  an  integral  readout  meter  is 
added,  provision  is  made  for  electrical  ignition  of  the 
burner,  and  modifications  in  styling  are  made. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  17,  1962  and  amended 
September  28,  1971  under  Calendar  Number  1688-61-SA 
be  reopened  and  amended  as  to  additional  elemental  analysis 
equipment,  the  Model  51  Flame  Photometer,  on  condition 
that  the  requirements  of  the  original  resolution  and  previous 
amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


256-62-SM 

APPLICANT — American  Cynamid  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  o 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

256-62-SM — Amendment  to  resolution  so  as  to  show  a  change 
of  corporate  name. 

American  Cyanamid  Company,  requested  that  the  resolu¬ 
tion  adopted  December  18,  1962  and  as  amended  through 
October  27,  1964  under  Calendar  256-62-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Plastic  sheet. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  sheet. 

The  request  is  to  show  a  change  of  name  only. 
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The  original  approval  was  granted  to  American  Cyanamid 
Company,  Building  Products  Division.  The  name  has  been 
changed  by  deleting  Building  Products  Division  so  that  the 
name  of  the  owner-manufacturer  is  American  Cyanamid 
Company. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1962  and  as 
amended  through  October  27,  1964  under  Calendar  256-62- 
SM  be  reopened  and  amended  so  as  to  show  a  change  of 
name ;  new  owner-manufacturer  being  American  Cyanamid 
Company  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  December  18,  1962  and  as  amended  through 
October  27,  1964  under  Calendar  256-62-SM  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


109-63-SA 

APPLICANT — Sargent  and  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

N  egative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
109-63-SA — Amendment  to  resolution  as  to  additional  models. 

Sargent  and  Company,  New  Haven,  Connecticut  requested 
that  the  resolution  adopted  April  21,  1964  and  as  amended 
March  9,  1965  under  Calendar  109-63-SA  be  reopened 
and  amended  so  as  to  include  additional  models  of  door 
holders. 

PROPOSED  USE:  Electro-magnetic  door  holder. 

DESCRIPTION :  The  requested  models  are  designated  as 
Models  1502  and  1503. 

The  Model  1502  is  basically  the  same  as  the  presently  ap¬ 
proved  Model  1501  except  that  it  is  rated  for  24  volt  AC 
as  against  120  volt  AC  for  the  Model  1501. 

The  Model  1503  is  similar  to  the  Model  1502  and  is  rated 
24  volt  AC/DC  and  difference  is  in  the  labeling  of  the 
mounting  plate  and  the  instruction  sheets  which  document 
the  AC/DC  rating. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  (under 
R4716). 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  21,  1964  and  as 
amended  March  9,  1965  under  Calendar  109-63-SA  be  re¬ 
opened  and  amended  so  as  to  include  the  additional  models, 
1502  and  1503  on  condition  that  the  requirements  of  the 
resolution  adopted  April  21,  1964  and  as  amended  through 
March  9,  1965  under  Calendar  109-63-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

505-65-SA 

APPLICANT — Acme  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Jay  Harris  and  K.  D.  Leffler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

505-65-SA — Acme  Industries,  Incorporated,  Jackson,  Mich¬ 
igan,  filed  for  approval  of  Acme  RES  Single  Zone  and 
REM  Multi-Zone  Rooftop  Cooling  and  Heating  Units 
under  the  provisions  of  RS13  and  RS14  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Rooftop  cooling  and  heating  units 
(gas  fired). 

DESCRIPTION :  The  units  are  available  in  15  to  70  ton 
capacities.  Stainless  steel  convoluted  tubular  multipass 
furnaces  with  end  shot  burner  firing  are  used.  The  Fenwal 
ignition  system  contains  a  direct  electric  spark  with  no 
pilot  light.  The  vertical  air  discharge  condenser  dissipates 
heat  without  air  recirculation.  The  multizone  units  have 
zone  damper  sections  with  blades  keyed  to  shafts  of  the 
different  zones.  Units  up  to  40  tons  are  available  with  up 
to  12  zone  damper  sections.  Units  up  to  70  tons  are  available 
with  up  to  20  zone  damper  sections.  The  refrigeration  cycle 
compressors  are  mounted  on  dual  isolation  base  plates.  A 
solid  state  controller  programs  the  damper  motor  for  the 
return  air  plenum  sections.  The  casings  are  integrally  rein¬ 
forced  top  and  bottom  panels  secured  to  heavy  base  and 
frame  construction  finish  with  baked  enamel.  Air  on  the 
discharge  side  of  the  blowers  is  internally  ducted  within 
the  casing.  Dual  or  multiple  fans  are  used  for  head  pressure 
control.  The  blower  assembly,  which  includes  the  motor,  ball 
bearings,  shaft,  forward  curved  blower  wheels,  v-belt,  and 
adjustable  speed  drive  to  eliminate  vibration  transmission 
to  the  surrounding  area,  is  isolated  from  the  casing. 
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INSPECTION  AND  TEST :  The  furnaces  used  with  the 
units  have  been  approved  by  the  American  Gas  Association 
(Nos.  4-2380.0.001,  4-2381.0.001,  4-2382.0.001,  4-2380.101). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Acme  RES  Single  Zone  and  REM 
Multi-Zone  Rooftop  Cooling  and  Heating  Units  under 
the  provisions  of  RS  13  and  RS  14  of  the  Building  Code 
of  the  City  of  New  York.  The  units  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
505-65-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


53-66-SM 

APPLICANT — Rure  Associates  of  New  York  for  Wilke 
Metal  Products,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative: .  0 

Absent :  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
53-66-SM — Rure  Associates  of  New  York,  Incorporated, 
Wantagh,  Long  Island  for  Wilke  Metal  Products,  Incor¬ 
porated,  Antigo,  Wisconsin,  filed  for  approval  of  Wilke  Series 
1582  Aluminum  Windows  under  the  provisions  of  C26-503.1 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Aluminum  windows  (non  fire  rated). 

DESCRIPTION :  The  aluminum  windows  are  49"  wide  x 
33"  high  and  contain  a  projected  out  ventilator  47J46"  wide  x 
3D/i6"  high.  The  ventilator  is  double  weatherstripped  on  the 
perimeter  with  vinyl  weatherstripping  and  is  secured  in  a 
closed-locked  position  by  two  cam  handle  type  locks  on  the 
bottom  rail  which  engage  keeper  strike  plates  on  the  frame. 
The  ventilator  is  outside  putty  glazed  with  double  strength 
glass. 

INSPECTION  AND  TEST :  The  window  met  the  air  in¬ 
filtration  requirements  of  Pittsburgh  Testing  Laboratory 
(No.  586007). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Wilke  Series  1582  Almuinum  Windows 
under  the  provisions  of  C26-503.1  of  the  Building  Code  of  the 


City  of  New  York  on  condition  that  they  shall  be  used  in  lo¬ 
cations  which  are  allowable  by  Table  3-4  and  C26-503.1  of  the 
Building  Code  to  have  non-fire  rated  combustible  construc¬ 
tion.  The  windows  shall  be  permanently  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  53-66-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


928-66-SA 

APPLICANT — Sun-Rey  Engineering  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  L.  W.  Holstead. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  o 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
928-66-SA — Ace  Engineering  Company,  Chicago,  Illinois, 
filed  for  approval  of  360  and  6120  Series  Infra-Red  Heaters 
under  the  provisions  of  RS  14-6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Gas  fired  infra-red  heaters. 
DESCRIPTION :  The  heaters  are  made  from  16  gauge 
vitreous  steel  coated  with  two  layers  of  porcelain  enamel. 
Features  include  an  unfixed  “floating”  ceramic  grid  which 
resists  thermal  damage,  multiple  venturi,  constant  pilot  or 
direct  spark  ignition,  and  100%  safety  shutoff.  Natural  or 
propane  gases  are  burned.  The  360  Series  has  50,000  or 
60,000  BTU/Hr.  input.  The  6120  Series  has  a  110,000 
BTU/Hr.  input.  Gas  pressure  at  the  natural  gas  fired 
heaters  is  6"  W.  C.  Gas  pressure  at  the  propane  gas  fired 
heaters  is  11"  W.  C.  Outside  dimensions  of  the  360  Series 
heaters  are  28"  x  9 J4"  x  20".  Required  clearances  from 
combustibles  are  36"  from  the  top,  sides,  and  rear  and  72" 
from  the  bottom.  Outside  dimensions  of  the  6120  Series  are 
44"  x  9Y2"  x  20".  Required  clearances  from  combustibles 
are  50"  from  the  top,  36"  from  the  sides,  38"  from  the  rear, 
and  74"  from  the  bottom.  The  heaters  can  be  installed  in  a 
tilted  position,  up  to  30°  from  horizontal. 

INSPECTION  AND  TEST :  The  heaters  have  been  ap¬ 
proved  bv  the  American  Gas  Association  (Nos.  8-128.0.001 
8-128-2.001,  8-128-1.001,  8-128.101,  8-128-1.101). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  360  and  6120  Series  Infra-Red 
Heaters  under  the  provisions  of  RS  14-6  of  the  Building 
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Code  of  the  City  of  New  York  and  with  clearances  from 
combustibles  as  herein  described.  The  heaters  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  928-66-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


287-67-SA 

APPLICANT — Ace  Engineering  Company,  owner. 
APPEARANCES— 

For  Applicant :  L.  W.  Halstead. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
287-67-SA — Ace  Engineering  Company,  Chicago,  Illinois 
filed  for  approval  of  Auburn  Gas  Burners,  Models  GB-20 
through  GB-SOO,  under  the  provisions  of  RS  14-6  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Gas  burners. 

DESCRIPTION :  The  burners  are  fan  forced  draft  types, 
with  multiple  burner  ports.  Low  pressure  fans  supply  the 
air  necessary  for  the  proper  fuel-air  ratio  for  efficient  com¬ 
bustion.  Multiple  orifices  are  used  for  the  mixing  of  gas  and 
air.  Control  features  include  the  fan  with  motor  and  inlet 
damper,  control  cabinet  mounted  on  the  burner,  electronic 
flame  safety  relay,  manual  shutoff  valve,  pilot  assembly 
made  up  of  flame  rectifier,  solenoid  valve,  gas  pressure  regu¬ 
lator  and  gas  cock,  6000  volt  transformer,  fan  air  proving 
switch,  motor  relay  or  magnetic  line  starter  (1/3  HP  and 
larger),  pilot  check  relay,  which  continuously  proves  the 
pilot  at  all  times  other  than  during  the  burner  cycle,  indi¬ 
cating  light,  and  on-off  toggle  switch.  The  burners  are  be¬ 
tween  35  and  500  in  maximum  equivalent  horsepower,  burn 
between  1,560  and  22,400  cubic  feet  of  natural  gas  per  hour, 
and  have  burner  openings  between  8"  x  20Y"  and  20)4”  x  38" 
in  size. 

INSPECTION  AND  TEST :  The  burners  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (MP883,  66K1554). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Auburn  Gas  Burners,  Models  GB-20 
through  GB-500,  under  the  provisions  of  RS  14-6  of  the 
Building  Code  of  the  City  of  New  York.  The  burners  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Stand¬ 


ards  and  Appeals  for  use  in  New  York  City'  under  Calendar 
Number  287-67-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

655-71-SM 

APPLICANT — Alvin  S.  Parker  for  Saturn  Machine  and 
Tool  Company,  owner. 

APPEARANCES— 

For  Applicant:  Alvin  S.  Parker. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  . . . .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
655-71-SM — Alvin  S.  Parker,  New  York  and  Saturn 
Machine  and  Tool  Company  for  Parker  Devices,  New 
York  filed  for  approval  of  the  PDI  Column  Clip  under  the 
provisions  of  C-26-501.1  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE :  Clip  to  attach  gypsum  board  to  columns. 

DESCRIPTION :  The  clip  is  formed  of  No.  23  gauge  gal¬ 
vanized  steel,  3  inches  in  overall  height,  2  inches  in  overall 
width  and  2)4  inches  in  overall  depth. 

In  order  to  attain  a  fire  resistive  rating  for  column  pro¬ 
tection,  the  construction  is  as  follows :  The  column  clips  are 
attached  to  the  flanges  of  the  column  on  4'  -  0"  centers. 
Support  angles:  28  gauge  steel  with  \Y"  legs,  were  then 
installed,  vertically,  over  the  column  clips.  The  first  layer 
of  Yz"  Type  FSW-1  gypsum  board  is  then  attached  to  the 
clips  and  support  angles  by  means  of  1"  long  self  drilling, 
self-tapping  steel  screws  spaced  24"  on  centers.  The  second 
layer  of  Yz”  gypsum  board  is  then  attached  to  the  clips 
and  support  angles  by  means  of  1)4”  long  self  drilling, 
self-tapping  steel  screws  spaced  12"  on  centers.  Corner  beads 
are  then  attached  with  5d  nails  spaced  12"  on  center. 

INSPECTION  AND  TEST :  A  column  protected  as  herein 
described,  was  tested  by  Underwriters’  Laboratories  in  ac¬ 
cordance  with  the  requirements  of  RS  5-2  Building  Code 
of  the  City  of  New  York  and  successfully  met  the  require¬ 
ments  of  a  three  hour  fire  resistive  column.  The  Under¬ 
writers’  Laboratory  Report  R6870  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  PDI  Column  Clip  as  a  com¬ 
ponent  part  of  a  three  hour  fire  resistive  column  on  condi¬ 
tion  that  the  construction  be  as  herein  described  and  that 
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the  column  being  protected  shall  be  at  least  a  14"  x  14" 
weighing  at  least  228  lb./lin.  ft.  All  plans  submitted  to 
the  Department  of  Buildings  showing  the  proposed  use 
of  this  construction  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  655-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


660-71-SA 

APPLICANT — Neptune  Chemical  Pump,  owner. 
APPEARANCES— 

For  Applicant:  Allen  Apter. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative: .  0 

Absent:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 

660-71-SA — Neptune  Chemical  Pump,  Landsdale,  Pennsyl¬ 
vania, _  filed  for  approval  of  Neptune  Series  100  Piston  Type 
Chemical  Proportioning  Pumps  under  the  provisions  of  RS16, 
P107.23  of  the  Building  Code  of  New  York. 

PROPOSED  USE :  Pumps  used  to  inject  controlled  amounts 
of  chemicals  into  potable  water  systems,  boilers  and  cooling 
towers. 

DESCRIPTION :  The  pumps  are  made  from  cast  iron,  cast 
steel,  and  stainless  steel.  They  pump  the  contents  of  steel, 
polyethylene,  and  stainless  steel  tanks  from  50  to  500  gallons 
in  size.  They  pump  0.75  to  20  gallons  per  hour.  The  pumps 
are  positive  displacement  units  with  double  ball  check,  suction, 
and  discharge  valves  which  meter  a  predetermined  volume  of 
liquid  with  1%  accuracy.  Piston  diameters  are  between  y. " 
and  yy  in  diameter.  The  motors  are  %  or  y3  HP.  The 
pumps  discharge  at  between  225  and  1000  psi.  The  pump 
packing  is  spring  loaded  for  self -adjustment.  To  prevent  con¬ 
tamination  when  the  pump  is  used  to  add  chemicals  to  potable 
water  systems,  teflon  packing  is  used  to  eliminate  the  need  for 
lubrication.  The  pump  is  driven  through  a  right  angle  gear 
reducer.  The  output  shaft  of  the  reducer  is  linked  to  the  pump 
connecting  rod  through  an  eccentric.  Pump  capacity  can  be 
regulated  from  0  to  100%  by  adjusting  the  stroke  length  at 
the  eccentric. 

INSPECTION  AND  TEST :  The  pumps  have  been  certi¬ 
fied  by  Richard  Danesi,  Professional  Engineer,  Calgon  Cor¬ 
poration  Engineering  Development  Laboratory,  to  meet  their 
capacity  and  pressure  requirements,  use  motors  meeting  UL 


requirements,  and  use  teflon  packing  suitable  for  pumping 
chemicals  into  potable  water  systems. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Neptune  Series  100  Piston  Type  Chem¬ 
ical  Proportioning  Pumps  under  the  provisions  of  RS16, 
PI 07.23  of  the  Building  Code  of  the  City  of  New  York  on 
condition  that  no  chemical  shall  be  pumped  into  a  potable 
water  supply  system  unless  specifically  approved  by  the  De¬ 
partment  of  Health.  The  pumps  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  660-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


16-72-SM 


APPLICANT— American  Steel  Products  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  A.  David  Ross. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  .  o 

Absent:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
16-72-SM — American  Steel  Products  Corporation,  Farming- 
dale,  New  York  filed  for  approval  of  Sliding  Elevator 
Entrances  under  the  provisions  of  C26-1801.0  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Elevator  doors  (1J4  hour  fire  resistive 
rating).  The  overall  size  of  the  door  is  Zy2'  wide  x  7'-0" 
high  x  iyy  thick. 

DESCRIPTION :  Each  door  is  fabricated  from  two  pan 
shaped  sheets  of  18  guage  steel  which  are  welded  together. 
Each  pan  is  supported  inside  with  continuous  hat  shaped 
stiffeners  made  of  22  gauge  steel.  A  16  gauge  support  chan¬ 
nel  is  welded  to  the  leading  and  trailing  edges  of  the  door. 
The  door  is  insulated  between  the  stiffeners  with  3.5  lb. 
density  rockwood.  Two  16  gauge  channels  are  welded  to 
the  door  across  the  full  width  at  the  top  and  bottom  between 
the  two  pan  sections.  The  top  channel  of  the  door  is  pro¬ 
vided  with  Y%"  thick  cold  rolled  reinforcement  bars  drilled 
and  tapped  to  receive  hangers.  The  bottom  of  each  door  is 
provided  with  guides  for  sliding  within  a  groove.  When 
used  as  a  sliding  door,  the  panels  are  hung  from  a  3/16" 
header  which  in  turn  is  supported  on  vertical  strut  angles 
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which  are  bolted  to  a  metal  sill  having  slots  to  engage  the 
door  guide  assemblies.  Two  guide  assemblies  are  fastened  at 
the  bottom  of  the  shaft  side  of  the  door.  These  assemblies 
consist  of  a  steel  safety  member  with  two  legs  projecting 
downward  engaging  at  least  %"  into  the  sill  slot.  A  wearing 
member  of  nylon  provides  quiet  contact  surface.  The  door 
is  further  reinforced  for  the  attachment  and  required  closers, 
interlocks,  or  other  attachments. 

INSPECTION  AND  TEST:  The  elevator  door  has  been 
approved  by  Underwriters’  Laboratories  under  R6804. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  American  Steel  Products  Corporation 
Sliding  Elevator  Entrances  under  the  provisions  of  C26-1801.1 
of  the  Building  Code  of  the  City  of  New  York  on  condition 
that  they  shall  be  used  with  approved  door  interlocks.  The 
elevator  doors  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  16-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


152-72-SA 

APPLICANT — Morsid  Industries,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  M.  W.  Morris. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
152-72-SA — Morsid  Industries,  Incorporated,  Brooklyn,  New 
York  filed  for  approval  of  Model  M71  MSI  Gas  Ranges 
under  the  provisions  of  RS  14-6  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Domestic  gas  range. 

DESCRIPTION :  The  ranges  are  20"  wide  x  25"  deep  x 
40)4"  high.  The  four  burners  have  9,000  BTU  capacities. 
The  oven  is  16"  x  19"  x  14"  and  the  broiler  is  14"  x  1 6)4" 
x  14 y2" .  Features  include  a  porcelain  finish,  lift  off  top, 
fiberglass  insulation,  porcelain  burner  box,  roll  out  broiler, 
porcelain  burner  grates,  porcelain  burner  bowls,  non-tilt 
oven  racks,  automatic  top  burner  ignition,  and  smokeless 
broiler  pan  and  grille. 

INSPECTION  AND  TEST :  The  gas  range  has  been  ap¬ 
proved  by  the  American  Gas  Association  (No.  1-976-8.710). 


RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Model  M71  MSI  Gas  Ranges  under 
the  provisions  of  RS  14-6  of  the  Building  Code  of  the  City 
of  New  York.  The  gas  ranges  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  152-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  applicance  in  accordance  with  the  above 
report. 


718-66-SM 

APPLICANT — General  Electric  Company,  Silicone  Prod¬ 
ucts  Department,  owner. 

SUBJECT — Application  July  21,  1966 — General  Electric 
Silicone  Traffic  topping  and  Primer,  STM  and  SCP  Series, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdraivn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent :  .  1 


985-66-SA 

APPLICANT — Mid-Continent  Metal  Products  Company, 
owner. 

SUBJECT — Application  October  4,  1966-Lo-Blast  Gas-Oil 
Burner  Model  #WBGO-15  and  WBGO-30,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdraivn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent:  .  1 


1-67-SA 

APPLICANT — Whirlpool  Corporation,  owner ;  Norman  E. 
Hovey,  agent. 

SUBJECT — Application  January  3,  1967, — Kenmore  Model 
801  and  RCA  Whirlpool  Model  SLV-80Y-1,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 
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ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent:  .  1 


142-67-SM 

APPLCANT — Perfect-Line  Mfg.,  Corporation,  owner ; 

Kenneth  Robbins  Sales  Manager,  agent. 

SUBJECT — Application  February  20,  1967 — Electrolumi¬ 
nescent  Exit  Signs,  various  models,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

N  egative :  .  0 

Absent:  Commissioner  Madigan .  1 


3-72-SM 

APPLICANT — Jack  Shaffer  for  Vickers  Tulsa  Division, 
owner. 

SUBJECT — Application  January  5,  1972 — Thimble,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the  re¬ 
quest  of  the  applicant. 

767-71-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Gertrude  Weiss- 
man,  owner. 

SUBJECT — Application  December  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -3  district,  in  an  existing 
one  story  building,  the  expansion  of  the  automotive  supply 
store  use  to  include  accessory  installation  of  parts  with 
hand  tools  only. 

PREMISES  AFFECTED — 991  to  993  Bedford  Avenue, 
and  2  Kosciusko  Street,  southwest  corner.  Block  1783,  Lot 
9,  Borough  of  Brooklyn,  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Fred  Ketcher. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan .  1 


W hereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  28,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1971,  acting  on  Alt.  Applic.  753/1971 ; 
reads : 


“1.  The  proposed  change  in  use  from  ‘Stores  and 
five  car  garage’  to  ‘Store  U.  G.  6  with  Automotive  Re¬ 
pair  Services  (Minor  motor  vehicle  repairs,  hand  tools 
only)  Use  Group  16,’  in  a  building  formerly  in  a  Business 
District  and  now  located  in  a  Cl-3  in  R6  Zone  is  con¬ 
trary  to  Section  32-00  and  32-25  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-3  district,  in  an  existing  one-story  building,  the  expansion 
of  the  automotive  supply  store  use  to  include  accessory  in¬ 
stallation  of  parts  with  hand  tools  only,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  March  23,  1972,”  one  sheet, 
and  “December  15,  1971,”  5  sheets;  on  further  condition 
that  all  laws,  rules  and  regulations  applicable  thereto  be 
complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


754-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 
SUBJECT— Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38, 
Borough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1972,  at  2 
P.M.  at  the  request  of  the  Community  Board  #12,  and 
for  decision;  previously  inspected;  hearing  closed. 


4372-BZY — Vol.  VIII — B.  Q. — 67-07  Burns  Street,  Block 
3234,  Lots  1,  3,  N.B.  7063-61. 

APPEARANCES— 

For  Applicant :  Edward  Tymon. 

ACTION  OF  BOARD — Application  to  Reopen  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative:  .  o 

Negative:  _  Chairman  Becker,  Vice  Chairman  Kiein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Absent :  Commissioner  Madigan  .  1 


(Remaining  Minutes  of  Tuesday  Afternoon,  March  28, 
1972,  will  appear  in  the  issue  of  April  20,  1972.) 
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♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  March  23,  1971,  as  they 
appeared  in  Bulletin  No.  13,  Vol.  56,  are  hereby  corrected  to 
read  as  follows : 

60-60-SM 

APPLICANT — Zonolite,  Construction  Products  Division, 
W.  R.  Grace  &  Co. 

APPEARANCES— 

For  Applicant:  John  C.  Ottinger  and  William  K.  Rogers. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
60-60-SM — Amendment  to  resolution  as  to  change  of  formu¬ 
lation  of  fireproofing  media. 

Zonolite,  Construction  Products  Division,  W.  R.  Grace  & 
Co.,  requested  that  the  resolution  adopted  October  18,  1960 
and  as  amended  through  September  16,  1969  under  Calendar 
Number  60-60-SM  be  reopened  and  amended  so  as  to  show 
a  change  in  formulation  of  the  fireproofing  media. 
PROPOSED  USE:  Four  hour,  re-  resistive  beam. 

DESCRIPTION :  The  requested  fireproofing  media  is 
known  as  Mono-Kote  IV  and  the  originally  approved  mate¬ 
rial  was  known  as  Mono-Kote  III. 

In  compliance  with  the  requirements  of  Air  Resources  De¬ 
partment  of  the  Environmental  Protection  Administration 
relative  to  the  use  of  asbestos  as  a  part  of  a  fireproofing 
media,  Zonolite  modified  the  formulation  of  their  product 
Mono-Kote  III  by  removing  the  asbestos  which  comprised 
approximately  10%  of  the  finished  product  and  substituted 
the  same  percentage  of  another  inert  material  and  to  differ¬ 
entiate  the  two  products,  the  new  product  is  known  as  Mono- 
Kote  IV. 

As  the  formulation  of  this  material,  Mono-Kote  IV  is  of  a 
proprietary  nature,  the  Board  has  placed  the  formula  in  a 
sealed  envelope  and  deposited  it  in  the  Board’s  safe. 

INSPECTION  AND  TESTS:  As  the  original  approval 
and  subsequent  amendments  under  this  calendar  number  in¬ 
cluded  approvals  of  various  beams  and  floor  constructions 
protected  with  Mono-Kote  III,  it  was  decided  that  the  re¬ 
quested  amendment  would  cover  beam  protection  only. 

The  applicant  has  submitted  a  report  of  the  Underwriters’ 
Laboratories  R4339-35  which  embodies  a  full  scale  test,  small 
scale  tests  and  engineering  evaluation.  On  the  basis  of  the 
above,  the  Underwriters’  Laboratories  extended  the  ratings 
on  various  constructions  using  Mono-Kote  III  to  the  same 
assemblies  using  Mono-Kote  IV  without  the  necessity  of  con¬ 
ducting  full  scale  tests  on  which  Mono-Kote  IV  was  the  fire¬ 
proofing  media. 

Beam — 4  hour  fire  resistive — The  construction  is  the  same 
as  the  construction  approved  November  1,  1966  under  Calen¬ 
dar  Number  60-60-SM  except  that  Mono-Kote  IV  is  the  fire¬ 
proofing  media  and  is  applied  in  the  same  thickness,  namely 
Vz" ,  to  and  following  the  contour  of  the  beam.  The  construc¬ 
tion  is  in  accordance  with  Dwg.  Ill.  I  as  contained  in  Under¬ 
writers’  Laboratories  Report  R4374-24  and  is  designated  as 
Design  40 — 4  Hrs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  18,  1960  and  as 
amended  through  September  16.  1969  under  Calendar  Num¬ 
ber  60-60-SM  be  reopened  and  amended  so  as  to  include  the 
construction  as  herein  described  using  Mono-Kote  IV  as  the 


fireproofing  media  on  condition  that  the  requirements  of  the 
resolution  adopted  October  18,  1960  and  as  amended  through 
September  16,  1969  under  Calendar  Number  60-60-SM  be 
complied  with.  The  Committee  further  recommends  that  in 
addition  to  the  marking  of  the  plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  the  approval  of  this  material, 
the  applicant  shall  also  submit  the  drawings  herein  referred 
to. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 

♦Correction — In  the  Resolution  above,  under  Proposed  Use 
the  word  column  is  corrected  to  read  beam. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  8,  1972,  as  they 
appeared  in  Bulletin  7,  Vol.  57  are  hereby  corrected  to 
read  as  follows : 

665-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D. 

For  Owner :  J.  S.  Shaw  and  Norman  Rosenthal. 

ACTION  OF  BOARD — Application  granted  on  condition. 
TFIE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . * _ 0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
buildings : 

337-341  Kingsland  Avenue,  Brooklyn — Certifi¬ 
cate  No.  100931.” 

The  modifying  of  the  subject  Certificate  is  necessary 
to  permit  the  issuance  of  an  order  by  this  Department 
to  require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Administra¬ 
tive  Code,  and  Section  280,  State  Labor  Law. 
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“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  280,  State  Labor  Law.  Section 
09-161. 0a  of  the  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  an  approved  automatic  sprinkler  system 
to  be  installed  in  the  cellar  and  the  first  floor  ceiling  to  be 
covered  with  Fire  Code  60;  and  that  all  other  laws,  rules 
and  regulations  applicable  be  complied  with ;  on  further  con¬ 
dition  that  both  sprinkler  system  may  be  connected  to  a 
single  service  main  with  one  Siamese  connection. 

*  Correction — In  the  Resolved  portion  of  the  resolution  the 
matter  shown  in  italics  has  been  added  to  correct. 


*CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  29,  1972,  as  they 
appeared  in  Bulletin  10,  Vol.  57,  are  hereby  corrected  to  read 
as  follows : 

736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Ruth  E.  Wit¬ 
tenberg,  C.  B.  #2. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  1,  1971  on  Alt.  Applic.  1540-69,  reads: 

“A10 — Proposed  to  provide  a  sprinkler  system  in  the 
public  hall  as  second  means  of  egress  in  lieu  of  fire 
escapes  in  an  Old  Law  Tenement  is  not  permitted  as 
per  Sect.  231  M.  D.  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommends  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  1,  1971,  acting  on  Alt.  Applic  1540-69, 
Objection  No.  A10,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  310  of  the 


Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  an  approved  sprinkler  system 
shall  be  provided  for  the  cellar,  the  stores  and  the  public 
halls  throughout  the  building ;  that  this  sprinkler  system  shall 
meet  the  requirements  of  the  Fire  Commissioner;  on  further 
condition  that  the  building  shall  conform  to  drazvings  marked 
“Received  November  24,  1971,”  11  sheets;  and  that  the 
building  shall  comply  zvith  all  lazvs,  rules  and  regulations 
applicable  thereto. 

*  Correction — The  matter  in  italics  will  correct  the  reso¬ 
lution  erroneously  printed  in  the  Bulletin  of  the  above  date 
under  Calendar  Number  716-71-A. 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  29,  1972,  as  they 
appeared  in  Bulletin  10,  Vol.  57  are  hereby  corrected  to 
read  as  follows: 

716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump 
and  Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live 
load. 

PREMISES  AFFECTED — 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38,  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Acting  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  . 4 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  28,  1971  on  Alt.  Applic.  1376-71,  reads: 

“4  Required  stairs  shall  be  constructed  of  incom¬ 
bustible  materials  and  the  min.  width  shall  be  44",  L.  L. 
#270. 

5.  Live  load  for  office  shall  be  50  lbs.,  7.3.22.2.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  28,  1972,  acting  on  Alt.  Applic.  1376-71,  Ob¬ 
jections  Nos.  4  and  5,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conforms  to  the  resolution  adopted  February  22, 
1972.  under  Calendar  Number  715-71-BZ ;  on  further  con¬ 
dition  that '  the  floors  shall  be  posted  for  a  live  load  of 
40  pounds  in  accordance  with  the  plans  filed  therewith;  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
zvith. 

*  Correction — The  matter  in  italics  will  correct  the  resolu¬ 
tion  erroneously  printed  in  the  Bulletin  of  the  above  date 
under  Calendar  Number  736-71-A. 
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705-71-A 
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795-71-A 
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New  Cases  Filed  up  to  April  11,  1972 
Cal.  No.  Dept.  Premises  Affected 

225- 72- A — B.M. — 206  to  210  East  17th  Street,  south  side, 
120  feet  east  of  Third  Avenue,  Block  897,  Lots  69,  71, 
Borough  of  Manhattan,  letter  of  2/29/72,  Alt.  1595-69 
and  1596-69,  re-  Revocation  of  permit  alteration  to 
multiple  dwelling,  fire  escapes  and  courts. 

226- 72-BZ — B.R. — 1000  Clove  Road,  south  side,  1855.24 
feet  west  of  Victory  Boulevard,  Block  327,  Lot  15,  Clove 
Lake,  Borough  of  Richmond,  Community  Board  #1,  Alt. 
No.  192-71,  re-  outdoor  swimming  pool,  accessory  to 
multiple  dwelling  with  fees  to  be  charged,  R3-2  district. 

227- 72-SA — Walter  Kidde  &  Company  Incorporated, 
kidde  automatic  halon  1301  engineered  fire  extinguishing 
system,  manufactured  by  Walter  Kidde  &  Company 
Incorporated,  Appliance. 


228-72-BZ — B.Q. — 108-02  to  108-18  Queens  Boulevard, 
southeast  corner  of  71st  Avenue,  Block  3256,  Lot  1, 
Forest  Hills,  Borough  of  Queens,  Community  Board 
#6,  B.N.  2203-71,  re-  proposed  height  of  sign  above  curb 
level,  C4-2  district. 


229-72-BZ — B.Q. — 41-36  Junction  Boulevard,  west  side, 
50.88  feet  north  of  42nd  Avenue,  Block  1598,  Lot  19, 
Corona,  Borough  of  Queens,  Community  Board  #4, 
Alt.  No.  1403-71,  re-  proposed  coin  operated  ice  vending 
machine,  R6  district. 


230-72-A — F.D. — 112-02  15th  Avenue,  south  side,  from 
112th  Street  to  114th  Street,  Block  4065,  Lot  1,  College 
Point,  Borough  of  Queens,  F.D.  letter  of  3/27/72,  re¬ 
storage  of  carbon  dioxide  in  a  24  ton  receiver,  M2-1 
district. 


231- 72-BZ— B.B. — 2797  to  2819  Linden  Boulevard,  north¬ 
east  corner,  and  813  to  815  Drew  Street,  Block  4471,  Lots 
21,  25,  27,  40,  125,  Borough  of  Brooklyn,  Community 
Board  #5,  N.B.  564-71,  re-  proposed  eating  and  drinking 
place  with  accessory  parking,  R4  district. 

232- 72-SA — The  Ansul  Company,  ansul  halon  1301  clean 
agent  systems  for  fire  extinguishing  systems,  manufac¬ 
tured  by  The  Ansul  Company,  Appliance. 


233-72-BZ — B.M. — 13  to  15  Christopher  Street,  north 
side,  181  feet  west  of  Greenwich  Avenue,  Block  610,  Lot 
66,  Borough  of  Manhattan,  Community  Board  #2,  Alt. 
No.  49-72,  re-  retail  sales,  R6  district. 


234-72-BZ — B.B. — 1274  Utica  Avenue,  west  side,  175  feet 
south  of  Avenue  D,  Block  4780,  Lot  15,  Borough  of 
Brooklyn,  Community  Board  #9,  N.B.  396-71,  re-  pro¬ 
vide  a  30  feet  rear  yard  at  curb  level,  C8-1  district. 


235-72-A— B.M. — 235  West  75th  Street,  and  2151  to  2157 
Broadway,  northwest  corner  and  230  West  76th  Street, 
Block  1167,  Lot  11,  Borough  of  Manhattan,  letter  of 
3/16/72,  re-  Review  of  decision  of  the  Building  Depart¬ 
ment,  re-  multiple  dwelling  law. 


236-72-BZ — B.B. — 5614  Flatlands  Avenue  and  930  East 
57th  Street,  southwest  corner,  Block  7782,  Lot  25,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #18,  Alt.  No.  288- 
72,  re-change  of  use  from  cabaret  to  catering  establish¬ 
ment,  R3-2  district. 


237-72-BZ — B.Q. — 262-10  Hillside  Avenue,  southwest 
corner  of  263rd  Street,  Block  8792,  Lot  31,  Floral  Park, 
Borough  of  Queens,  Community  Board  #18,  Alt.  No. 


170-72,  re-  proposed  alteration  of  automotive  service 
station,  R2  district. 


238-72-A — B.R. — 65  Grasmere  Avenue,  northeast  corner 
of  Crist  Street,  Block  3163,  Lot  1,  Grasmere,  Borough 
of  Richmond,  letter  of  3/29/72,  Revocation  of  Certificate 
of  Occupancy,  #  40724. 


239-72-BCR — Received  April  4,  1972 — Revoke  RS  10-3 
(ACI  318-1963)  and  supercede  it  by  RS  10-3  (ACI  318- 
1971)  with  modifications. 


240-72-BZ — B.Q. — 44-41  231st  Street,  northeast  corner 
of  46th  Avenue,  Block  8164,  Lot  1,  Bayside,  Borough  of 
Queens,  Community  Board  #11,  N.B.  1037-71,  re-  pro¬ 
posed  erection  of  a  transient  hotel,  Rl-2  district. 


241-72-BZ — B.M. — 281-287  Lexington  Avenue  and  132  to 
136  East  37th  Street,  (southwest  corner),  Block  892,  Lots 
61,  62,  63,  Borough  of  Manhattan,  Community  Board  #6, 
N.B.  88-71,  re-  non-profit  community  facility  and  apart¬ 
ment  house,  R10  district. 


242-72-BZ — B.B.— 1612  to  1624  East  16th  Street,  west 
side,  100  feet  south  of  Avenue  P,  Block  6778,  Lot  10, 
Borough  of  Brooklyn,  Community  Board  #14,  Alt.  No. 
1820-71,  re-  change  of  occupancy  from  accessory  storage 
to  retail  store  and  office,  R6  district. 


243-72-A — B.R. — 124  Halpin  Avenue,  east  side,  100  feet 
south  of  Carlton  Boulevard,  Block  5775,  Lot  38,  Borough 
of  Richmond,  N.B.  1543-71,  re-  building  not  fronting  legal 
street,  General  City  Law. 


244- 72-A — B.R. — 27  Crist  Street,  north  side,  56.17  feet 
west  of  Sheridan  Avenue,  Block  3163,  Lot  40,  Grasmere, 
Borough  of  Richmond,  letter  of  3/29/72,  Revocation  of 
Certificate  of  Occupancy,  #40725. 

245- 72-SA — BRK  Electronics  Incorporated,  BRK  fire  de¬ 
tection  system,  various  models,  manufactured  by  BRK 
Electronics  Incorporated,  Appliance. 

246- 72-A — B.Bx. — 226  to  230  East  144th  Street,  south 
side,  24.10  feet  east  of  Canal  Place,  Block  2340,  Lots  221, 
222,  Borough  of  The  Bronx,  Alt.  No.  475-71,  re-  use  of 
cellar  level  as  factory  and  garage,  Ml-2  district. 


247-72-A — B.M. — 1567  Second  Avenue,  west  side,  62.2 
feet  north  of  East  81st  Street,  Block  1527,  Lot  123,  Bor¬ 
ough  of  Manhattan,  Alt.  No.  1460-71,  re-  zoning  matter, 
Cl-9  district. 


248-72-A — B.M. — 650  Fifth  Avenue,  southwest  corner  of 
West  52nd  Street,  Block  1267,  Lots  41,  34,  Borough  of 
Manhattan,  N.B.  63-70,  re-  proposed  office  building,  stair 
enclosures,  escalators,  etc.,  C5-3  district. 


249-72-BZ — B.R. — 535  Targee  Street,  northeast  corner  of 
Sobel  Court,  Block  2877,  Lot  48,  Clifton,  Borough  of 
Richmond,  Community  Board  #2,  Alt.  No.  16-72,  re¬ 
proposed  change  of  use  to  eating  and  drinking  establish¬ 
ment,  R6  district. 


250-72-BZ — B.R. — 414  Garretson  Avenue,  northwest  cor¬ 
ner  of  Mason  Avenue,  Block  3379,  Lot  72,  Dongan  Hills, 
Borough  of  Richmond,  Community  Board  #3,  N.B. 
1236-69,  re-  eliminate  garages  in  multiple  dwelling  will 
create  excessive  floor  area,  R3-2  district. 


251-72-A — B.R. — 414  Garretson  Avenue,  northwest  corner 
of  Mason  Avenue,  Block  3379,  Lot  72,  Dongan  Hills, 
Borough  of  Richmond,  N.B.  1236-69,  re-  thickness  of 
exterior  walls  and  wall  openings,  R3-2  district. 
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252-72-SA — Rheem  Manufacturing,  consort  combination 
heating  and  air  conditioning  unit  various  models,  manu¬ 
factured  by  Rheem  Manufacturing,  Appliance. 


253-72-RZ — B.R. — 797  Armstrong  Avenue,  east  side,  40.15 
feet  north  of  Genesee  Avenue,  Great  Kills,  Borough  of 
Richmond,  Community  Board  #  >  N.B.  1936-71,  re- 

two  family  dwelling,  accessory  parking,  portion  of  lot 
is  part  of  a  mapped  street,  R3-2  district. 


254-72-SM — H.  H.  Robertson  Company,  composite  steel 
cellular  and  non-cellular  steel  floor  component  various 
models,  manufactured  by  H.  H.  Robertson  Company, 
Material. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

2300-BZY — Vol.  VII — B.Q. — 138-25  Elder  Avenue,  Block 
5142,  Lot  2,  N.B.  4806-61. 

Restored  to  Docket 

727-71-A — B.B. — 9516  Avenue  M,  south  side,  103.5)4  feet 
east  of  East  95th  Street,  Block  8279,  Lot  6,  Borough  of 
Brooklyn,  N.B.  259-71  re-  full  time  paid  attendant  for 
thirteen  cars.  Portion  of  building  is  less  than  8%  of  the 
total  perimeter. 


627-70-BZ — B.B — 2148-2150  Flatbush  Avenue,  west  side, 
140  feet  south  of  Quentin  Road,  Block  7889,  Lot  49, 
Borough  of  Brooklyn,  Alt.  1563-70  re-  proposed  eating 
and  drinking  establishment  without  restrictions  and  re¬ 
quired  accessory  parking,  C2-2  in  R3-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  2,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  May  2,  1972,  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

677-54-BZ — Vol. .  II 

APPLICANT — Victor  E.  Block  for  415  West  150th,  Incor¬ 
porated,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  terms  of  variance  which  expires  May  1,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  change  of  occu¬ 
pancy  from  garage  and  dead  storage,  to  garage,  storage  of 
roofing  materials  and  sheet  metal  shop. 

PREMISES  AFFECTED — 413-415  West  150th  Street, 
north  side,  93  feet  2  inches  east  of  Convent  Avenue,  Block 
2065,  Lot  22,  Borough  of  Manhattan. 

190-55-BZ 

APPLICANT — Irwin  Emerman  for  Cities  Service  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  4,  1972 _ 

decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7 A  of  the  Zoning  Reso¬ 
lution  permitting  in  a  business  use  district  the  relocation  of 


existing  gasoline  service  station  located  at  6101-6111  Bay 
Parkway,  to  present  site  presently  used  for  the  sale  of  used 
cars  by  permitting  the  erection  and  maintenance  of  a  gaso¬ 
line  _  service  station,  lubritorium,  car  washing  (non  auto¬ 
matic)  motor  vehicle  repairs,  and  to  permit  the  parking 
and  storage  of  more  than  five  motor  vehicles  with  a  business 
entrance  (curb  cut)  nearer  the  residence  use  district  than 
is  permitted. 

PREMISES  AFFECTED — 6002-6012  Bay  Parkway,  south¬ 
west  corner  of  60th  Street.  Block  5522,  Lot  36,  Borough  of 
Brooklyn. 


624-55-BZ— Vol.  II 

APPLICANT — Paul  Gordon  for  N.  B.  North  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  18, 
1973 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  office,  minor  auto  repairs  with 
hand  tools  only,  safety  inspection  station  and  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 202-15  Northern  Boulevard  and 
43-22  to  43-30  203rd  Street,  northwest  corner.  Block  6263. 
Lot  17,  Bayside,  Borough  of  Queens. 


576-56-BZ 

APPLICANT — Millard  Bresin  for  Petrina  Franzone,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  19,  1972— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Section  7e  of  the  Zoning  Resolution,  permitting 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  non  automatic 
auto  laundry,.  minor  auto  repairs  shop  with  hand  tools  only 
and  the  parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 49-05  Astoria  Boulevard  North, 
northeast  corner  of  49th  Street,  Block  1000,  Lot  35,  Jack- 
son  Heights,  Borough  of  Queens. 


754-56-BZ 


APPLICANT — Marand  Associates  for  Morton  Pinkwasser 
d/b/a  Portrom  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  15,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution  permitting  in  a  residence  and  business  use  district, 
the  maintenance  of  a  parking  lot  (non  commercial)  (non 
transient)  .on  the  unbuilt  upon  portion  of  the  plot  in  the 
rear  of  existing  stores. 


AT TRGiiiD— 66-98  East  Burnside  Avenue 
2035-2045  Morris  Avenue,  southwest  corner  and  2036-204 
Walton  Avenue,  southeast  corner  of  East  Burnside  Ave 
nue,  Block  2829,  Lot  45,  Borough  of  The  Bronx 


641-71-BZ 


APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing  1 1 
storv  multiple  dwelling,  the  conversion  of  the  doctors  offices 
in  the. cellar  to  apartments  that  increases  the  degree  of  non- 
compliance  in  lot  area  requirements  and  minimum  distance 
between  windows  and  lot  lines. 
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PREMISES  AFFECTED— 3201-3223  Avenue  H,  and  773- 
793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot  1, 
Borough  of  Brooklyn. 


642-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  windows  open¬ 
ing. 

PREMISES  AFFECTED— 3201  to  3223  Avenue  H,  and  773 
to  793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot 
1,  Borough  of  Brooklyn. 


750-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Salvatore 
Castelli,  owner. 

SUBJECT — Application  December  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the.  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  and  basement,  two  family  dwelling  with  a 
doctor’s  office  that  exceeds  the  permitted  lot  coverage,  has 
less  than  the  required  lot  area  per  room  and  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED— 2501  Cropsey  Avenue,  north¬ 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 

805-71-BZ 

APPLICANT — George  Fuchs  for  Marlboro  Jewish  Center, 
owner. 

SUBJECT — Application  December  29,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  district, 
the  erection  of  a  two  story  and  cellar  enlargement  to  an 
existing  synagogue  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 2324  to  2328  West  13th  Street, 
west  side,  160  feet  south  of  Avenue  W,  Block  7160,  Lots 
15  and  18,  Borough  of  Brooklyn. 

170-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  195  Broadway  Corporation,  owner. 

SUBJECT — Application  March  3,  1972— decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 195  Broadway,  northwest  cor¬ 
ner  of  Dey  Street,  Block  80,  Lots  1,  14,  17,  20,  Borough 
of  Manhattan. 


171-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 

SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 14-26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3, 
Borough  of  Manhattan.  Community  Board  #  . 

223-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 


SUBJECT — Application  March  27,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Projection  of 
bridge  not  permissible  beyond  building  line. 

PREMISES  AFFECTED— 14  to  26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Borough 
of  Manhattan. 


604-71-BZ 

APPLICANT— Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 

SUBJECT— Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED— 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

Laid  over  from  April  11,  1972,  for  continued  hearing. 

SAMUEL  L.  BECKER,  Chairman 


MAY  2,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  2,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

754-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner ;  Mobil  Oil  Corporation,  lessee. 
SUBJECT — Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38, 
Borough  of  Brooklyn.  Community  Board  #12. 

Hearing  closed. 


2300-BZY  Vol.  VII — B.Q. — 138-25  Elder  Avenue,  Block 
5142,  Lot  2,  N.B.  4806-61. 


121-72-A 

APPLICANT — Larry  Meltzer  for  Price  Nelson  Incor¬ 
porated,  owner ;  Columbus  Foods  Incorporated,  lessee. 

SUBJECT — Application  February  7,  1972 — appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprinkler 

system. 

PREMISES  AFFECTED — 289-295  Columbus  Avenue,  54- 
60  West  74th  Street,  southwest  corner,  Block  1126, 
Lot  61,  Borough  of  Manhattan. 


139-72-A 

APPLICANT — Harry  Soled  for  Rabbi  C.  Friedman,  owner. 

SUBJECT — Application  February  16,  1972 — decision  of  the 
Borough  Superintendent,  re-  public  use  in  frame  building. 
PREMISES  AFFECTED — 4706  12th  Avenue,  west  side, 
35  feet  2%  inches  from  47th  Street,  Block  5627,  Lot  59, 
Borough  of  Brooklyn. 
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150-72- A 

APPLICANT — Albert  Homer  Swanke  for  Rock  McGraw, 
Incorporated,  owner ;  Rock  McGraw,  Incorporated,  lessee. 

SUBJECT — Application  February  22,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  interior  cor¬ 
ridors  and  transoms. 

PREMISES  AFFECTED — 1221-37  Avenue  of  the  Amer¬ 
icas,  west  side  from  West  48th  to  West  49th  Streets, 
Block  1001,  Lots  13  thru  53,  Borough  of  Manhattan. 


153- 72-A 

APPLICANT — Jerome  L.  Grushkin,  R.  A.  for  Borgee 

Builders,  owner. 

SUBJECT — Application  February  23,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 121  Whitman  Avenue,  north 
side,  170  feet  east  of  Hylan  Boulevard,  Block  5203, 
Lot  67,  Great  Kills,  Borough  of  Richmond. 

154- 72-A 

APPLICANT— Jerome  L.  Grushkin,  R.  A.  for  Borgee 

Builders,  owner. 

SUBJECT — Application  February  23,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 119  Whitman  Avenue,  north 
side,  140  feet  east  of  Hylan  Boulevard,  Block  5203, 
Lot  67,  Great  Kills,  Borough  of  Richmond. 

SAMUEL  L.  BECKER,  Chairman 


MAY  9,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  May  9,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

779-71-BZ 

APPLICANT — Dr.  Daniel  Dicker  for  Clearview  Nursing 
Home,  owner. 

SUBJECT — Application  December  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  nursing  home. 

PREMISES  AFFECTED — 157-14  19th  Avenue  and  19-01 
157th  Street,  southeast  corner,  Block  4749,  Lot  1,  White- 
stone,  Borough  of  Queens.  Community  Board  #7. 


5-72-BZ 

APPLICANT — Nathan  Silberman  and  M.  L.  Goldsmith  for 
Parkdale  Realty  Company,  owner. 

SUBJECT — Application  January  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district, 
in  an  existing  6  story  and  cellar  multiple  dwelling,  the 
conversion  of  the  doctors  office  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-conformity  and  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED — 89-10  63rd  Drive,  east  side, 
320  feet  north  of  Carlton  Street,  Block  3117,  Lot  17,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 


6-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Frank  Pic¬ 
colo,  owner;  Compusort  and  the  Prudential  Life  Insurance 
Company,  lessee. 

SUBJECT — Application  January  10 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
one  story  enlargement  to  a  commercial  building  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED — 1078  to  1082  Utica  Avenue, 
northwest  corner  of  Beverly  Road,  Block  4734,  Lot  32, 
Borough  of  Brooklyn.  Community  Board  #9. 

15-72-BZ 

APPLICANT — George  Fuchs  of  Office  of  Samuel  Paul  for 
White  Castle  Systems,  Incorporated,  owner. 

SUBJECT — Application  January  18,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  conjunction  with 
the  reconstruction  of  a  drive-in  restaurant  the  installation 
of  illuminated  signs  that  exceed  the  permitted  surface  area. 

PREMISES  AFFECTED — 96-22  Rockaway  Boulevard, 
southwest  corner  of  97th  Street,  Block  9167,  Lot  7,  Wood- 
haven,  Borough  of  Queens.  Community  Board  #10. 

90-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  and  Cl-5  district,  the 
erection  of  four  additional  stores  to  an  existing  eight  story 
telephone  exchange. 

PREMISES  AFFECTED— 208  to  216  East  79th  Street, 
south  side,  85  feet  east  of  Third  Avenue,  Block  1433,  Lots 
40,  44,  and  145,  Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
MAY  9,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  May  9,  1972,  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

4-72-A 

APPLICANT — Hector  Ferreras  for  M.  R.  G.  Realties  In¬ 
corporated,  owner. 

SUBJECT— Application  January  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 805  Pelton  Avenue,  east  side, 
100  feet  north  of  Bard  Avenue,  Block  294,  Lot  6,  West 
Brighton,  Borough  of  Richmond. 

155-72-A 

APPLICANT — The  Barcolene  Company,  owner. 

SUBJECT  Application  February  24,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Hallmark  window  wash  with 
anti-freeze”  in  one  gallon  polyethylene  container  with  metal 
screw  cap  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 

160-72-A 

APPLICANT — Hector  Ferreras  for  Anthony  Di  Tom- 
maso,  owner. 
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SUBJECT — Application  February  25,  1972 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED— 84  St.  George  Drive,  west  side, 
100.69  feet  north  of  Romer  Road,  Block  871,  Lot  65,  Todt 
Hill,  Borough  of  Richmond. 


161-72-A 

APPLICANT — Hector  Ferreras  for  Dr.  Dominick  Savino, 
owner. 

SUBJECT — Application  February  25,  1972 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 55  Buttonwood  Road,  east  side, 
132.02  feet  south  from  Willowpond  Road,  Block  876,  Lot  96, 
Todt  Hill,  Borough  of  Richmond. 


185-72-A 

APPLICANT — Howard  Miller  for  Victory  Memorial  Hos¬ 
pital,  owner. 

SUBJECT — Application  March  13,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  revised  location  of 
Liquid  Oxygen  Storage  Tank. 

PREMISES  AFFECTED— 9036  7th  Avenue  and  675  92nd 
Street,  northeast  corner,  Block  6094,  Lots  3,  6,  8  and  9, 
Borough  of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 


MAY  16,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  16,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

588-51-BZ 

APPLICANT — Ephraim  Schneider,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  7,  1972 — 
decision  of  the  Borough  Superintendent,  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 29-02  to  29-10  Seagirt  Avenue 
and  201-217  Beach  29th  Street,  northwest  corner,  Block 
15805,  Lot  20,  Edgemere,  Borough  of  Queens. 


699-54-BZ 

APPLICANT — Atkin  and  Bassolino  for  Mrs.  Ann  Tomasso, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  12,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  parking  and  stor¬ 
age  of  motor  vehicles  on  unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED — 2231  Belmont  Avenue,  west 
side,  150  feet  south  of  East  183rd  Street,  Block  3086,  Lot 
36,  Borough  of  The  Bronx. 

613-56-BZ 

APPLICANT — Arthur  Levine  for  Bertha  S.  Friedman  and 
William  Esikoff,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  9,  1972 


—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  repairs  with  hand  tools  only,  auto  wash¬ 
ing  (non-automatic),  office,  sales  and  storage  of  auto 
accessories  and  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 111-02  to  111-18  Van  Wyck 
Boulevard  and  111-05  to  111-11  Lincoln  Street,  southwest 
corner.  Block  11639,  Lot  12,  Jamaica,  Borough  of  Queens. 


49-61-BZ 

APPLICANT — Robert  Gottlieb  for  Helen  Gotzmann,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7,  1972 
— decision  of  the  Borough  Superintendent ;  _  previously 
granted  under  Section  7h  of  the  Zoning  Resolution,  permti- 
ting  in  a  residence  use  district,  the  use  of  the  open  area  at 
the  rear  of  1968  and  1970  Crotona  Avenue,  for  the  parking 
of  passenger  type  automobiles  on  a  monthly  basis. 

PREMISES  AFFECTED— 1968-1970  Crotona  Avenue,  east 
side,  115.62  feet  north  of  East  Tremont  Avenue,  Block 
3092,  Lots  3  and  4,  Borough  of  The  Bronx. 


679-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electroknit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  clothing  manu¬ 
facturing  and  knitting  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED — 2302  Neptune  Avenue,  south¬ 
west  corner  of  West  23rd  Street,  Block  7015,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


56- 72-BZ 

APPLICANT — Alfonso  Duarte  for  Anrich  Holding  Corpo¬ 
ration,  owner ;  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Application  January  20,  1972 — decision  of  the 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  automobile  repair  and 
service  shop. 

PREMISES  AFFECTED— 32-15  112th  Place,  east  side, 
116.70  feet  north  of  Northern  Boulevard,  Block  1707,  Lots 
5,  6,  7,  8,  13  and  46,  Corona,  Borough  of  Queens,  Com¬ 
munity  Board  #3. 

57- 72-BZ 

APPLICANT — Alfonso  Duarte  for  Jarco  Holding  Corpora¬ 
tion,  owner;  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Application  January  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  of  an  existing  automobile  sales  and 
service  establishment. 

PREMISES  AFFECTED — 112-21  Northern  Boulevard, 
northeast  corner  of  112th  Place,  Block  1707,  Lots  36,  43, 
44  and  45,  Corona,  Borough  of  Queens,  Community  Board 
#3. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  De  Nicola, 
owner. 

SUBJECT — Application  January  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
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York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 189-11  45th  Avenue,  north  side, 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens,  Community  Board  #11. 


162-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Edward 
Lauria,  owner. 

SUBJECT — Application  February  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  retail  store  with  accessory  ice  vending  machine, 
parking  and  signs. 

PREMISES  AFFECTED — 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond,  Community  Board  #4. 

207-72-BZ 

APPLICANT — McGee  and  Morsellino  for  R.  H.  Macy, 
owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  73-482  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district, 
the  erection  of  a  two  story  warehouse  outlet  and  retail 
store  with  accessory  parking  facility  that  exceeds  the  per¬ 
mitted  size  and  with  roof  parking. 

PREMISES  AFFECTED — 66-26  Metropolitan  Avenue, 
southeast  corner  of  65th  Lane,  Block  3605,  Lot  1,  Middle 
Village,  Borough  of  Queens. 


7- 72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  story  building  from  medical  offices  and  dwelling  to 
medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED— 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 

Laid  over  from  April  11,  1972  for  continued  hearing. 

8- 72-A  _ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
office  uses  within  frame  building  and  live  load. 

PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 


SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

Laid  over  from  April  11,  1972,  for  continued  hearing. 

SAMUEL  L.  BECKER,  Chairman 


MAY  16,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon.  May  16,  1972  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

753-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Fred  L. 
Goodman,  Incorporated,  owner. 

SUBJECT — Application  December  7,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard  egress. 

PREMISES  AFFECTED — 231  East  34th  Street,  north 
side,  200  feet  west  of  2nd  Avenue,  Block  915,  Lot  20,  Bor¬ 
ough  of  Manhattan. 

156-72-A 

APPLICANT — Frederic  R.  Grae  for  Milton  Liberman, 
owner. 

SUBJECT — Application  February  24,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street  and  revocation  of  permit. 

PREMISES  AFFECTED — 349  Ocean  Terrace,  north  side, 
340  feet  east  from  Tiber  Place,  Block  687,  Lot  2,  Sunny- 
side,  Borough  of  Richmond. 

166-72-A 

APPLICANT — Sol  Feinberg  for  Castle  Coal  &  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1972— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  trucks  through  the  city  streets  not  in  conformity 
with  the  requirements  of  administrative  Code  of  City  of 
New  York. 


187-72-A 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  egress  and  loca¬ 
tion  of  gasoline  dispensary  pump. 

PREMISES  AFFECTED— 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
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(Remaining  Minutes  for  March  28,  1972,  2  P.M.) 
757-71-A 

APPLICANT — Alfonso  Duarte  for  John  Kadvan,  owner. 
SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 58  East  34th  Street,  south  side, 
142  feet  4 z/t"  west  of  Park  Avenue,  Block  863,  Lot  51, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  . . .  0 

Absent:  Commissioner  Madigan .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  6,  1971  on  Alt.  Applic.  1012-71,  reads: 

“3.  Provide  two  remote  means  of  egress  from  cel¬ 
lar  directly  to  street  as  per  C26.273.0  and  C26-292.0 
A.  C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  December  6,  1971  acting  on  Alt. 
Applic.  1012-71  Objection  No.  3  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  adjacent  property  at  #60  East  34th  Street  may  be 
used  as  an  area  of  refuge  for  the  proposed  restaurant  as 
per  affidavit  granting  such  permission  submitted  by  the 
owner  of  said  adjacent  property  dated  “March  24,  1972.” 
On  further  condition,  that  the  building  shall  conform  to 
drawings  marked  “Received  December  9,  1971,”  6  sheets, 
and  on  further  condition  that  all  laws,  rules  and  regulations 
applicable  thereto  shall  be  complied  with. 

9-72-A 

APPLICANT — Hurley,  Kearney  &  Lane  and  Albert  Mel- 
niker  for  Sun  Oil  Company,  owner. 

SUBJECT — Application  January  11,  1972 — Review  of  a  de¬ 
cision  of  the  Borough  Superintendent — Zoning  matter. 

PREMISES  AFFECTED— 1781  Arthur  Kill  Road  north¬ 
west  corner  of  Arden  Avenue,  Block  6169,  Lot  16,  Arden 
Heights,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  E.  Murphy  and  Albert  Melnik er. 
For  Administration:  Vito  Busso,  Bldg.  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1971  on  N.  B.  Applic.  878-70,  reads : 
“Foundation  work  on  the  above  application  was  not 
completed  prior  to  September  16,  1971.  At  that  date 
the  property  which  was  an  Ml-1  at  the  time  the  plans 
were  approved  and  the  permit  issued,  was  changed  to 
R3-2. 


The  permit  was  revoked  pursuant  to  Section  C26-118.0 
of  the  Administrative  Code  and  Sections  11-33  and 
11-331  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  14,  1971,  acting  on  N.  B.  Applic.  878-70, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  to  re-instate  the  permit  to  continue 
construction,  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  January  11,  1972,”  4  sheets;  on 
further  condition  that  the  building  shall  conform  to  all  laws, 
rules  and  regulations  applicable  thereto. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at  2 
P.M.  for  continued  hearing. 


686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 
owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at  2 
P.M.  at  the  request  of  the  Fire  Department.  Continued 
hearing. 


118-72-A 

APPLICANT — Sidney  Barnes  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  3,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  fuel 
oil  supply  to  water  borne  gas  turbines. 

PREMISES  AFFECTED — Foot  of  53rd  Street  and  First 
Avenue,  Block  803,  Lots  10,  150,  160,  180,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Sydney  Barnes  and  William  R.  Miller. 

ACTION  OF  BOARD — Laid  over  to  April  11,  1972,  at  2 
P.M.  Continued  hearing. 


130-72-A 

APPLICANT — Joseph  Papp  for  Parks,  Recreational  and 
Cultural  Affairs  Administration,  New  York  Shakespeare 
Festival,  owner. 

SUBJECT — Application  February  11,  1972 — appeal  from  a 
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decision  of  the  Borough  Superintendent,  re-  Theatre  use 
on  the  third  floor. 

PREMISES  AFFECTED — 425  Lafayette  Street,  eastside, 
160  feet  7  inches  south  of  Astor  Place,  Block  544,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Papp  and  Georgio  Cavaglieri. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at  2 
P.M.  For  the  submission  of  additional  material  and  in¬ 
formation.  Continued  hearing. 


808-71- A 

APPLICANT — Shreve  Lamb  and  Harmon  Associates  for 
Fisher  Brothers  Albany  Company,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  vertical  fire 
division,  stairs,  corridors,  exit  passageways,  escalators. 

PREMISES  AFFECTED — 126  to  138  Liberty  Street,  3  to 
13  Albany  Street,  124  to  140  Greenwich  Street,  133  to  151 
Washington  Street,  entire  Block,  Block  54,  Lots  1,  3,  6, 
8,  15,  16,  18,  20,  21,  22,  23,  and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harvey  P.  Clarkson,  Fred  E.  Hertan 
and  Max  Siegal. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at  2 
P.M.  For  additional  information  and  material.  Continued 
hearing. 


Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  11,  1972,  10  A.M. 

Present:  Chairman  Becker,  yice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  March  21,  1972  and  March 
28,  1972,  were  approved  as  printed  in  the  Bulletins  of 
March  31,  1972  and  April  6,  1972,  Vol.  57,  Nos.  13  and  14. 


163-49-BZ 

APPLICANT — Jack  Poms  for  Jomar  Realty,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  June  29,  1970 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  use  district,  the  parking  of  more  than  five  motor 
vehicles  (no  fee  to  be  charged)  for  customers  and  em¬ 
ployees  of  adjacent  stores. 

PREMISES  AFFECTED— 61-12  to  61-22  186th  Street, 
west  side,  100  feet  south  of  Horace  Harding  Boulevard, 
Block  7074,  Lot  11,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  David  Rozenhole. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  12,  1949,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  April  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  12,  1949,  as  amended  through 
June  29,  1965,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  156-49) 


797-54-BZ— Vol.  II 

APPLICANT — Harry  A.  Yarish  for  Immuculata  Trotta, 
owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  26, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7f,  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  store, 
washing,  greasing,  minor  auto  repairs,  with  hand  tools 
only,  parking  and  storage  of  automobiles,  dwelling  and  2 
car  garage  accessory  to  dwelling;  show  windows  within 
75  ft.  of  residence  use  district. 

PREMISES  AFFECTED— 690-700  Utica  Avenue  and  818- 
828  Clarkson  Avenue,  southwest  corner,  Block  4636,  Lot 
6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  26,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  April  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
26,  1957,  as  amended  through  November  3,  1965,  only 
as  to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  March  26,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respect;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  122-56) 


397-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  43rd  Street 
Estates  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  February 
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13,  1972 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Section  7e,  7f,  7h,  7 A 
and  7i  of  the  Zoning  Resolution,  permitting  in  a  business 
and  residence  use  district,  proposed  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car 
washing,  minor  auto  repairs,  storage  room,  store,  parking 
and  storage  of  motor  vehicles;  proposed  show  window 
and  sign  within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 121-11  to  121-19  (121-15  offi¬ 
cial)  Jamaica  Avenue  and  86-42  to  86-50  122nd  Street, 
northwest  corner,  Block  9275,  Lot  58,  Richmond  Hill, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  13,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  April  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
13,  1957,  as  amended  through  January  31,  1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  13, 
1972,  to  permit  .  .  . ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  w'ith  in  all 
respects ;  and  that  a  new  Certificate  of  Occupany  shall 
be  obtained.”  (N.B.  1354-56) 


527-56-BZ 

APPLICANT — Abram  Shlefstein  for  Barbara  G.  Seiler, 
long  term  lessee;  Estate  of  Daniel  D.  Daley,  deceased, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  26,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  restricted  retail  use  district, 
the  proposed  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station,  lubritorium,  car  washing  (non  automatic), 
parking  of  cars  awaiting  service,  sale  of  auto  accessories 
and  minor  repairs  with  hand  tools,  only. 

PREMISES  AFFECTED— 43-02  to  43-10  Main  Street, 
southwest  corner  of  Cherry  Avenue,  Block  5125,  Lot  30, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Abram  Shlefstein. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  26,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 


on  April  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
26,  1957,  as  amended  through  March  4,  1958,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  26, 
1972,  to  permit  ...  ;  on  condition  that  the  steel  picket 
fence  on  a  brick  base  be  restored  along  the  southerly 
lot  line,  in  compliance  with  the  terms  and  conditions  of 
the  resolution  adopted  by  the  Board  on  February  26, 
1957;  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects ;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(N.  B.  2272-56) 


213-69-BZ 

APPLICANT — William  Berken  for  Berkal  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  July  22,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-2  district,  the  omission  of  the  required 
accessory  parking  for  a  proposed  5  story  community  facility 
building. 

PREMISES  AFFECTED — 165-15  Archer  Avenue,  north¬ 
east  corner  of  165th  Street,  Block  10155,  Lots  29,  111, 
114,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  Berken. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  22,  1969,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  252-69) 


563-69-BZ 

APPLICANT — Charles  F.  Murphy  for  George  Carriers, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete,  which  expired  February  10,  1971 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion  permitting  in  a  C2-2  and  R5  district,  the  enlargement 
in  area  of  an  existing  parking  lot  previously  before  the 
Board. 

PREMISES  AFFECTED — 62-39  to  62-55  Forest  Avenue, 
east  side,  218  feet  south  of  Metropolitan  Avenue,  62-44 
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to  62-50  60th  Street,  Block  3492,  Lots  25,  28,  55,  59  (28T), 
Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Not  Voting:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  10,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  10,  1970,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  834-69) 


627-70-BZ — Vol.  II 

APPLICANT — Dominick  Salvati  and  Son  for  George  An- 
gelastro,  owner ;  Vincent  Scalamandre,  lessee. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
73-241  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  in  an  existing  one  story  building  occupied  as  a  restau¬ 
rant  the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED— 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quentin  Road,  Block  7889,  Lot 
49,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


527-57-A 

APPLICANT — Leonard  F.  Rothkrug  for  Temple  Ahavath 
Sholom,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  19,  1969 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  public  use — 
frame  structure;  previously  granted  on  condition. 

PREMISES  AFFECTED — 1784  East  17th  Street,  west 
side,  105  feet  north  of  Avenue  R,  Block  6799,  Lot  41, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  7,  1958,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  ll,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  7,  1958,  as  amended 
through  May  19,  1964,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1749-57) 


727-71-A— Vol.  II 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Century  Villa,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  full  time  paid 
attendant  for  thirteen  cars,  portion  of  building  is  less  than 
8%  of  the  total  perimeter;  previously  denied. 

PREMISES  AFFECTED — 9515  Avenue  N,  north  side, 
102. 10^2  feet  west  of  East  96th  Street,  Block  8279,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling.  Law  in  an  existing  31  story  multiple  dwelling, 
the  addition  to  the  uses  to  include  transient  parking  for 
the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 187-189  East  64th  Street,  1090- 
1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Jacob  R.  Heller. 

For  Opposition :  John  J.  Carr,  Herbert  Mendelson,  Harriet 
B.  Aitken,  Marilyn  S.  Weiss,  Laurence  M.  Shanahan  and 
Frank  Salerno. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
10  A.M.,  for  the  purpose  of  submitting  further  evidence  by 
the  objectors.  Continued  hearing. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shavani,  Incorporated,  owner. 

SUBJECT— Application  August  31,  1971— decision  of  the 
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Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Nathaniel  Zelekow. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  drawings; 
previously  inspected. 


604-71-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED — 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Calvanico. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1972,  at 
10  A.M.,  for  continued  hearing ;  applicant  to  file  additional 
information. 


7- 72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  story  building  from  medical  offices  and  dwelling 
to  medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED— 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  S.  Tasoledes  and  B.  Cohen. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at 
10  A.M.,  at  the  request  of  Community  Board  #14.  Con¬ 
tinued  hearing. 

8- 72-A 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  Extension  of 
office  uses  within  frame  building  and  Live  Load. 

PREMISES  AFFECTED— 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at 
10  A.M.,  at  the  request  of  Community  Board  #14.  Con¬ 
tinued  hearing. 


789-71-BZ 

APPLICANT — Savignano,  Strange  and  Vella  for  Charles 
Judge,  owner. 

SUBJECT — Application  December  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  maintenance 
of  an  accessory  garage  to  a  dwelling  that  exceeds  the 
permitted  height,  encroaches  on  the  open  space  and  has 
less  than  the  required  area. 

PREMISES  AFFECTED — 447  East  48th  Street,  east  side, 
225. 9 feet  south  of  Church  Avenue,  Block  4696,  Lot  50, 
Borough  of  Brooklyn,  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  15,  1971,  acting  on  Alt.  Applic.  447/1971, 
reads : 

“1.  Height  of  proposed  garage  exceeding  6'-0" 
above  curb  level  is  contrary  to  Sec.  23-14  Z.R. 

2.  Proposed  garage  is  not  a  permitted  obstruction 
in  open  space  and  is  therefore  contrary  to  Sec.  23-12 
Z.R. 

3.  Dimensions  of  proposed  parking  space  are  con¬ 
trary  to  Sec.  25-62  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  the  evidence  in  the 
record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R5  district,  the  maintenance  of  an  accessory 
garage  to  a  dwelling  that  exceeds  the  permitted  height 
encroaches  on  the  open  space  and  has  less  than  the  required 
area,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  the  application  marked,  “Received 
December  21,  1971,”  3  sheets,  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  of  the  date 
of  this  resolution. 


141-72-BZ 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 

Enterprises,  Incorporated,  owner. 

SUBJECT — Application  February  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
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ing  Resolution,  to  permit  in  a  C4-7  and  C4-4  district, 
the  erection  of  a  fifteen  story  office  and  store  building 
that  exceeds  the  adjusted  floor  area  ratio  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 45-61  West  125th  Street,  north- 
side,  210  feet  east  of  Lenox  Avenue  and  54  West  126th 
Street,  Block  1723,  Lots  10,  11,  12,  13,  14,  16,  Borough 
of  Manhattan,  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  William  Ackerman,  Charles  B.  Rangel, 
Lawrence  Whiteside,  David  B.  Springer,  James  F.  King, 
Jr.,  Rev.  F.  Herbert  Skette,  Nellie  Maynard,  Mary 
Howard,  Frederick  Clarke,  Lloyd  A.  Doughty  and 
Charles  A.  Vincent. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  April  11,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1972,  acting  on  N.  B.  Applic.  4/1972, 
reads : 

“1.  Proposed  office  building,  Use  Group  6,  located 
on  portion  of  lot  within  a  C4-7  District  exceeds  the 
maximum  F.  A.  R.  for  a  C4-7  District  contrary  to 
Sec.  77-22  Z.R. 

Note:  Lot  is  in  C4-7  and  C4-4  Districts. and  the 
combined  floor  area  permitted  to  be  located  in  either 
district  may  not  exceed  the  maximum  floor  area  ratio 
permitted  for  that  district  or  the  adjusted  maximum 
F.  A.  R.  for  the  zoning  lot,  whichever  is  greater. 

2.  Proposed  office  building,  Use  Group  6,  in  a 
C4-7  District  penetrates  required  initial  setback  dis¬ 
tance  and  sky  exposure  plane  contrary  to  Sec.  33-432 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C4-7  and  C4-4  district,  the  erection  of  a  15-story 
office  and  store  building  that  exceeds  the  adjusted  floor  area 
ratio  and  penetrates  the  sky  exposure  plane,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  February  16,  1972.,”  23 
sheets;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


142-72-A 

APPLICANT — Peirez,  Karmiol  &  Ackerman  for  C.  A.  V. 
Enterprises,  Incorporated,  owner. 


SUBJECT — Application  February  16,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  Class  1  con¬ 
struction,  slope  in  ramp  of  garage,  excessive. 
PREMISES  AFFECTED— 45  to  61  West  125th  Street, 
northside,  210  feet,  east  of  Lenox  Avenue  and  54  West 
126th  Street,  Block  1723,  Lots  10,  11,  12,  13,  14  and  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  Ackerman,  Charles  B.  Rangel, 
Lawrence  Whiteside,  David  B.  Springer,  James  F.  King, 
Jr.,  Rev.  F.  Herbert  Skette,  Nellie  Maynard,  Mary 
Howard,  Frederick  Clarke,  Lloyd  A.  Doughty  and 
Charles  A.  Vincent.. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1972  on  N.  B.  Applic.  4-72,  reads: 

“3.  Slope  of  garage  ramp  in  Class  I  Public  Garage 
exceeds  one  in  seven  the  maximum  permitted  for 
vehicular  ramp  used  as  an  exit  contrary  to  C26-709.9 
B.  C.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  28,  1972,  acting  on  N.  B.  Applic.  4-72,  Ob¬ 
jection  No.  3,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  under  Calendar  Number  141-72-BZ;  on  further  condition 
that  the  garage  ramp  be  provided  with  heating  coils  and 
that  a  signal  device  be  installed  to  control  traffic  on  the 
West  126th  Street  building  line;  and  that  all  laws,  rules 
and  regulation  applicable  shall  be  complied  with. 


Adjourned:  11:35  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  11,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

502-53-SM 

APPLICANT — Asbestospray  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
502-53-SM — Amendment  to  resolution  as  to  change  in  own¬ 
ership  : 

Asbestospray  Corporation,  Newark,  New  Jersey,  requested 
that  the  resolution  adopted  December  4,  1956  and  amended 
through  December  21,  1971  under  Calendar  Number  502-53- 
SM  be  reopened  and  amended  as  to  change  of  ownership. 
PROPOSED  USE:  Fire  resistive  floor  construction. 
DESCRIPTION :  Asbestospray  Corporation  has  submitted 
an  affidavit  stating  its  acquisition  from  the  Philip  Carey 
Corporation  of  all  of  the  rights  to  manufacture  and  sell 
the  materials  approved  under  this  Calendar  Number. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  Demember  4,  1956  and 
amended  through  December  21,  1971  under  Calendar  Num¬ 
ber  502-53-SM  be  reopened  and  amended  as  to  change  of 
ownership  from  Philip  Carey  Corporation  to  Asbestospray 
Corporation  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendment  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


139-58-SM 

APPLICANT — United  States  Mineral  Products  Company, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  . 0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads:. 
139-58-SM — Amendment  to  resolution  as  to  the  substitution 
of  fireproofing  material. 

United  States  Mineral  Products  Company,  Stanhope,  New 
Jersey,  requested  that  the  resolution  adopted  July  7,  1957  and 
amended  through  July  20,  1971  under  Calendar  Number  139- 
58-SM  be  reopened  and  amended  as  to  the  substitution  of 
fireproofing  material. 

PROPOSED  USE:  Fire  rated  floor  and  ceiling  assemblies. 
DESCRIPTION :  The  request  is  to  substitute  Cafco  Blaze- 
Shield  Type  D — C/F  sprayed  fiber  for  Cafco  Blaze-Shield 


Type  D  sprayed  fiber.  Type  D  contains  asbestos.  Type 
D — C/F  is  asbestos  free;  its  exact  composition  is  filed  in  the 
Board’s  safe.  The  substitution  is  made  for  floor  and  ceiling 
assemblies  which  have  been  previously  approved  under  this 
Calendar  Number  and  are  built  in  accordance  with  the 
specifications  of  one  of  the  following  Underwriters’  Labora¬ 
tories  Design  Numbers:  204 — 3  Hr.,  86—3  Hr.,  99 — 3  Hr., 
98—3  Hr.,  15—3  Hr.,  14—3  Hr.,  54—2  Hr.,  269—2  Hr.,  and 
225—2  Hr. 

INSPECTION  AND  TEST:  Underwriters’  Laboratories 
has  found  acceptable  the  substitution  of  Type  D — C/F  for 
Type  D  sprayed  fiber  for  the  UL  Design  Numbers  listed 
above. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  7,  1957  and  amended 
through  July  20,  1971  under  Calendar  Number  139-58-SM 
be  reopened  and  amended  as  to  the  substitution  of  fireproof¬ 
ing  material,  Cafco  Blaze-Shield  Type  D — C/F  sprayed 
fiber  for  Cafco  Blaze-Shield  Type  D  sprayed  fiber  for  floor 
and  ceiling  assemblies  on  condition  that  the  assemblies  for 
which  they  are  used  are  built  in  accordance  with  the  pro¬ 
visions  of  one  of  the  Underwriters’  Laboratories  Design 
Numbers  listed  above  and  that  the  requirements  of  the  orig¬ 
inal  resolution  and  previous  amendments  are  complied  with 
and  shall  also  comply  with  the  Rules  of  the  Board  adopted 
under  Cal.  118-68-GR. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer.  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

219-61-SA 

APPLICANT — Minijector  Corporation,  agent;  Thunder- 
bird  Eng.  Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
219-61-SA — Minijector  Corporation,  Phoenix,  Arizona,  filed 
for  approval  of  Minijector  Rinse  Injectors  under  the  pro¬ 
visions  of  RS  16,  P107.13  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Pump  to  inject  additive  into  commer¬ 
cial  dishwashing  machines. 

DESCRIPTION :  The  Minijector  Rinse  Injector  is  a  posi- 
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tive  displacement  metering  pump  which  uses  a  rotary  valve 
mechanism  for  positive  control.  It  is  powered  by  an  electric 
motor  with  gear  reducers.  It  is  housed  in  a  cast  aluminum 
case  and  covered  with  a  vinyl  coating.  The  pump  is  actuated 
by  a  pressure  switch  and  is  set  at  off,  automatic,  or  manual 
by  a  3-way  snap  switch.  A  holder  in  the  case  allows  an  in¬ 
verted  bottle  to  be  held  securely  and  used  as  a  reservoir 
for  manual  operation. 

INSPECTION  AND  TEST:  The  injectors  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (No.  E-27495,  on 
file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Minijector  Rinse  Injectors  under 
the  provisions  of  RS  16,  P107.13  of  the  Building  Code  of 
the  City  of  New  York  on  condition  that  it  shall  be  supplied 
from  the  portable  water  system  only  through  an  air  gap. 
The  injectors  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  219-61-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


1005-61-SM 

APPLICANT — Owens-Corning  Fiberglas  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  John  R.  Hulse. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  report  of  a  Committee  on  Test  reads: 
1005-61-SM — Amendment  to  resolution  as  to  change  of 
ownership  and  change  of  trade  name.  _ 

Owens-Corning  Fiberglas  Corporation,  Toledo,  Ohio,  re¬ 
quested  that  the  resolution  adopted  March  20,  1962  under 
Calendar  Number  1005-61-SM  be  reopened  and  amended  as 
to  change  of  ownership  and  change  of  trade  name. 
PROPOSED  :  Incombustible  asbestos  sheet. 

DESCRIPTION :  Owens-Corning  Fiberglas  Corporation, 
Toledo,  Ohio  has  submitted  an  affidavit  stating  that  it  has 
acquired  from  Union  Asbestos  and  Rubber  Company,  Bloom¬ 
ington,  Illinois,  the  right  to  manufacture  the  material  ap¬ 
proved  under  this  Calendar  Number  and  is  changing  the 
trade  name  of  the  material  from  Unarcobard  to  Fyrcor. 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  20,  1962  under  Cal¬ 
endar  Number  1005-61-SM  be  reopened  and  amended  as  to 
change  of  ownership  to  the  Owens-Corning  Fiberglas  Cor¬ 
poration  and  change  of  trade  name  to  Fyrcor  on  condition 
that  the  requirements  of  the  original  resolution  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
above  report. 


795-64-SA 

APPLICANT — Ralph  Rivas,  agent  for  Shields  Engineer¬ 
ing  and  Mfg.  Company,  owner. 

APPEARANCES— 

For  Applicant :  Ralph  Rivas. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Agusta  . . .  5 

Commissioner  Madigan,  Commissioner  Nolan  and 
Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
795-64-SA— Shields  Engineering  and  Manufacturing  Com¬ 
pany,  Cleveland,  Ohio,  filed  for  approval  of  Shields  Solva- 
trol  Reclaiming  Tumbler,  Model  R-51S,  under  the  pro¬ 
visions  of  the  Dry  Cleaning  Rules  of  the  Board  of  Standards 
and  Appeals. 

PROPOSED  USE:  Tumbler  to  recover  perchlorethylene 
dry  cleaning  solvent. 

DESCRIPTION :  The  tumbler  reclaims  perchlorethylene 
solvent  from  clothes  that  have  been  dry  cleaned.  The  filter 
assembly  consists  of  six  racks  of  tubes,  with  each  rack  hav¬ 
ing  five  tubes.  The  monel  screen  tubes  are  2"  in  diameter. 
Through  the  use  of  a  selector  valve,  each  rack  of  tubes  is 
washed  and  the  dirty  solvent  is  automatically  transferred  to 
the  cooker-still.  There  solvent  is  reclaimed  in  the  cooking 
process. 

The  tumbler  operates  on  a  20  minute  cycle.  A  fan  goes  on 
automatically  and  draws  fumes  up  the  flue  when  the  loading 
door  is  opened.  Rotation  of  the  cylinder  is  automatically 
stopped  when  the  door  is  opened.  The  fan  motor  is  HP 
and  the  drive  motor  is  HP. 

INSPECTION  AND  TEST:  The  use  of  perchlorethylene 
solvent  meets  the  requirements  for  a  low  hazard  dry  clean¬ 
ing  establishment. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Shields  Solvatrol  Reclaiming  Tumbler, 
Model  R-51S,  under  the  provisions  of  the  Dry  Cleaning  Rules 
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of  the  Board  of  Standards  and  Appeals,  on  condition  that  the 
capacity  shall  be  limited  to  2.8  pounds  of  dry  clothes  per 
cubic  foot  of  cylinder.  The  tumbler  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  795- 
64-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


195-65-SM 

APPLICANT — United  States  Mineral  Products,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
195-65-SM — Amendment  to  resolution  as  to  the  substitution 
of  fireproofing  material. 

United  States  Mineral  Products  Company,  Stanhope,  New 
Jersey,  requested  that  the  resolution  adopted  July  20,  1965 
and  amended  through  July  20,  1971  under  Calendar  Number 
195-65-SM  be  reopened  and  amended  as  to  the  substitution  of 
fireproofing  material. 

PROPOSED  USE:  Three  hour  fire  rated  floor  and  ceiling 
asemblies. 

DESCRIPTION :  The  request  is  to  substitute  Cafco  Blaze- 
Shield  Type  D-C/F  sprayed  fiber  for  Cafco  Blaze-Shield 
Type  D  sprayed  fiber.  Type  D  contains  asbestos.  Type  D-C/F 
is  asbestos  free;  its  exact  composition  is  filed  in  the  Board’s 
safe.  The  substitution  is  made  for  floor  and  ceiling  assem¬ 
blies  which  have  been  previously  approved  under  this  Calen¬ 
dar  Number  and  are  built  in  accordance  with  the  specifications 
of  Underwriters’  Laboratories  Design  Number  89-3  Hr. 
INSPECTION  AND  TEST :  Underwriters’  Laboratories 
has  found  acceptable  the  substitution  of  Type  D — C/F  for 
Type  D  sprayed  fiber  for  UL  Design  Number  89-3  Hr. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  20,  1965  and  amended 
through  July  20,  1971  under  Calendar  Number  195-65-SM  be 
reopened  and  amended  as  to  the  substitution  of  fireproofing 
material,  Cafco  Blaze-Shield  Type  D-C/F  sprayed  fiber  for 
Cafco  Blaze-Shield  Type  D  sprayed  fiber  for  floor  and  ceiling 
assemblies  on  condition  that  the  assemblies  for  which  they 


are  used  are  built  in  accordance  with  the  provisions  of  Under¬ 
writers’  Laboratories  Design  No.  89-3  Hr.  and  that  the  re¬ 
quirements  of  the  original  resolution  and  previous  amend¬ 
ments  are  complied  with  and  shall  also  comply  with  the  Rules 
of  the  Board  adopted  under  Cal.  118-68-GR. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


558-67-SA 

APPLICANT — Space  Conditioning,  Incorporated,  owner ; 
Henry  S.  Proctor,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads:. 
558-67-SA — Dunham-Bush,  Incorporated,  Harrisonburg  Di¬ 
vision,  Harrisonburg,  Virginia,  filed  for  approval  of  PAGO 
Series  Gas-Oil  Burners  under  the  provisions  of  RS  14  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Gas  and  oil  fired  automatic  burner. 
DESCRIPTION :  The  burners  use  natural  gas  and  No.  2 
or  No.  4  oil  to  produce  6,300,000  BTU/Hr.,  9,800,000 
BTU/Hr.,  or  15,000,000  BTU/Hr.  The  principal  com¬ 
ponents  are  a  forced  draft  blower  to  supply  the  air  required 
for  combustion,  a  high  pressure  atomizing  fuel  pump,  a  return 
flow  type  atomizing  nozzle,  a  modulating  oil  flow  rate  valve  to 
regulate  the  oil  returned  from  the  swirl  chamber  of  the  nozzle, 
an  electric  oil  preheater  for  models  which  burn  No.  4  oil, 
control  valves  to  regulate  the  input  of  the  selected  fuel  and 
provide  safety  shutoff  of  gas  lines,  automatic  electronic 
control  system  to  supervise  pilot  and  main  burner  com¬ 
bustion,  and  automatic  modulating  input  control  to.  regulate 
fuel  and  combustion  air  input  rate  in  accordance  with  boiler 
output  requirements. 

INSPECTION  AND  TEST:  The  burners  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (Guide  KYKR,  Card 
MP  725). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  PAGO  Series  Gas-Oil  Burners  under 
the  provisions  of  RS14  of  the  Building  Code  of  the  City  of 
New  York.  The  burners  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  558-67-SA.” 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


559-67-SA 

APPLICANT — Space  Conditioning,  Incorporated,  owner; 
Henry  S.  Proctor,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
559-67-SA — Dunham-Bush,  Incorporated,  Harrisonburg  Di¬ 
vision  Harrisonburg,  Virginia,  filed  for  approval  of  PAO 
Series  Oil  Burners  under  the  provisions  of  RS  14  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Oil  fired  automatic  burner. 
DESCRIPTION:  The  burners  use  No.  2  or  No.  4  oil  to 
produce  4,200,000  BTU/Hr.,  6,300,000  BTU/Hr,  9,800,000 
BTU/H.,  or  15,000,000  BTU/Hr.  The  principal  components 
are  a  forced  draft  blower  to  supply  the  air  required  for  com¬ 
bustion,  a  high  pressure  atomizing  fuel  pump,  a  return  flow 
type  atomizing  nozzle  a  modulating  oil  flow  rate  valve  to  reg¬ 
ulate  the  oil  returned  from  the  swirl  chamber  of  the  nozzle,  an 
electric  oil  preheater  for  models  which  burn  No.  4  oil,  a  spark 
ignited  cycling  gas  pilot,  automatic  electronic  control  system 
to  supervise  pilot  and  main  burner  combustion,  and  automatic 
modulating  input  control  to  regulate  fuel  and  combustion 
air  input  rate  in  accordance  with  boiler  output  requirements. 
INSPECTION  AND  TEST:  The  burners  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (Guide  KYXZ,  Card 
MP  725). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  PAO  Series  Oil  Burners  under  pro¬ 
visions  of  RS  14  of  the  Building  Code  of  the  City  of  New 
York.  The  burners  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  559-67-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  ICarson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


743-68-SA 

APPLICANT — Electronics  Corporation,  owner. 

APPEARANCES—  • 

For  Applicant:  Siegfried  C.  Kellner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
743-68-SA — Amendment  to  resolution  as  to  additional  com¬ 
bustion  safeguard  controls. 

Electronics  Corporation  of  America,  Cambridge,  Massa¬ 
chusetts,  requested  that  the  resolution  adopted  Septmber  16, 
1969  under  Calendar  Number  743-68-SA  be  reopened  and 
amended  as  to  additional  combustion  safeguard  controls. 
PROPOSED  USE:  Combustion  safeguard  controls  for  fuel 
burning  equipment. 

DESCRIPTION :  The  new  controls  are  the  same  as  previ¬ 
ously  approved  controls  except  for  minor  variations.  Type 
UVM-1F  is  the  same  as  Type  UVM-1D  except  that  the 
flame  failure  response  time  is  from  2  to  4  seconds.  Type 
UVM-2A7  is  the  same  as  the  Type  UVM-2A30  except  that 
it  provides  a  7  second  purge  period.  Type  UVM-3-7  is  the 
same  as  Type  UVM-2A30  except  that  it  has  an  additional 
electronic  non-recycle  circuit  which  de-energizes  the  fuel 
circuit  and  activates  safety  shutdown  when  flame  failure 
occurs.  The  UVM-3-7  has  a  7  second  purge  period.  Type 
UVM-3-90  is  the  same  as  Type  UVM-3-7  except  that  it 
provides  a  90  second  purge  period.  Type  TFM-1D  is  the 
same  as  Type  UVM-1D  except  that  the  amplifiers  and  de¬ 
tectors  are  like  Type  TFM-2A30.  The  flame  failure  response 
time  of  Type  TFM-1D  is  0.8  seconds.  Type  TFM-1F  is  the 
same  as  Type  TFM-1D  except  that  the  flame  failure  response 
time  is  from  2  to  4  seconds.  Type  TFM-2A7  is  the  same 
as  Type  TFH-2A30  except  that  it  provides  a  7  second  purge 
period.  Type  TFM-3-7  is  the  same  as  Type  TFM-2A7  but 
includes  the  same  non-recycle  feature  noted  for  Type 
UVM-3-7.  Type  TFM-3-90  is  the  same  as  Type  TFM-3-7 
except  that  it  provides  a  90  second  purge  period. 
INSPECTION  AND  TEST:  The  controls  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  (MP1537,  MP1537B, 
MP1537C). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  tha  tthe  resolution  adopted  September  16,  1969  under 
Calendar  Number  743-68-SA  be  reopened  and  amended  as  to 
the  additional  combustion  safeguard  controls  listed  above  on 
condition  that  the  requirements  of  the  original  resolution  be 
complied  with. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


513-71-SM 

APPLICANT — The  Flintkote  Company,  owner. 

APPEARANCES— 

For  Applicant:  Vincent  M.  Cortese. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
513-71-SM — The  Flintkote  Company,  Ruthorford,  New 
Jersey  filed  for  approval  of  the  Flintkote  Shaft  Wall  Assem¬ 
blies  under  the  provisions  of  C26-504.1  and  Table  3-4  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Fire  resistive  shaft  wall  assemblies. 
DESCRIPTION :  The  assemblies  consist  of  the  following 
components :  Metal  components — runner  angles,  closure  angles 
and  studs.  Gypsum  coreboard,  Gypsum  wallboard  and  fas¬ 
teners. 

Type  I — 3  Hour  Assembly — Floor  and  ceiling  angles  are 
first  installed  and  the  first  1"  x  24"  wide  gypsum  coreboard 
is  installed  and  attached  to  the  floor  and  ceiling  angles  by 
means  of  1%"  screws.  The  first  steel  stud  is  then  positioned 
over  the  coreboard  edge  and  successive  studs  and  panels, 
spaced  24"  on  center  are  then  installed. 

The  coreboard  ribs;  1"  x  4"  and  1"  x  6"  are  placed  into 
the  steel  flanges  and  attached  to  the  coreboard  by  ll/2"  long 
screws  on  36"  centers. 

Three  layers  of  54"  thick  Type  X  are  then  attached  to  form 
the  other  face  of  the  wall ;  the  first  layer  is  positioned  ver¬ 
tically  and  is  fastened  to  the  studs  by  means  of  l%"  screws 
spaced  24"  on  center.  The  second  layer  is  positioned  horizon¬ 
tally  and  fastened  to  the  coreboard  by  means  of  254"  long 
screws.  The  third  layer  is  positioned  vertically  and  fastened 
to  the  studs  by  means  of  254"  long  screws  space  12"  on 
center. 

.  The  construction  is  in  accordance  with  Fig.  2  as  contained 
in  Report  No.  5039  of  Ohio  State  University  which  is  on  file 
with  the  record. 

Type  II.  The  construction  of  this  wall  is  basically  the  same 
as  the  Type  I  except  that  only  two  layers  of  54"  Type  X  wall- 
board  are  used  on  the  exposed  face  and  both  layers  are 
erected  vertically. 

.  The  construction  is  in  accordance  with  Fig.  2  as  contained 
in  Report  5032  of  Ohio  State  University  which  is  on  file  with 


the  record. 

Type  III.  The  construction  of  this  wall  is  basically  the 
same  as  Type  II  except  that  l/2"  Regular  Gypsum  Wallboard 
is  used  in  lieu  of  the  54"  Type  X  wallboard. 

The  construction  is  in  accordance  with  Fig.  2  as  contained 
in  Report  No.  5038  of  Ohio  State  University  which  is  on  file 
with  the  record. 

Type  IV.  The  construction  of  this  wall  is  basically  the 
same  as  Type  III  except  that  y2"  Type  X  wallboard  is  used 
in  lieu  of  the  y2"  regular  gypsum  wallboard. 

The  construction  is  in  accordance  with  Fig.  2  of  Ohio  State 
University  Report  5124  which  is  on  file  with  the  record. 

Type  V.  The  construction  of  this  wall  is  identical  to  Type 
IV  and  the  construction  is  in  accordance  with  Fig.  2  of  Ohio 
State  University  Report  5118  which  is  on  file  with  the  record. 

Type  VI.  The  construction  of  this  wall  is  identical  to 
Type  II  and  the  construction  is  in  accordance  with  Fig.  2  of 
Ohio  State  University  Report  5117  which  is  on  file  with  the 
record. 

INSPECTION  AND  TEST:  All  six  types  were  tested  in 
accordance  with  the  requirements  of  RS  5-2  Building  Code 
of  the  City  of  New  York  at  Ohio  State  University  and  each 
type  successfully  met  the  fire  and  hose  stream  requirements 
for  the  following  hourly  fire  resistive  ratings. 

Type  I — 3  Hour  fire  resistive  rating. 

Type  II,  IV,  V,  and  VI — 2  Hour  fire  resistive  rating. 

Type  III— \y2"  Hour  fire  resistive  rating. 

The  applicant  has  also  submitted  a  report  of  tests  con¬ 
ducted  by  Weiss,  Janney,  Elstner  and  Associates  which  de¬ 
termined  the  limiting  heights  of  the  assemblies  under  various 
loadings  of  lbs./sq.  ft. 

The  construction  described  as  Type  V  was  fire  tested  with 
the  room  side  exposed  to  the  fire  so  as  to  determine  if  the 
fire  exposure  would  cause  a  decrease  in  the  rating  when  the 
exposure  was  from  the  room  side  or  the  shaft  side.  In  both 
instances  the  construction  met  the  two  hour  fire  resistive 
rating. 

RECOMMENDATION :  Although  the  applicant  filed  for 
approval  of  3  hour,  2  hour  and  1  y2  hour  Resistive  Shaft  Wall 
Assemblies,  the  Board  has  determined  that  only  the  2  hour 
Fire  Resistive  Shaft  Wall  Assembly  would  be  considered 
under  this  application  and  the  applicant  should  file  separate 
applications  of  the  3  hour  and  the  1  y2  hour  Fire  Resistive 
Wall  Assemblies. 

Therefore,  the  Committee  on  Test  recommends  the  ap¬ 
proval  of  the  Flintkote  Shaft  Wall  Assemblies  described  as 
Types  II,  IV,.  V  and  VI  as  a  2  hour  Fire  Resistive  Shaft 
Wall  Assemblies  on  condition  that  all  plans  submitted  to  the 
Department  of  Buildings  showing  the  proposed  use  of  this 
construction  shall  be  labeled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  513-71-SM”  and  in  addition  the  applicant  shall  also 
submit  copies  of  the  drawings  as  herein  described. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  Previous  approvals  under  this  Calendar  Number. 
Failure  to  notifv  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Dart?, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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122-72-SM 

APPLICANT — Thomas  P.  Crinnion  for  Mac-Fab  Products 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant  :  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
122-72-SM — Thomas  P.  Crinnion,  Bronx,  New  York  for 
Mac-Fab  Products  Incorporated,  St.  Louis,  Missouri  filed 
for  approval  of  Mac-Cor  Type  1  and  Type  2  Metal  Floor 
Decking  used  with  Mac-Cor  Type  1  and  Type  2  Strap  Shear 
Connectors  as  a  component  of  a  three  hour  fire  rated  floor- 
roof  assembly  under  the  provisions  of  C26-501.1  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE :  Steel  decking  as  a  component  of  a  three 
hour  fire  rated  floor-roof-assembly. 

DESCRIPTION :  Mac-Cor  is  a  galvanized  steel  corrugated 
form.  It  is  made  in  two  configurations ;  Type  1  is  1  5/16" 
deep  and  has  Al/2"  wide  corrugations;  Type  2  is  2"  deep  and 
has  6"  wide  corrugations.  Both  types  are  available  in  24,  22 
and  20  gauges.  Transverse  shear  wires  are  welded  to  the 
sheets  spaced  from  3"  to  8"  to  make  the  mechanical  connec¬ 
tion  between  a  concrete  slab  and  the  steel  decking.  The 
floor-roof  assembly  is  built  in  accordance  with  the  specifica¬ 
tions  of  Underwriters’  Laboratories  Design  No.  7 — 3  Hr. 
The  specifications  call  for  3%"  of  reinforced  expanded  shale 
conrete  above  the  upper  part  of  the  flutes  of  the  steel  decking. 

An  alternate  construction  is  the  inclusion  of  Mac-Cor 
Type  1  and  Type  2  Strap  Shear  Connectors  used  as  speci¬ 
fied  in  Underwriters’  Laboratories  Design  No.  76 — 3  Hr. 
The  sprayed  fireproofing  beam  protection  specified  by  Design 
No.  76 — 3  Hr.  is  sprayed  onto  the  underside  of  the  steel  deck 
for  a  distance  of  6"  from  both  sides  of  the  flange  of  the  sup¬ 
porting  beam. 

INSPECTION  AND  TEST :  The  steel  decking  has  been 
listed  by  Underwriters’  Laboratories  as  an  approved  com¬ 
ponent  of  Design  No.  7 — 3  Hr.  The  inclusion  of  Mac-Cor 
Type  1  and  Type  2  Strap  Shear  Connectors  as  used  in 
Underwriters’  Laboratories  Design  No.  76 — 3  Hr.  and  fire¬ 
proofed  as  specified  above  was  given  a  three  hour  fire  rating 
by  Underwriters’  Laboratories  (File  R6452,  Assignment 
72NK789).  The  structural  suitability  of  the  shear  con¬ 
nectors  was  ascertained  with  load  tests  which  were  certified 
by  R.  W.  Hunt  Company  and  Anco  Testing  Laboratory, 
Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Mac-Cor  Type  1  and  Type  2  Metal 
Floor  decking  as  a  component  of  a  three  hour  fire  rated 
floor-roof  assembly  (UL  Design  No.  7 — 3  Hr.)  used  with 
Mac-Cor  Type  1  and  Type  2  Strap  Shear  Connectors  (UL 
Design  No.  76 — 3  Hr.)  under  the  provisions  of  C26-501.1  of 
the  Building  Code  of  the  City  of  New  York.  The  steel 
decking  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  122-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


167-72-SA 

APPLICANT — Bryant  Air  Conditioning  Company,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Mekel. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
167-72-SA— Bryant  Air  Conditioning  Company,  Farming- 
dale,  New  York,  filed  for  approval  of  Bryant  Condensing 
Units  and  Coils,  Model  Nos.  505,  506,  507,  508,  511,  513, 
514,  515,  516,  541,  564,  566,  and  567,  under  the  provisions 
of  Article  13  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Air  conditioning  condenser  units  and 
coils. 

DESCRIPTION :  Model  505  fan  coils  are  used  with  Models 
566  and  567  condensers  in  48,000  BTU/Hr.  to  120,000 
BTU/Hr.  systems.  The  coils  are  housed  in  steel  cabinets 
lined  with  glass  fiber.  The  coils  have  a  belt-drive  blower, 
coil,  filter,  and  drain  pan  combined  in  one  unit. 

Models  506,  507,  and  508  evaporator  coils  are  used  with 
Models  566  and  567  condensers  in  18,000  BTU/Hr.  to 
240,000  BTU/Hr.  systems.  The  coils  are  used  in  air  handling 
units  for  upflow,  counterflow,  horizontal,  and  basement  in¬ 
stallations.  Small  capacity  coils  (48,000  BTU/Hr.  or  less) 
are  equipped  with  flare  fittings.  Large  capacity  coils  (60,000 
BTU/Hr.  or  more)  are  equipped  with  sweat  fittings. 

The  Model  511  is  a  fan-coil  unit  which  provides  cooling 
by  using  either  chilled  water  or  direct  expansion  coils. 
Heating  can  be  provided  with  the  use  of  a  hot  water  coil. 
The  unit  may  be  used  for  upflow,  counterflow,  or  horizontal 
applications.  Equipment  includes  a  24  volt  control  circiut 
with  transformer,  built-in  filter  rack  and  filters,  four  speed 
direct  drive  blower,  and  belt  drive  blower. 

The  Model  513  fan-coil  unit  features  a  10l>2"  height  for 
use  in  small  spaces  and  four  speed  direct  drive  centifugal 
blowers.  Two  sizes,  18,000  BTU/Hr.  and  24,000  BTU/Hr. 
are  available.  Accessory  electric  heat  packages  and  hot 
water  coils  are  available.  A  low  voltage  transformer,  fan 
relays,  heater  relays,  and  heating  and  cooling  terminal  strips 
are  available. 

Model  514  slope  coils  are  designed  for  use  with  Models 
566  and  567  condensing  units.  Cooling  capacities  range  from 
18,000  to  42,000  BTU/Hr.  The  coils  are  adapted  for  con¬ 
nection  to  furnaces. 

The  Model  515  fan-coil  unit  is  used  on  direct  expansion 
refrigerant  systems  designed  for  indoor  use.  It  consists  of 
a  coil  box  that  houses  a  cooling  coil  and  filters  and  a  de¬ 
tachable  blower  box  that  houses  a  blower  and  blower  motor. 
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The  blower  box  is  mounted  on  top  of  the  coil  box  and  is 
arranged  for  vertical  air  discharge.  The  assembly  also 
can  be  adopted  for  a  horizontal  installation  with  air  dis¬ 
charge  upward,  downward,  or  to  the  side.  Capacities  are 
3,000  to  13,000  CFM  when  used  with  Model  566  condensing 
units  with  cooling  capacities  between  90,000  BTU/Hr.  and 
360,000  BTU/Hr. 

The  Model  516  fan-coil  unit  is  designed  for  use  in  small 
spaces.  Two  sizes.  18,000  BTU/Hr.  and  24,000  BTU/Hr. 
are  available.  Electric  heat  packages  are  optional.  The 
control  panel  includes  a  low  voltage  transformer,  fan  relay, 
and  low  voltage  terminal  strip. 

The  Model  541  heat  pump  and  indoor  evaporator  blower 
unit  has  a  36,000  BTU/Hr.  or  46,000  BTU/Hr.  capacity.  It 
can  be  mounted  vertically  or  horizontally.  Standard  equip¬ 
ment  includes  a  multi-speed  blower,  transformer,  blower 
relay,  and  filter.  Optional  equipment  includes  a  cooling  coil, 
electric  heat  package,  side  drip  pan,  thermostat,  sub-base, 
discharge  louver  assembly,  and  downflow  coil  box. 

The  Model  564  90,000  BTU/Hr.  or  120,000  BTU/Hr.  con¬ 
densing  unit  is  designed  for  indoor  installation.  Its  com¬ 
ponents  are  a  semi-hermetic  1750  RPM  compressor,  a  3  HP 
3450  RPM  condenser  blower  motor,  two  blower  wheels, 
and  high  and  low  pressure  switches. 

The  Model  566  18,000  BTU/Hr.  to  360,000  BTU/Hr. 
condensing  unit  can  be  installed  in  a  wall,  on  a  roof,  or  on 
a  slab.  Its  components  are  a  1750  or  3500  RPM  compressor, 
a  Ya,  Yt,  or  Y  HP  1050  RPM  condenser  blower  motor,  high 
and  low  pressure  switches,  and  a  probe  for  low  ambient 
temperature  control. 

The  Model  567  condensing  unit  provides  a  range  of  capaci¬ 
ties  from  18,000  BTU/Hr.  to  60,000  BTU/Hr.  Components 
include  a  3,450  RPM  compressor,  20"  diameter  condenser 
fan,  Ya  HP  1,050  RPM  fan  motor,  and  optional  crank¬ 
case  heater  and  low  pressure  switch. 

INSPECTION  AND  TEST:  The  condensing  units  and 
coils  have  been  approved  by  Underwriters’  and  the  American 
Refrigeration  Institute. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Bryant  Condensing  Units  and  Coils, 
Models  Nos.  505,  506,  507,  508,  511,  513,  514,  515,  516,  541, 
564,  566  and  567,  under  the  provisions  of  Article  13  of 
the  Building  Code  of  the  City  of  New  York.  The  housings 
of  the  condensing  units  and  coils  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
167-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


361-65-SM 

APPLICANT — J.  P.  Beitler  for  Line  Material  Industries, 

owner. 


SUBJECT — Application  March  25,  1965 — L.  M.  Permaline 
Fibre  Pipe  and  Fittings,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


719-66-SM 

APPLICANT— H.  H.  Robertson  Company,  owner. 
SUBJECT — Application  July  21,  1966 — Robertson  Fire 

Rated  Q-Panel  Walls,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


601-67-SA 

APPLICANT — Hobart  Bros.,  Incorporated,  owner;  Joseph 
M.  Golden,  agent. 

SUBJECT — Application  June  20,  1967 — Hobart  Motor  Gen¬ 
erator  used  in  Welding  of  Studs  D-2300  and  M-2300, 
approval  of. 

APPEARANCES— 

For  Aplicant:  Joseph  M.  Golden. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


62-66-SM 

APPLICANT — Sunbeam  Lighting  Company  owner;  Gil¬ 
bert  L.  Phillips,  Incorporated,  Agent. 

SUBJECT — Application  January  20,  1966 — Modu-Flo, 

Models  MF-3 — MFC-3 — MFC-4,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  . . .  5 

Negative:  .  0 


99-66-SA 

APPLICANT — Progress  Power  Vent  Corporation,  owner, 
Samberg  Brothers,  Agent. 

SUBJECT — Application  January  28,  1966 — Progress  Power 
Vent  Bathroom  Fan,  Models  PV  6890,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 
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THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


138-66-SA 

APPLICANT — Morris  Kweller  for  Wichita  Precision,  In¬ 
corporated,  owner. 

SUBJECT — Application  February  11,  1966 — Wichita  Sol¬ 
vent  Saver  Models  40  and  80,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOA^RD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


261-66-SA 

APPLICANT — Janitrol  Division  for  Midland-Ross,  owners. 
SUBJECT — Application  March  17,  1966 — Janitrol — Series 
79  Make  Up  Air  Heater  various  models,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


1246-BZY — Vol.  IX 

APPEARANCES— 

For  Applicant:  Raymond  R.  Schottland. 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Resolu¬ 
tion,  the  additional  extension  of  time  to  complete  construc¬ 
tion  on  condition  that  this  approval  constitutes  a  terminal 
grant,  and  all  work  shall  be  completed  by  December  15,  1972. 


1905-BZY — Vol.  VII — B.  Bx.  2666  Netherland  Avenue, 
N.  B.  1482-60. 

APPEARANCES— 

For  Applicant:  Isadore  A.  Halek. 

ACTION  OF  BOARD— Laid  over,  to  April  18,  1972,  at 
2  P.M.  For  the  purpose  of  obtaining  additional  infor¬ 
mation. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Richard  Hold. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  5,  1970,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  February  1,  1972;  then  to  March  21, 
1972;  then  to  April  11,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  8,  1969,  acting  on  Alt.  Applic.  234/1967, 
reads : 

“1.  Proposed  enlargement  of  existing  non-conform¬ 
ing  eating  and  drinking  place  with  no  restrictions, 
Use  Group  12  by  addition  of  floor  area  and  lot  area 
presently  used  as  eating  and  drinking  place  Use  Group 
6  in  Cl-1  district  is  contrary  to  Sections  32-00,  32-15, 
32-21,  51-00  and  52-36  Z.R. 

2.  Proposed  enlargement  of  existing  non-conform¬ 
ing  eating  and  drinking  place  with  no  restrictions, 
Use  Group  12  by  construction  of  additional  floor  area 
in  a  Cl-1  district  is  contrary  to  Sections  32-00,  32-15, 
32-21,  51-00  and  52-36  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  necessarv  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-1  district,  the  erection  of  a  one-story  en¬ 
largement  to  an  existing  building  and  the  extension  of  the 
restaurant  and  cabaret  into  the  adjoining  structure,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  the  application  marked  “Received  January 
27,  1969,”  3  sheets  and  “May  4,  1970,”  1  sheet,  and  on 
further  condition  that  screening,  in  accordance  with  Sect. 
25-66B  of  the  Z.R.  be  provided  in  front  of  the  parking 
lot,  and  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with  and  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


364-70-BZ— Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 


369 


MINUTES 


Section  73-65  of  the  Zoning  Resolution,  to.  permit  in  an  R4 
district,  the  erection  of  two  additional  stories  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED— 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Chase,  Esq.,  Martin  Raab  and 
Ronald  Phillips. 

For  Opposition:  Shirley  Hedmann,  Stanley  Harwich, 
Mildred  Browman  and  Gwendoline  Alleyne. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  .... 

Negative:  . . . ; . 

Not  Voting:  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
February  8,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  7,  1972;  then  to  March  21,  1972; 
then  to  April  11,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  13,  1971,  acting  on  Alt  Applic.  720/1970, 
reads : 

“1.  The  proposed  enlargement  of  a  Telephone  Ex¬ 
change  Building  in  an  R4  District  requires  a  special 
permit  from  the  Board  of  Standards  and  Appeals  as 
per  Section  22-21  Z.R.  and  is  not  permitted  as  of  right 
Sec.  22-00  Z.R. 

2.  The  proposed  enlargement  exceeds  the  permitted 
Floor  Area  Ratio  and  is  contrary  to  Section  23-141  Z.R. 
and  Sec.  52-41  Z.R. 

3.  The  proposed  enlargement,  has  less  than  the 
minimum  required  Open  Space  Ratio  and  is  contrary  to 
Section  23-141  Z.R. 

4.  The  proposed  enlargement  in  an  R4  District 
without  a  15  foot  and  10  foot  front  yard  is  contrary  to 
Section  23-45  Z.R. 

5.  The  proposed  enlargement  in  an  R4  District 
without  side  yards  equal  to  15%  of  the  aggregate  width 
of  street  walls,  is  contrary  to  Section  23-464  Z.R. 

6.  The  proposed  enlargement  100'  or  more  from 
the  corner  without  a  rear  yard  or  with  a  rear  yard 
less  than  30'  in  depth  is  contrary  to  Section  23-47  Z.R. 

7.  The  proposed  enlargement  has  a  front  wall  ex¬ 
ceeding  the  permitted  height  without  a  setback  and  is 
contrary  to  Section  23-631  Z.R. 

8.  The  proposed  enlargement  is  nearer  to  the  side 
and  rear  lot  lines  than  a  distance  equal  to  the  height 
and  is  contrary  to  Section  23-662  Z.R. 

9.  The  proposed  enlargement  of  a  non-complying 
building  increases  the  degree  of  non-compliance  and  is 
contrary  to  Section  54-31  Z.R. 

10.  Proposed  structural  alterations  are  contrary  to 
Sec.  52-22  of  Z.R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  an  R4  district,  the  erection  of  two  additional  stories  to  an 
existing  three-story  telephone  exchange  that  increases  the 
degree  of  non-conformity  and  non-compliance,  on  condition 


that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  February  28,  1972,” 
25  sheets,  and  on  further  condition  that  the  building  shall 
not  be  enlarged  in  any  manner  in  the  future  and  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


93-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R10  and  C2-5  district,  at  a  45  story 
mixed  building  under  construction  previously  before  the 
Board,  the  erection  of  two  additional  stories. 

PREMISES  AFFECTED— 405,  411  to  449  East  S8th  Street, 
south  side,  106.6  feet  west  of  Sutton  Place  and  408,  420 
to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31.  121,  and  44,  Borough  of 
Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Julian  Roth. 
For  Opposition:  Dean  A.  Stiffle. 

RECOMMENDATION  OF  THE  .  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . . . .. .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  March  14,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  28,  1972;  then  to  April  11, 
1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  29/1970, 
reads : 

“A19 — The  proposed  increase  in  floor  area  ratio  is 
contrary  to  Sect.  23-15  of  the  Zoning  Resolution  and 
the  Board  of  Standards  &  Appeals  approval  under 
Cal.  #263-71-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R10  and  C2-5  district,  at  a  45-story  mixed  building 
under  construction,  previously  before  the.  Board,  the  erec¬ 
tion  of  two  additional  stories,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed^  with  the  ap¬ 
plication  marked  “Received  January  21,  1972,”  12  sheets 
and  “February  25,  1972,”  1  sheet  and  on  further  condition 
that  a  patch  of  5,000  square  feet  in  area  be  created  and 
maintained  by  the  owner  and  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this 
resolution. 
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94-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  in¬ 
crease  in  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th  Street, 
south  side,  106.6  feet  west  of  Sutton  Place  and  408,  420  to 
438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108,  8, 
15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Julian  Roth. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  - 4 


Negative:  .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972  on  N.  B.  Applic.  29-70,  reads : 

“A20- — -The  proposed  increase  in  floor  area  ratio 
is  contrary  to  sect.  26  sub.  3  of  the  Multiple  Dwelling 
Law  and  the  Board  of  Standards  and  Appeals  approval 
under  Cal.  No.  264-71-A.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  14,  1972  acting  on  N.  B. 
Applic.  29-70  Objection  No.  A20  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  all  work  conform  to  the  resolution  adopted 
this  date  under  Cal.  No.  93-72-BZ  and  that  all  other  laws, 
rules  and  regulations  applicable  thereto  be  complied  with. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition:  George  R.  Sergeant,  Jr. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  13,  1971,  reads  : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

695  Park  Avenue,  Manhattan — Certificate  No.  27610. 

and 


1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  Book  Room  Store  and  receiving  supply 
Storeroom  in  Cellar  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  commenced. 

Authority:  Section  C19-161.0a  of  the  Administra¬ 
tive  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  Book  Room  Store  and  re¬ 
ceiving  supply  storeroom  in  the  cellar ;  and  that  all  other 
laws,  rules  and  regulations  applicable  thereto  shall  be  com¬ 
plied  with. 


705-71-A 

APPLICANT — Ralph  Shrader,  Incorporated,  owner. 
SUBJECT — Application  November  1,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Delco  Carbon  X  Carburetor 
and  Combustion  Chamber  Conditioner  in  16  ounce  and 
32  ounce  sealed  containers  not  in  compliance  with  the  reg- 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  J.  G.  Stafford. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  9,  1971  on  Folder  #122-2520,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Delco  Carbon  X  Carburetor  and 
Combustion  Chamber  Conditioner  in  containers  as  fol¬ 
lows  :  16  and  32  ounce  sealed  containers  is  Disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C-19-62.0.b  NYC  Adm.  Code  requires 
that  containers  beinc  used  to  package  combustible  mix¬ 
tures  be  equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
September  9,  1971,  acting  on  Folder  #122-2520,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  substantially  comply 
with  drawings  filed  “November  1,  1971,”  2  sheets;  on  further 
condition  that  the  label  have  prominently  displayed  instruc¬ 
tions  that  the  entire  contents  are  to  be  emptied  upon  initial 
opening;  that  the  label  be  in  such  style  as  is  satisfactory  to 
the  Fire  Commissioner;  and  on  further  condition  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 

706-71-A 

APPLICANT — Shrader  Packaging,  Incorporated,  owner. 
SUBJECT — Application  November  1,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  corn- 
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bustible  mixture  known  as  “K-Mart  Gas  Treatment”  in 
sealed  8  ounce  metal  cans  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  J.  G.  Stafford. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  29,  1971  on  Folder  #122-Pending,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘K-Mart  Gas  Treatment’  a 
combustible  mixture  (F.  P.  200°  F.)  in  containers  as 
follows :  sealed  8  ounce  metal  cans  is  Disapproved. 
Such  containers  are  not  in  compliance  with  our  reg¬ 
ulations  to  wit:  Sec.  C-19.62.0.b.  NYC  Adm.  Code 
requires  that  combustible  mixtures  be  packaged  in  con¬ 
tainers  having  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
Appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  29,  1971,  acting  on  Folder  #122-Pending, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  substantially 
comply  with  drawing  filed  “November  1,  1971,”  one  sheet; 
on  further  condition  that  the  label  have  prominently  dis¬ 
played  instructions  that  the  entire  contents  are  to  be  emptied 
upon  initial  opening ;  that  the  label  be  in  such  style  as  is 
satisfactory  to  the  Fire  Commissioner ;  and  on  further  con¬ 
dition  that  all  other  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


794-71-A 

APPLICANT — Ralph  Shrader,  Incorporated,  owner. 
SUBJECT — Application  December  27,  1971— appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  Chrysler  Parts  Gum  and 
Sludge  Remover  in  32  ounce  sealed  metal  containers  not 
in  compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  J.  G.  Stafford. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  29,  1971  on  Folder  #122-2520,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  (1)  Chrysler  Parts  Combustion 
Chamber  Conditioner  (2)  Chrysler  Parts  Gum  and 
Sludge  Remover,  which  are  combustible  mixtures  in 
containers  as  follows:  for  (1)  16  oz.  and  24  oz.  sealed 
metal  containers,  for  (2)  32  oz.  sealed  metal  containers 
is  Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  C-19-62.0.b.  Adm.  Code, 


City  of  New  York,  requires  that  containers  for  Com¬ 
bustible  Mixtures  be  equipped  with  replaceable  tops  or 
caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  29,  1971,  acting  on  Folder  #122-2520,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  substantially  comply 
with  drawings  filed  “February  7,  1972,”  3  sheets;  on  further 
condition  that  the  label  have  prominently  displayed  instruc¬ 
tions  that  the  entire  contents  are  to  be  emptied  upon  initial 
opening;  that  the  label  be  in  such  style  as  is  satisfactory  to 
the  Fire  Commissioner;  and  on  further  condition  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


795-71-A 

APPLICANT — Ralph  Shrader,  Incorporated,  owner. 
SUBJECT — Application  December  27,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Chrysler  Parts  Combustion 
Chamber  Conditioner”  in  16  and  24  ounce  sealed  metal 
containers  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  J.  G.  Stafford. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  29,  1971  on  Folder  #122-2520,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  products  (1)  Chrysler  Parts  Combustion 
Chamber  Conditioner  (2)  Chrysler  Parts  Gum  and 
Sludge  Remover,  which  are  combustible  mixtures  in 
containers  as  follows:  for  (1)  16  oz.  and  24  oz.  sealed 
metal  containers,  for  (2)  32  oz.  sealed  metal  containers 
is  Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit :  C-19-62.0.b  Adm.  Code  City 
of  N.  Y.  requires  that  containers  for  Combustible  Mix¬ 
tures  be  equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
November  29,  1971,  acting  on  Folder  #122-2520,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  substantially  comply 
with  drawings  filed  February  7,  1972,”  3  sheets;  on  further 
condition  that  the  label  have  prominently  displayed  instruc¬ 
tions  that  the  entire  contents  are  to  be  emptied  upon  initial 
opening;  that  the  lable  be  in  such  style  as  is  satisfactory  to 
the  Fire  Commissioner ;  and  on  further  condition  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


806-71-A 

APPLICANT — Luciano  Papaleo,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
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decision  of  the  Borough  Superintendent  re-  proposed  con¬ 
nection  of  a  6"  house  drain  to  an  existing  4"  sanitary  sewer. 
PREMISES  AFFECTED — 55  Scarboro  Avenue,  northwest 
corner  of  Abbott  Street,  Block  2831,  Lot  127,  Rosebank, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Luciano  Papaleo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1971  on  N.  B.  Applic.  133-69,  reads: 

“1.  The  proposed  connection  of  a  6"  house  drain 
to  an  existing  4"  sanitary  sewer  in  the  street  is  con¬ 
sidered  inadequate  in  accordance  with  Dept,  of  Water 
Resources  standards  and  therefore  contrary  to  Sec. 
C26-1220  of  the  1938  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1971,  acting  on  N.  B.  Applic.  133-69 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  marked  “Received  December 
30,  1971,”  one  sheet,  and  “March  23,  1972,”  one  sheet; 
on  further  condition  that  the  applicant  furnish  a  surety 
bond  satisfactory  to  the  Department  of  Water  Resources 
and  that  the  bond  be  for  a  term  of  not  less  than  five  (5) 
years ;  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


96-72-A 

APPLICANT — Chemetron  Corporation,  Cardox  Division, 
owner,  Pepsi-Cola  Metropolitan  Bottling  Company,  lessee. 
SUBJECT — Application  January  26,  1972 — appeal  from 

a  decision  of  the  Fire  Commissioner  re-  installation  of 
the  24  ton  capacity  storage  unit. 

PREMISES  AFFECTED — 9701  Avenue  D,  northwest 
corner  of  Rockaway  Avenue,  Block  3650,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Daniel  Gallagher  and  Dennis  B.  Lee. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  1968  and  December  29,  1971  on  Order  No.  68-5070, 
reads : 

“Discontinue  use  of  Gardox  C02  receiver  as  Resol. 
288-43-SA  limits  capacity  of  12  tons.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 


November  1968  and  December  29,  1971,  acting  on  Order  No. 
68-5070,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  receiver  shall 
conform  to  plans  marked  received  “February  8,  1972,”  three 
sheets,  that  the  installation  of  the  C02  receiver  comply  with 
all  laws  and  safety  regulations  as  per  Calendar  Number 
288-43-SA ;  that  the  door  at  the  east  end  be  made  self¬ 
closing;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with. 

118-72-A 

APPLICANT — Sidney  Barnes  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  February  3,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  fuel 
oil  supply  to  water  borne  gas  turbines. 

PREMISES  AFFECTED — Foot  of  53rd  Street  and  First 
Avenue,  Block  803,  Lots  10,  150,  160,  180,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  Barnes  and  William  R.  Miller. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  11,  1972  on  F.  D.  Folder  W  800300-1,  reads: 

“Papers  transmitted  to  this  department  in  behalf  of 
Consolidated  Edison  Co.  of  N.  Y.  Inc.  relative  to  the 
installation  of  Fuel  Oil  Supply  to  Water  Borne  Gas 
Turbines  and  Associated  Work  at  the  above  premises 
have  been  duly  considered. 

Please  be  advised  that  proposed  installation  will  be 
re-examined  upon  the  following  corrections. 

1.  Subject  to  application  and  approval  by  the 
Board  of  Standards  and  Appeals  for  use  of  existing 
Bulk  Oil  Plant  as  source  of  fuel  oil  supply  for  two 
water  borne  electric  generating  barges  and  contrary  to 
conditions  permitted  in  Chapter  19,  Article  8  of  the 
Administrative  Code  in  conjunction  with  water  borne 
electric  generating  equipment.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  11,  1972,  acting  on  F.  D.  Folder  W  800300-1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  con¬ 
form  to  drawings  marked  “Received  February  3.  1972,” 
4  sheets  ;  on  further  condition  that  the  plans  for  the  foam 
installation  be  completed  by  Tune  20,  1972  and  the  installa¬ 
tion  be  completed  by  June  20,  1973;  and  on  further  condi¬ 
tion  that  all  applicable  laws,  rules  and  regulations  shall 
be  complied  with. 


123-72-A 

APPLICANT — Faraday,  Incorporated  for  Department  of 
Correction,  City  of  New  York,  owner. 

SUBJECT — Application  February  8,  1972 — appeal  from  an 
order  of  the  Fire  Commissioner  re-  fire  alarm  system  and 
sprinkler  system. 

PREMISES  AFFECTED — Project  C-73,  Correctional  In¬ 
stitute  for  Women,  Block  2760,  Lot  4,  Rikers  Island,  Bor¬ 
ough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  Russell  Albert. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Insp.  V. 
Gasparini,  F.  D.,  A.  Ruiz,  Chief  of  Elec.  Section  and 
J.  M.  Buchholz,  Correction. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  order  of  the  Fire  Commissioner,  dated 
January  7,  1972  reads : 

(First  letter) 

“The  following  Local  Interior  Fire  Alarm  equip¬ 
ment  has  been  inspected  this  date  and  has  the  following 
defects : 

7.  Provide  proof  of  Board  of  Standards  and  Ap¬ 
peals  approval  for  trouble  transmitters  and  per¬ 
manently  affix  same. 

8.  Replace  all  manual  B/G  stations  with  a  type 
approved  by  the  Board  of  Standards  and  Appeals 
having  silent  and  gong  test  features  painted  red  as 
per  specs  and  Board  of  Standards  and  Appeals  Rules. 

9.  Attach  permanent  Board  of  Standards  and 
Appeals  label  to  each  manual  B/G  station  and  gong.” 

(Second  letter) 

“The  Sprinkler  Alarm  equipment  has  been  inspected 
this  date  and  has  the  following  defects : 

3.  Provide  correct  Board  of  Standards  and  Ap¬ 
peals  label  for  sprinkler  control  board  and  trans¬ 
mitter.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  dated 
January  7,  1972,  acting  on  Items  Nos.  7,  8  and  9  of  the 
first  letter  and  Item  No.  3  of  the  second  letter,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  February  8,  1972,”  8  sheets; 
on  further  condition  that  as  to  Item  No.  7,  the  transmitter 
be  accepted  providing  necessary  alterations  are  made,  ac¬ 
ceptable  to  the  Fire  Department;  that  this  acceptance  is  for 
this  installation  only  and  not  to  be  construed  as  the  Board 
of  Standards  and  Appeals’  approval  nor  the  Fire  Depart¬ 
ment’s  approval  for  use  in  any  other  installation  in  New 
York  City;  on  further  condition  that  as  to  Item  No.  8, 
applicant  (Faraday)  shall  remove  the  existing  break-glass 
doors  and  replace  them  with  a  solid  cast  aluminum  door, 
painted  Fire  Department  Red ;  that  these  doors  shall  have 
“Fire  Alarm”  in  raised  letters  printed  on  the  face;  that  the 
doors  shall  be  supplied  with  a  lock  with  two  keys  for  each 
door  and  to  be  keyed  alike ;  that  all  above  shall  be  at 
Vendor’s  (Faraday’s)  own  cost;  that  the  pre-signal  shall  be 
acceptable  as  a  test  feature  combined  with  the  recording 
on  the  Punch  Register  tape ;  that  the  general  gong  test 
shall  be  presently  accomplished  by  means  of  the  general 
alarm  key;  on  further  condition  that  as  to  Item  No.  9, 
Faraday,  Inc.  shall  supply  and  install  Board  of  Standards 
and  Appeals  labels  on  all  gongs  and  trouble  bells ;  on 
further  condition  as  to  Item  No.  3,  applicant  (Faraday) 
shall  supply  water  flow  alarm  gong  and  the  same  shall 
be  installed  by  Herrick  Electric;  that  applicant  (Faraday) 
shall  supply  and  install  correct  Board  of  Standards  and 
Appeals  label  for  Sprinkler  Control  Board ;  that  the 
transmitter  shall  be  accepted  subject  to  the  same  conditions 
enumerated  in  Item  No.  7  above;  and  on  further  condition 
that  all  applicable  laws,  rules  and  regulations  shall  be 
complied  with. 


749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Franklin  Associates. 
SUBJECT — Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupany  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED— 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D. 

For  Opposition :  Martin  R.  Fine,  Esq. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at  2 
P.M.  for  decision ;  hearing  closed. 


99-72-A 

APPLICANT — Oppenheiiner,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED— 25  Harrison  Street,  southwest 
corner  of  Greenwich  Street,  Block  182,  Lot  50,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  B.  A.  Trousdale. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 


100- 72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 27  Harrison  Street,  south  side, 
20  feet,  5  inches  west  of  Greenwich  Street,  Block  182,  Lot 
50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 

ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 

101- 72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 27A  Harrison  Street,  south 
side,  45  feet,  5  inches  west  of  Greenwich  Street,  Block 
182,  Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 

ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 


102-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 
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SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 29  Harrison  Street,  south  side, 

70.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50- 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 
ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 


103-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 31  Harrison  Street,  south  side, 

89.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 
ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 


104-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT— Application  February  4,  1972— Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 33  Harrison  Street,  south  side, 

108.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 
ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 


105-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  liousing  and  Development  Administration, 
owner. 


SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 37  Harrison  Street,  south  side, 

180.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 
ACTION  OF  BOARD— Laid  over  to  April  18,  1972,  at 
2  P.M.,  for  continued  hearing. 

106-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 39  Harrison  Street,  south  side, 

200.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 
ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.  for  continued  hearing. 


107-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 41  Harrison  Street,  south  side, 

220.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Oppenheimer  and  B.  A.  Tousdale. 
ACTION  OF  BOARD — Laid  over  to  April  18,  1972,  at 
2  P.M.  for  continued  hearing. 


Adjourned:  3:20  P.M. 

James  P.  Mulroy,  Secretary 
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DOCKET 

N ezv  Cases  Filed  up  to  April  18,  1972 

Cal.  No.  Dept.  Premises  Affected 

255-72-SA— Whirlpool  Corporation,  Whirlpool  food 
waste  disposers  models  Nos.  SMD40,  50,  60,  80,  manu¬ 
factured  by  Whirlpool  Corporation,  Appliance. 


256-72-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Texaco  Anti-Freeze  Coolant”  in  one  quart 
and  one  gallon  sealed  containers  not  in  compliance  with 
the  regulations  of  the  Administrative  Code. 


257-72-A — F.D. — Packaging  of  combustible  mixture 
known  as  Kingsford  Charcoal  Lighter  Fluid  in  32  ounce 
plastic  containers  not  in  compliance  with  regulations  of 
the  Administrative  Code. 


258-72-SA — Pyrotronics,  A  Division  of  Baker  Protective 
Services,  Pyr-A-Larm  fire  and  smoke  detection  system, 
manufactured  by  Pyrotronics,  A  Division  of  Baker  Pro¬ 
tective  Services,  Appliance. 


259-72-BZ — B.B. — 962  to  972  64th  Street,  south  side,  51 
feet,  11H  inches  east  of  Fort  Hamilton  Parkway,  Block 
5743,  Lot  52,  Borough  of  Brooklyn,  Community  Board 
#10,  Alt.  No.  283-72,  re-  proposed  used  car  lot,  C2-3 
within  R5  district. 


260-72-BZ — B.B. — 820  Paerdegat  Avenue  South,  south¬ 
west  corner  of  East  59th  Street,  Block  7762,  Lot  46, 
Borough  of  Brooklyn,  Alt.  No.  445-72,  re-  proposed  off- 
street  parking  facility  accessory  to  bank,  R3-2  district. 


261-72-SA — Ritter  Company,  Vacuum  Aire  Motor-Pump 
Model  A,  manufactured  by  Ritter  Company,  Appliance. 


262-72-SA — Hewlett-Packard  Company,  Gas  Chromato¬ 
graph  various  models  for  analysis  of  chemical  mixtures, 
manufactured  by  Hewlett-Packard  Company,  Appliance. 


263-72-BZ — B.R. — 25  Pearsall  Street,  east  side,  244.05 
feet  south  of  Olympia  Boulevard,  Block  3412,  Lot  90, 
South  Beach,  Borough  of  Richmond,  Community  Board 
#3,  Alt.  No.  310-71,  re-  proposed  enlargement  of  one 
family  dwelling  increases  degress  of  non-compliance, 
rear  yard,  R3-2  district. 


264-72-A — B.R. — 54  Madison  Avenue,  south  side,  60  feet 
west  of  Farraday  Street,  Block  1498,  Lot  41,  Bloomfield, 
Borough  of  Richmond,  N.B.  560-72,  re-  building  not 
fronting  legal  street,  General  City  Law. 


265-72-A — B.R. — 26  Dryden  Court,  west  side,  100  feet 
north  of  Haugwout  Avenue,  Block  382,  Lot  375,  Port 
Richmond,  Borough  of  Richmond,  N.B.  434-72,  re-  build¬ 
ing  not  fronting  legal  street,  frontage,  building  access, 
General  City  Law. 


266-72-A — F.D. — Packaging  of  flammable  mixture  known 
as  Trizone  gas  line  anti-freeze,  dry  tank  gas-line  anti¬ 
freeze,  dry  fuel  gas  line  anti-freeze,  Dry  O-Lene  gas¬ 
line  anti-freeze,  in  eight  ounce  metal  containers  with  a 
pull-tab  for  opening  sealed  containers,  not  in  compliance 
with  regulations  of  the  Administrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.- — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  16,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  16,  1972,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters ; 

588-51-BZ 

APPLICANT — Ephraim  Schneider,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  7,  1972 — 
decision  of  the  Borough  Superintendent,  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 29-02  to  29-10  Seagirt  Avenue 
and  201-217  Beach  29th  Street,  northwest  corner,  Block 
15805,  Lot  20,  Edgemere,  Borough  of  Queens. 


699-54-BZ 

APPLICANT — Atkin  and  Bassolino  for  Mrs.  Ann  Tomasso, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  12,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  parking  and  stor¬ 
age  of  motor  vehicles  on  unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED — 2231  Belmont  Avenue,  west 
side,  150  feet  south  of  East  183rd  Street,  Block  3086,  Lot 
36,  Borough  of  The  Bronx. 


613-56-BZ 

APPLICANT — Arthur  Levine  for  Bertha  S.  Friedman  and 
William  Esikoff,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  9,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  restricted  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  minor  repairs  with  hand  tools  only,  auto  wash¬ 
ing  (non-automatic),  office,  sales  and  storage  of  auto 
accessories  and  parking  of  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 11 1-02  to  111-18  Van  Wyck 
Boulevard  and  111-05  to  111-11  Lincoln  Street,  southwest 
corner,  Block  11639,  Lot  12,  Jamaica,  Borough  of  Queens. 


49-61-BZ 

APPLICANT — Robert  Gottlieb  for  Helen  Gotzmann,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  under  Section  7h  of  the  Zoning  Resolution,  permti- 
ting  in  a  residence  use  district,  the  use  of  the  open  area  at 
the  rear  of  1968  and  1970  Crotona  Avenue,  for  the  parking 
of  passenger  type  automobiles  on  a  monthly  basis. 

PREMISES  AFFECTED — 1968-1970  Crotona  Avenue,  east 
side,  115.62  feet  north  of  East  Tremont  Avenue,  Block 
3092,  Lots  3  and  4,  Borough  of  The  Bronx. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
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permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED— 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street,  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

Laid  over  from  April  18,  1972,  for  hearing,  at  the  re¬ 
quest  of  the  applicant. 

679-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electroknit  Fabrics,  Incorporated,  owner. 

SUBJECT— Application  October  19,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  clothing  manu¬ 
facturing  and  knitting  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED— 2302  Neptune  Avenue,  south¬ 
west  corner  of  West  23rd  Street,  Block  7015,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


56-72-BZ 

APPLICANT — Alfonso  Duarte  for  Anrich  Holding  Corpo¬ 
ration,  owner ;  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Application  January  20,  1972 — decision  of  the 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  automobile  repair  and 
service  shop. 

PREMISES  AFFECTED— 32-15  112th  Place,  east  side, 
116.70  feet  north  of  Northern  Boulevard,  Block  1707,  Lots 
5,  6,  7,  8,  13  and  46,  Corona,  Borough  of  Queens,  Com¬ 
munity  Board  #3. 


57-72-BZ 

APPLICANT — Alfonso  Duarte  for  Jarco  Holding  Corpora¬ 
tion,  owner ;  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Application  January  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  of  an  existing  automobile  sales  and 
service  establishment. 

PREMISES  AFFECTED— 112-21  Northern  Boulevard, 
northeast  corner  of  112th  Place,  Block  1707,  Lots  36,  43, 
44  and  45,  Corona,  Borough  of  Queens,  Community  Board 
#3. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  De  Nicola, 
owner. 

SUBJECT — Application  January  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 189-11  45th  Avenue,  north  side. 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens,  Community  Board  #11. 


162-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Edward 
Lauria,  owner. 


SUBJECT— Application  February  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  retail  store  with  accessory  ice  vending  machine, 
parking  and  signs. 

PREMISES  AFFECTED— 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond,  Community  Board  #4. 


207-72-BZ 

APPLICANT — McGee  and  Morsellino  for  R.  H.  Macy, 
owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  73-482  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district, 
the  erection  of  a  two  story  warehouse  outlet  and  retail 
store  with  accessory  parking  facility  that  exceeds  the  per¬ 
mitted  size  and  with  roof  parking. 

PREMISES  AFFECTED — 66-26  Metropolitan  Avenue, 
southeast  corner  of  65th  Lane,  Block  3605,  Lot  1,  Middle 
Village,  Borough  of  Queens. 


7-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent^  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  story  building  from  medical  offices  and  dwelling  to 
medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED— 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 

Laid  over  from  April  11,  1972  for  continued  hearing. 


8-72-A 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
office  uses  within  frame  building  and  live  load. 

PREMISES  AFFECTED— 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

Laid  over  from  April  11,  1972,  for  continued  hearing. 


135-72-BZ 

APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty,  owner; 

Federated  Department  Stores,  Incorporated,  lessee. 
SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  M3-1  district,  the  erection  of 
a  six  story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  No.  1. 

Laid  over  from  April  18,  1972,  for  continued  hearing. 

SAMUEL  L.  BECKER,  Chairman 


MAY  16,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  16,  1972  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

239-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner  Depart¬ 
ment  of  Buildings.  Subject:  Reference  Standard  RS  10-3 
(ACI  3 18-1963,  Building  Code  Requirements  for  rein¬ 
forced  concrete)  and  modifications  thereto  to  be  repealed  in 
its  entirety  and  superceded  by  the  following:  Reference 
Standard  RS  10-3  (ACI  318-1971  Building  Code  Require¬ 
ments  for  reinforced  concrete)  with  modifications. 


1301-66-SM 

APPLICANT — Huttar’s  Garden  Center,  Incorporated — 
Flameproofing  compound. 


227-67-SM 

APPLICANT — Miller-Picking  Corporation — Water  chiller. 


121-70-SA 

APPLICANT — Firetrol,  Incorporated — Fire  pump  con¬ 
trollers. 

764-71-SA 

APPLICANT — The  Hobart  Manufacturing  Company — 
Food  waste  disposers. 


768-71-SA 

APPLICANT — Compactor  Corporation — Chute  sprinkler 
system. 


3-72-SM 

APPLICANT — Vickers  Tulsa  Division — Cable  anchor 
thimble. 


147-72-SM 

APPLICANT — Crosby  Group — Crane  reeving  accessories. 


214-72-SM 

APPLICANT — Cooley,  Incorporated — Awning  fabrics. 


215-72-SM 

APPLICANT — Reeves-Bowman  Division,  Cyclops  Corpora¬ 
tion — Component  of  two  hour  fire  rated  floor-ceiling 
.  assembly. 


216-72-SA 

APPLICANT — Temperature  Control,  Incorporated — Heat¬ 
ing  and  cooling  units  for  commercial  or  industrial  use. 


753-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Fred  L. 
Goodman,  Incorporated,  owner. 

SUBJECT — Application  December  7,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard  egress. 

PREMISES  AFFECTED— 231  East  34th  Street,  north 
side,  200  feet  west  of  2nd  Avenue,  Block  915,  Lot  20,  Bor¬ 
ough  of  Manhattan. 


155-72-A 

APPLICANT — Frederic  R.  Grae  for  Milton  Liberman, 
owner. 

SUBJECT — Application  February  24,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street  and  revocation  of  permit. 

PREMISES  AFFECTED — 349  Ocean  Terrace,  north  side, 
340  feet  east  from  Tiber  Place,  Block  687,  Lot  2,  Sunny- 
side,  Borough  of  Richmond. 


166-72-A 

APPLICANT — Sol  Feinberg  for  Castle  Coal  &  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  trucks  through  the  city  streets  not  in  conformity 
with  the  requirements  of  administrative  Code  of  City  of 
New  York. 


187-72-A 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  egress  and  loca¬ 
tion  of  gasoline  dispensary  pump. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 


MAY  23,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  May  23,  1972  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

795-50-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Starvel  Realty  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  8,  1971— deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  the  extension 
to  the  existing  accessory  building  and  extension  of  the 
present  use  of  the  gasoline  service  station,  lubritorium 
and  accessory  store  to  include  non-automatic  car  washing. 
PREMISES  AFFECTED — 3768-3778  Nostrand  Avenue  and 
2915-2925  Avenue  Y,  northwest  corner,  Block  7422,  Lot 
1037,  Borough  of  Brooklyn. 
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74-56-BZ 

APPLICANT — Vincent  B.  Agusta  for  Dina  Karpoff,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  5,  1972 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7e,  7h  and  7 A  of  the  zoning  resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  washing,  office  and  sales,  minor  auto  repairs,  storage 
room,  parking  and  storage  of  motor  vehicles ;  proposed 
show  window  and  sign  within  75  ft.  of  the  residence  use 
district. 

PREMISES  AFFECTED — 42-05  Lawrence  Street,  and 
132-02  to  132-06  Sanford  Avenue,  southeast  corner,  Block 
5101,  Lot  7,  Flushing,  Borough  of  Queens. 


113-56-BZ 

APPLICANT — Ingram  S.  Carner  for  Tremarco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  7,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f,  7i,  7h  and  7  A  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  washing,  lubrication,  office,  accessory 
sales,  minor  repairs  with  hand  tools  only,  parking  and 
storage  of  more  than  5  motor  vehicles  on  vacant  portion 
of  the  plot,  show  windows  and  signs  within  75  ft.  of  the 
residence  use  district. 

PREMISES  AFFECTED— 1614-1626  86th  Street  and  2-14 
Bay  13th  Street,  southwest  corner,  Block  6363,  Lots  42 
and  45,  Borough  of  Brooklyn. 


705-56-BZ 

APPLICANT — Atkin  and  Bassolino  for  165  West  165th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  2,  1972 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  the 
maintenance  of  a  parking  lot  for  parking  and  storage  of 
more  than  five  (5)  passenger  motor  vehicles. 

PREMISES  AFFECTED — 1060-1068  Summit  Avenue  and 
165-169  West  165th  Street,  northeast  corner,  Block  2526, 
Lot  1,  Borough  of  The  Bronx. 


342-50-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Morris  Bros. 
Estate,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  27,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7h  of.  the  Zoning  Resolution, 
permitting  in  a  residence  use  portion  of  a  plot,  located  in 
a  residence  and  business  use  district,  the  parking  of 
motor  vehicles  for  patrons’  use. 

PREMISES  AFFECTED— 9701-9713  Church  Avenue  and 
477-499  Rockaway  Parkway,  northeast  corner,  Block  4694, 
Lot  8,  Borough  of  Brooklyn. 


764-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  22, 


1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h,  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  office  and  sales,  lubritorium,  minor  auto  repairs, 
car  washing,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 200-05  to  200-15  (200-05  of¬ 
ficial)  Horace  Harding  Expressway,  58-59  to  58-71 
Hollis  Court  Boulevard,  northeast  corner  and  58-59  to 
58-67  201st  Street,  Block  7451,  Lot  32,  Bayside,  Borough 
of  Queens. 


919-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Jo-Max  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  25, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  of  a  two  story  building  to  be  occupied  by  a  retail 
store  on  the  first  floor  of  a  two  family  dwelling  on  the 
second  floor. 

PREMISES  AFFECTED— 4912  Avenue  K,  south  side, 
20  feet,  3^4  inches  east  of  Flatlands  Avenue,  Block  7829, 
Lot  44,  Borough  of  Brooklyn. 


801-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfonso  J.  Mer- 
curio,  owner. 

SUBJECT — Application  December  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking 
and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 19  Stryker  Court,  north  side, 
159.9  feet  west  of  West  1st  Street,  Block  7174,  Lot  24, 
Borough  of  Brooklyn.  Community  Board  #13. 


108-72-BZ 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT— Application  January  28,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  public  school. 

PREMISES  AFFECTED — 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx.  Community  Board  # 


127-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  the  erection 
of  a  six  story  enlargement  to  an  existing  six  story  tele¬ 
phone  exchange  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 3050  Cruger  Avenue,  southeast 
corner  of  Burke  Avenue,  block  front  between  Cruger 
Avenue  and  Holland  Avenue,  Block  4569,  Lot  25,  Borough 
of  The  Bronx.  Community  Board  #13. 


193-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 
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SUBJECT — Application  March  16,  1972— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 415  Empire  Boulevard  and  458 
to  464  New  York  Avenue,  northwest  corner,  Block  1309, 
Lot  120,  Borough  of  Brooklyn.  Community  Board  #8. 


208-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  level  parking  garage  with  accessory  automo¬ 
bile  rental  office  and  automotive  service  shop. 

PREMISES  AFFECTED — 95-10  Ditmars  Boulevard,  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23  and  42, 
Astoria,  Borough  of  Queens. 

SAMUEL  L.  BECKER,  Chairman 


MAY  23,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  23,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 


222-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  41  Madison  Company,  owner. 

SUBJECT — Application  March  27,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  glass  panels  in 
a  public  corridor. 


PREMISES  AFFECTED— 27-41  Madison  Avenue  and 
24-40  East  26th  Street,  southeast  corner,  Block  855,  Lot 
37,  Borough  of  Manhattan. 


243-72-A 

APPLICANT — Vincent  S.  LaGanga  for  John  E.  Rodi, 
owner. 

SUBJECT — Application  April  5,  1972 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 124  Halpin  Avenue,  east  side, 
100  feet  south  of  Carlton  Boulevard,  Block  5775,  Lot  38. 


246-72-A 

APPLICANT — Maurice  Intrator  for  Beson  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  April  6,  1972 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  of  cellar 
level  as  factory  and  garage. 

PREMISES  AFFECTED — 226-230  East  144th  Street,  south 
side,  24.10  feet  east  of  Canal  Place,  Block  2340,  Lots  221, 
222,  Borough  of  The  Bronx. 


248-72-A 

APPLICANT — Buckley  &  Kisseloff  for  Samuel  Minskoff 
&  Sons,  owner. 

SUBJECT — Application  April  6,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  office 
building,  stair  enclosures,  escalators,  etc. 

PREMISES  AFFECTED — 650  Fifth  Avenue,  southwest 
corner  of  West  52nd  Street,  Block  1267,  Lots  41,  34,  Bor¬ 
ough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  18,  1972,  10  A.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

420-69-A 

APPLICANT — Howard  M.  Pollari  for  Evinrude  Motors, 
owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  combustible  mixture 
known  as  Evinrude  50-to-l  Outboard  Motor  Oil  in  one 
pint  and  one  quart  sealed  in  metal  cans  with  non- 
replaceable  tops  or  caps,  containers  not  in  compliance  with 
regulation  requirements  of  New  York  City  Code;  pre¬ 
viously  granted  on  condition. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  5,  1969,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  June  30,  1970; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  5,  1969,  as  amended  through  June  30,  1970,  by  adding 
thereto : 

“that  the  trade  name  of  this  product  may  be  changed 
to  ‘Evinrude  Lubricant’,  on  the  one  pint  containers, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (F.  D.  No.  122-4095) 


421-69-A 

APPLICANT — Howard  M.  Pollari  for  Johnson  Motors, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  combustible  mixture 
known  as  Johnson  Outboard  Oil  Premium  50/1  in  one 
pint  and  one  quart  sealed  metal  cans  with  non-replaceable 
tops,  containers  not  in  compliance  with  regulation  re¬ 
quirements  of  New  York  City  Code;  previously  granted 
on  condition. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  5,  1969,  on  certain  conditions;  and 


Whereas,  the  resolution  was  amended  on  June  30,  1970; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  5,  1969,  as  amended  through  June  30,  1970,  by  adding 
thereto : 

“that  the  trade  name  of  this  product  may  be  changed 
to  ‘Johnson  50/1  Lubricant’,  on  the  one-pint  containers, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (F.  D.  No.  122-4096) 


787-55-BZ — Vol.  Ill 

APPLICANT — Lama  and  Vassalotti  for  Irving  Kerner, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  5,  1972 — decision  of 
Borough  Superintendent;  previously  granted  on  condition, 
under  Sections  7e,  7f  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  use  district,  the  enlargement  in  area 
of  a  gasoline  service  station  by  the  addition  of  an  adjoin¬ 
ing  lot  and  to  relocate  and  add  curb  cuts  and  gasoline 
pumps. 

PREMISES  AFFECTED— 160-168  Ridge  Street  and  339- 
345  East  Houston  Street,  southeast  corner,  Block  345,  Lot 
48  (formerly  Lots  44,  48,  49  and  50),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  March  31,  1959,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  18,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  5,  1957,  as  amended 
through  March  31,  1959,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  February  5,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  110-72) 


744-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York  Uni¬ 
versity,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  March  17, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  permitting  in  an  R7-2  district,  the 
erection  of  an  11  story  enlargement  to  a  university  struc¬ 
ture  that  exceeds  the  permitted  floor  area  ratio  and  lot 
coverage  and  penetrates  the  sky  exposure  plane. 
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PREMISES  AFFECTED — 80  Washington  Square  East, 
northeast  corner  of  West  4th  Street,  Block  546,  Lots  1,  3, 
5,  8,  10,  11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  17,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
17,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  March  17,  1972.”  (N.B.  114-69) 


110-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Brown,  Harris, 
Stevens,  Incorporated,  long  term  lessee. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution,  decision  of  the  Borough  Su¬ 
perintendent  ;  previously  granted  on  condition  under  Section 
72-01  (b)  of  the  Zoning  Resolution  permitting  in  a  C5-3 
district  in  an  existing  six  story  building,  the  addition 
to  the  uses  of  the  ground  floor  restaurant  to  include 
cabaret. 

PREMISES  AFFECTED — 8  to  14  East  47th  Street,  south 
side,  140  feet  west  of  Madison  Avenue,  Block  1282,  Lot 
64,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  21,  1972,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
21,  1972,  by  adding  thereto: 

“that  the  cabaret  may  be  rearranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  condi¬ 
tions  marked  ‘Received  April  4,  1972’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects” 
(Alt.  669-69) 

640-69-BZ 

APPLICANT — Frank  A.  Vaccaro  for  J.  Edward  Meislohn, 
owner. 

SUBJECT — Application  October  28,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 


of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-1 
district,  the  enlargement  in  area  of  an  accessory  parking 
area  for  a  funeral  establishment  into  the  residence  district. 

PREMISES  AFFECTED — 1289  Forest  Avenue,  north  side, 
57.08  feet  east  of  Hamlin  Place,  Block  383,  Lot  18, 
Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

For  Opposition :  John  R.  Rice  and  Claudia  Lombardo. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
plans  and  additional  information;  previously  inspected. 


673-71-BZ 

APPLICANT — Max  Siegel  Associates  for  Toby  Miller, 
owner. 

SUBJECT — Application  October  15,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  (b),  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  seven  story  office  building  that  exceeds 
the  permitted  floor  area  ratio,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED— 175-19  148th  Road,  northeast 
corner  of  175th  Street,  Block  13379,  Lots  67,  69,  78,  81,  82, 
and  79,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
10  A.M.,  continued  hearing. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED— 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole,  Jr. 

For  Opposition :  R.  Frome  and  A.  E.  Martinelli. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


770-71-BZ 

APPLICANT — Benson  S.  Telsey  for  Diane  Percia,  owner, 
Levelator  Corporation,  lessee. 

SUBJECT — Application  December  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  kitchen  equipment 
manufacturing  establishment. 

PREMISES  AFFECTED — 1889  to  1907  McDonald  Avenue, 
southeast  corner  of  Quentin  Road,  Block  6658,  Lot  1, 
Borough  of  Brooklyn.  Community  Board  #13. 


384 


MINUTES 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant. 


793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty 
Corporation,  owner. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED— 351  to  357  Second  Avenue,  west 
side,  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
30,  Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Opposition:  Lauren  F.  Otis  and  Helen  Otis. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at 
10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erec¬ 
tion  of  a  one  story  enlargement  to  a  retail  store  that 
creates  non-compliance  in  floor  area  ratio  and  encroach¬ 
ment  within  the  rear  yard. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  northwest 
corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  No.  4. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition :  Alexander  Praeger  and  Bernard  R. 

McConville. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


18-72-A 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  al¬ 
teration  exceeds  60  per  cent  of  building. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  northwest 
corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elmhurst, 
Borough  of  Queens. 

APPEARANCES — 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  plan. 


58-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  dis¬ 
tance  between  windows  and  lot  lines,  and  exceeds  the 
distance  to  the  accessory  and  oversized  garage. 


PREMISES  AFFECTED— 376  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger,  J.  Raymond  Matz, 
Ruth  E.  Wittenburg,  James  Shaw,  William  P.  Bowser 
and  A.  Cano,  H.  D.  A. 

For  Opposition:  H.  Marshall  Scolmick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


59-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 367  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Martin  M.  Berger. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


60-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  dis¬ 
tance  between  windows  and  lot  lines,  and  exceeds  the 
distance  to  the  accessory  oversized  garage. 

PREMISES  AFFECTED — 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


61-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


62-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district  the  erec¬ 
tion  of  a  five  story  multiple  dwelling  that  encroaches  on 
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the  minimum  distance  between  windows  and  lot  lines,  and 
exceeds  the  distance  to  the  accessory  parking  facility. 

PREMISES  AFFECTED— 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


63-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


64-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  lot  lines. 

PREMISES  AFFECTED — 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


65-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


66-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the  erec¬ 
tion  of  a  five  story  and  basement  multiple  dwelling  that 
encroaches  on  the  minimum  distance  between  buildings 
and  lot  lines. 


PREMISES  AFFECTED— 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


67-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from,  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


68- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  windows  and  lot  lines. 

PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 

69- 72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  dis¬ 
tance  between  buildings,  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


70-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  encroaches  on  the  minimum  distance  between  build¬ 
ings  and  the  distance  between  windows  and  lot  lines. 
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PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Martin  M.  Berger. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BIDARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


71-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  proposed 
distance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


72- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot 
66,  Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Martin  M.  Berger. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 

73- 72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot 
66,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


74-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl -7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 


PREMISES  AFFECTED — 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637,  Lots 
64  and  66,  Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


75-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED— 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637,  Lots 
64  and  66,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


76-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 622  Washington  Street,  west 
side,  44.8  feet  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


76A-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 618  Washington  Street,  entire 
block,  Block  603,  Lot  15,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


77-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
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five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED— 626  Washington  Street,  west 
side,  84.8  feet  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


78-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 125  Barrow  Street,  southwest 
corner  of  Washington  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. _ 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


79-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking  facility 
that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 131  Barrow  Street,  south  side, 

89.4  feet  west  of  Washington  Street,  Block  603,  Lots  12, 
15,  Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Martin  M.  Berger. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


80-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection 
of  a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 133  Barrow  Street,  south  side, 

129.4  feet  west  of  Washington  Street,  Block  603,  Lots  6, 
12,  15,  Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


81-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED— 137  Barrow  Street,  south  side, 

169.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


82-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection 
of  a  five  story  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 141  Barrow  Street,  south  side, 

209.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Martin  M.  Berger. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


83-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED— 382  West  Street,  southeast 
corner  of  Barrow  Street,  Block  603,  Lot  6,  Borough  of 
Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


84-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that 
exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 379  West  Street,  east  side, 
44.8  feet  south  of  Barrow  Street,  Block  603,  Lot  6,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 
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MINUTES 


APPEARANCES— 

For  Applicant:  Martin  M.  Berger. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  19/2,  at 
2  P.M.,  for  decision. 


85-72-BZ 

APPLICANT— William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 115  Morton  Street,  north  side, 

84.8  feet  east  of  West  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Martin  M.  Berger.. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


86-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under.  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  .  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 107  Morton  Street,  north  side, 

164.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition:  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


86A-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 111  Morton  Street,  north  side, 

124.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


87-72-BZ 

APPLICANT— William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 


that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 105  Morton  Street,  north  side, 

204.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  J.  Raymond  Matz. 

For  Opposition.  H.  Marshall  Scolnick. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 129  Barrow  Street,  south  side, 
46.0  feet  west  of  Washington  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Martin  M.  Berger. 

For  Opposition :  H.  Marshall  Scolnick. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at 
2  P.M.,  for  decision. 


APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty,  owner. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  M3-1  district,  the  erection 
of  a  six  story  enlargement  to  an  existing  six  story  ware¬ 
house  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  without 
the  required  accessory  parking. 

PREMISES  AFFECTED — 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole,  Jack  Lyons,  Noel  Rubinton 
and  James  Coe. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at 
10  A.M.,  for  the  purpose  of  obtaining  additional  informa¬ 
tion.  Continued  hearing. 


12-72-BZ 

APPLICANT — Shea,  Gould,  Climenko  and  Kramer  for 
Colonial  at  Kennedy  Incorporated,  owner. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution  to  permit  in  a  C4-2  district,  at  an  existing 
hotel  previously  before  the  Board,  the  installation  of  signs 
that  exceed  the  permitted  surface  area  along  a  district 
boundary  and  exceeds  the  height  above  curb  level. 
PREMISES  AFFECTED— 138-10  135th  Avenue,  southeast 
corner  of  Van  Wyck  Expressway,  Block  12093,  Lot  20, 
South  Ozone  Park,  Borough  of  Queens.  Community  Board 
No.  12. 

APPEARANCES— 

For  Applicant:  Judah  Gribetz,  Gary  G.  Benanad  and 
M.  Peter  Herrein. 

For  Opposition :  None. 


88-72-BZ 


135-72-BZ 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  15,  1971,  acting  on  E.S.  Applic.  200,  201, 
203/1971,  reads : 

“1.  Proposed  three  signs  are  within  100'  of  a  street 
line  in  which  the  boundary  of  an  adjoining  Residence 
District  is  located  and  must  comply  with  a  C-l  district 
per  Sec.  32-67  Z.R. 

2.  Proposed  three  signs  are  excess  in  area  and  is 
contrary  to  Sec.  32-643  Z.R. 

3.  Proposed  three  signs  extends  more  than  25' 
above  curb  level  and  is  contrary  to  Sec.  32-655  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-01  (b)  of  the  Zoning  Resolution, 
to  permit  in  a  C4-2  district,  at  an  existing  hotel  previously 
before  the  Board,  the  installation  of  signs  that  exceeds  the 
permitted  surface  area  along  a  district  boundary  and 
exceeds  the  height  above  curb  level,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  marked  “Re¬ 
ceived  January  2,  1972,”  5  sheets;  on  further  condition 
that  the  light  be  directed  away  from  surrounding  properties 
and  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


Adjourned:  12:05  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  18,  1972,  2  P.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

177-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY— C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT — Section  5. (a)(1)  Reference  Standard  RS17-1 
(Standpipe  System  Construction)  modification  of. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 


ACTION  OF  BOARD — Reference  Standard  RS  17-1  modi¬ 
fied  in  accordance  with  the  request  of  the  Department  of 
Buildings. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Neagtive :  .  0 


Matter  in  brackets  [  ]  to  be  deleted. 

Matter  underlined  is  new  and  printed  italics. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  April  18,  1972, 
after  due  notice;  and 

Whereas,  the  Board  has  determined  that  Section  5.  (a)  (1) 
Reference  Standard  RS17-1  (Standpipe  System  Construc¬ 
tion)  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-10 6.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  modify  the  designated  Ref¬ 
erence  Standard  RS17-1  (Standpipe  System  Construction)  as 
follows : 

Section  5.  (a)  (1)  of  Reference  Standard  RS17-1 
5.  Fire  pumps  in  Standpipe  Systems 
(a)  Installation  of  Standpipe  fire  pumps 
(1)  Firepumps  shall  be  placed  on  concrete  (founda¬ 
tions)  pads  at  least  12"  above  the  pump  room  floor  level 
[and]  with  a  clearance  of  at  least  3'  (shall  be)  main¬ 
tained  on  all  sides  of  the  [foundation]  pad  from  walls  or 
from  other  equipment  in  the  pump  room.  In  the  event  of 
the  use  of  a  vertical  shaft  centrifugal  fire  pump,  the  12" 
high  concrete  pad  may  be  omitted,  provided  the  bottom  of 
the  electric  driving  motor  and  all  electric  appurtenances 
are  raised  at  least  12"  above  the  pump  floor. 


181-72-BCR 

APPLICANT — Joseph  Stein  Commissioner,  Department  of 
Buildings,  Letter  of  March  3,  1972  received  March  7,  1972. 
SUBJECT — Application  March  7,  1972 — Reference  Standard 
RS  10-1  (Masonry  Amendment)  to  add  new  Section  10.16. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1972,  at  2  P.M. 
for  additional  information. 


2575-BZY — Vol.  IX 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  the  applicant  has  met  the  re¬ 
quirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1972. 


2576-BZY— Vol.  IX 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 
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THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction  to  December  15,  1972. 

2577-BZY — Vol.  IX 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction  to  December  15,  1972. 

1905-BZY— Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  con¬ 
struction  to  December  15,  1972,  on  condition  that  con¬ 
struction  shall  have  been  started  by  that  date. 


686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corpora¬ 
tion,  owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fred  Safran. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Negative:  Commissioner  Agusta  .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  18  and  September  30,  1971  on  Order  No.  032-1,  reads: 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  all  public  halls  on  all  floors,  including  stairs, 
arranged  and  equipped  as  per  Chapt.  26,  Article  17, 
Adm.  Code.  C19-161.0a  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire_  Com¬ 
missioner,  dated  June  18  and  September  30,  1971,  acting  on 
Order  No.  032-1,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  the  drawings 
marked  “Received  March  14,  1972,”  13  sheets,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 

99-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED— 25  Harrison  Street,  southwest 
corner  of  Greenwich  Street,  Block  182,  Lot  50,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trousdale. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative :  .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applies.  Nos.  1335  to  1344-70, 
reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  Building  line  is  contrary  to  Sec.  C26-408.1(a)  of  the 
1968  B.  Code  and  Sec.  35  of  the  General  City  Law. 
Projections  shown  on  submitted  plan  up  to  6'-0"  beyond 
Building  line. 

C62 — Cornices,  applied  ornament  and  other  elements 
projecting  beyond  the  building  line  above  grade  are  con¬ 
trary  to  Sec.  C26-408.1(2)  (not  more  than  (1)  4"  for 
10  ft.  or  less  above  grade,  (2)  10"  above  10  ft.  projection 
shown  on  submitted  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  project¬ 
ing  6"  beyond  the  street  line  less  than  8'-0"  below 
grade  are  contrary  to  Sec.  26-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of 
table  3-4.  (Wood  post  with  brick  fill  and  aluminum 
siding  not  incombustible  one  hour.) 

C67- — Exterior  trim  is  contrary  to  Sec.  C26-504.5(a) 
and  503.5(a)  2  (cornices  not  fire  stop  at  70'  intervals 
on  building  #27  and  27A  Harrison  Street  504.5(2)  ).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  17,  1972  acting  on  Alt.  Applies. 
Nos.  1335  to  1344-70  Objections  Nos.  C60,  C62,  C63,  C64, 
C67,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
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it  hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall  be 
constructed  with  1R  rated  materials  and  on  further  condition 
that  the  building  shall  comply  with  all  laws,  rules  and 
regulations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets  and  “April 
11,  1972”  1  sheet. 


100-72-A 

APPLICANT— Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 27  Harrison  Street,  south  side, 
20  feet,  5  inches  west  of  Greenwich  Street,  Block  182,  Lot 
50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trousdale. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  . . .  0 

Not  Voting:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applic.  1335  to  1344-70,  reads: 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  Building  line  is  contrary  to  Sec.  C26-408.1(a)  of  the 
1968  B.  Code  and  Sec.  35  of  the  General  City  Law. 
Projections  shown  on  submitted  plan  up  to  6'-0" 
beyond  Building  Line. 

C62 — Cornices  applied  ornament  and  other  elements 
projecting  beyond  the  building  line  above  grade  are  con¬ 
trary  to  Sec.  C26-408.1  (2). 

C63 — Exterior  walls  and  columns,  footings  projecting 
6"  beyond  the  street  line  less  than  8'-0"  below  grade 
are  contrary  to  Sec.  C26-408.2. 

C64 — Exterior  walls  one  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of 
Table  3-4.  (Wood  post  with  brick  fill  and  aluminum 
siding  not  incombustible  one  hour.) 

C 67 — Exterior  trim  is  contrary  to  Sec.  C26-504.5  (2) 
and  503.5  (a)2  (Cornices  not  fire  stop  at  70'  intervals 
on  building  #27  and  27 A  Harrison  Street  504.5(a)  ).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  17,  1972,  acting  on  Alt.  Applies. 
1335  to  1344-70,  Objections  No.  C60,  C62,  C63,  C64,  C67, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall  be 
constructed  with  1R  rated  materials  and  on  further  condition 
that  the  building  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972”,  1  sheet. 


101-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  &  Development  Administration, 
owner. 


SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 27 A  Harrison  Street,  south 
side,  45  feet,  5  inches  west  of  Greenwich  Street,  Block 
182,  Lot  50,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trous¬ 
dale. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

N  egative :  .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applies.  1335  to  1344-70, 

reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  Bldg,  line  is  contrary  to  Sec.  C26-408.1(a)  of  the 
1968B.  Code  and  Sec.  35  of  the  General  City  Law.  Pro¬ 
jections  shown  on  submitted  plan  up  to  6'-0"  beyond 
Building  Line. 

C62 — Cornices  applied  ornament  and  other  elements 
projecting  beyond  the  bldg,  line  above  grade  are  contrary 
to  Sec.  C26-408.1(2)  (not  more  than  4"  for  10  ft.  or 
less  above  grade)  10"  above  10  ft.  projection  shown 
on  submited  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  project¬ 
ing  6"  beyond  the  street  line  less  than  8'-0"  below  grade 
are  contrary  to  Sec.  C26-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  &  fire  resistive  requirements  of  table 
3-4.  (Wood  post  with  brick  fill  and  aluminum  siding 
not  incombustibe  one  hour.) 

C67 — Exterior  trim  is  contrary  to  Sec.  C26-508.5(a) 
2  (Cornices  not  fire  stop  at  70'  intervals  on  Bldgs.  #2 7  & 
27A  Harrison  Street  504.5(a)).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  17,  1972,  acting  on  Alt.  Applies. 
#1335  to  1344-70,  Objections  No.  C60,  C62,  C63,  C64,  C67, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall  be 
constructed  with  1R  rated  materials  and  on  further  condition 
that  the  building  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972,”  1  sheet. 


102-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 

owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED— 29  Harrison  Street,  south  side, 
70.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trous¬ 
dale. 
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ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Not  Voting:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applies.  Nos.  1335  to  1344-70, 
reads : 

“C60 — New  stoops  extending  more  than  12"  beyond 
the  bldg,  line  is  contrary  to  Sec.  C26-408.(a)  of  the  1968 
B.  Code  and  Sec.  35  of  the  General  City  Law.  Projec¬ 
tions  shown  on  submitted  plan  up  to  6'-0"  beyond  Build¬ 
ing  line. 

C62 — Cornices  applied  ornament  and  the  elements 
projecting  beyond  the  bldg,  line  above  grade  are  con¬ 
trary  to  Sec.  C26-408.1(2)  (not  more  than  (1)  4"  for 
10  ft.  or  less  above  grade)  (2)  10"  above  10  ft.  projec¬ 
tion  shown  on  submitted  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  projecting 
6"  beyond  the  street  lines  less  than  8'-02"  below  grade 
are  contrary  to  Sec.  C26-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of  table 
3-4.  (Wood  post  with  brick  fill  and  aluminum  siding 
not  incombustibe  one  hour.) 

C67 — Exterior  trim  is  contrary  to  Sec.  C26-504.5(a) 
and  503.5 (a)2  (cornices  not  fire  stop  at  70'  intervals  on 
bldgs.  #27  and  27 A  Harrison  Street  504.5  (a) ) .” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  17,  1972,  acting  on  Alt.  Applies. 
#1335  to  1344-70,  Objections  No.  C60,  C62,  C63,  C64,  C 67, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall  be 
constructed  with  1R  rated  materials  and  on  further  condition 
that  the  buildings  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972,”  1  sheet. 

103-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration 
of  Landmark  houses  for  residence. 

PREMISES  AFFECTED — 31  Harrison  Street,  south  side, 
89.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trous¬ 
dale. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative :  .  0 

Not  Voting:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 


dated  January  17,  1972  on  Alt.  Applies.  Nos.  1335  to  1344, 
reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  Bldg,  line  is  contrary  to  Sec.  C26-408(a)  of  the  1968 
Bldg.  Code  and  Sec.  35  of  the  General  City  Law.  Pro¬ 
jections  shown  on  submitted  plan  up  to  6'-0"  beyond 
Building  line. 

C62 — Cornices  applied  ornament  and  other  elements 
projecting  beyond  the  bldg,  line  above  grade  are  con¬ 
trary  to  Sec.  C26-408.1(2)  (1)  (not  more  than  4"  for 
10  ft.  or  less  above  grade)  (2)  10"  projection  shown  on 
submitted  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  project¬ 
ing  6"  beyond  the  street  lines  less  than  8'-0"  below  grade 
contrary  to  Sec.  26C-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of 
Table  3-4.  (Wood  post  with  brick  fill  and  aluminum 
siding  not  incombustible  one  hour.) 

C67 — -Exterior  trim  is  contrary  to  Sec.  C26-S04.5(a) 
and  503.5 (a)2  (cornices  not  fire  stop  at  70'  intervals  on 
bldgs.  #27  and  27 A  Harrison  Street  504.5(a)).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  January  17,  1972,  acting  on  Alt.  Applies. 
#1335  to  1344,  Objections  No.  C60,  C62,  C63,  C64,  C67, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall  be 
constructed  with  1R  rated  materials  and  on  further  condition 
that  the  building  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972,”  1  sheet. 

104-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 33  Harrison  Street,  south  side, 
108.5  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trousdale. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative: .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applic.  Nos.  1335  to  1344, 
reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  building  line  is  contrary  to  Sec.  C26-408.1(a)  of  the 
1968  B.  Code  and  Sec.  35  of  the  General  City  Law. 
Projections  shown  on  submitted  plan  up  to  6'-0" 
beyond  Building  line. 

C62 — Cornices  applied  ornament  and  other  elements 
projecting  beyond  the  building  line  above  grade  are 
contrary  to  Sec.  C26-408.1(2)  (not  more  than  (1)  4" 
for  10  ft.  or  less  above  grade)  (2)  10"  above  10  ft. 
projection  shown  on  submitted  plan  up  to  16". 
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C63 — Exterior  walls  and  columns,  footings  projecting 
6"  beyond  the  street  line  less  than  8'-0"  below  grade 
are  contrary  to  Sec.  26-408.2.” 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of 
table  3-4.  (Wood  post  with  brick  fill  and  aluminum 
siding  not  incombustible  one  hour.) 

C67 — Exterior  trim  is  contrary  to  Sec.  C26-504.5(a) 
and  503.5 (a) 2  (Cornices  not  fire  stop  at  70'  intervals 
on  buildings  Nos.  27  and  27A  Harrison  Street 
504.5(a)).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  17,  1972  acting  on  Alt.  Applies. 
#1335  to  1344-70  Objections  Nos.  C60,  C62,  C63,  C64,  C67 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall  be 
constructed  with  1R  rated  materials  and  on  further  condition 
that  the  building  shall  comply  with  all  laws,  rules  and 
regulations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972,”  1  sheet. 


105-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 37  Harrison  Street,  south  side, 
180.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trousdale. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative :  .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applies.  Nos.  1335  to  1344, 
reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  Building  line  is  contrary  to  Sec.  C26-408.1(a) 
of  the  1968  B.  Code  and  Sec.  35  of  the  General  City 
Law.  Projections  shown  on  submitted  plan  up  to  6'-0" 
beyond  Building  line. 

C62 — Cornices  applied  ornament  and  other  elements 
projecting  beyond  the  building  line  above  grade  are  con¬ 
trary  to  Sec.  C26-408.1(2)  (not  more  than  (1)  4"  for 
10  ft.  or  less  above  grade)  (2)  10"  projection  shown 
on  submitted  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  project¬ 
ing  6"  beyond  the  street  line  less  than  8'-0"  below  grade 
are  contrary  to  Sec.  C26-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of 
Table  3-4.  (Wood  post  with  brick  fill  and  aluminum 
siding  not  incombustible  one  hour.) 

C67 — Exterior  trim  is  contrary  to  Sec.  C26-504.5(a) 
and  503.5(a)  2  (Cornices  not  fire  stop  at  70'  intervals 
on  buildings  #27  and  27 A  Harrison  Street  504.5(a)).” 
and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  January  17,  1972,  acting  on  Alt.  Applies. 
#1335  to  1344,  Objections  No.  C60,  C62,  C63,  C64,  C67  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  interior  partitions  and  ceil¬ 
ings  and  interior  face  of  the  exterior  wall  shall  be  con¬ 
structed  with  1R  rated  materials  and  on  further  condition 
that  the  building  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972,”  1  sheet. 


106-72-A 


APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 39  Harrison  Street,  south  side, 
200.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trous¬ 
dale. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Not  Voting:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applies.  No.  1335  to  1344, 
reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  bldg,  line  is  contrary  to  Sec.  C26-408.1(a)  of  the  1968 
B.  Code  and  Sec.  35  of  the  General  City  Law.  Projec¬ 
tions  shown  on  submitted  plans  up  to  6'-0"  beyond 
Building  line. 

.  C62 — Cornices,  applied  ornament  and  other  elements 
projecting  beyond  the  bldg,  line  above  grade  are  con¬ 
trary  to  Sec.  C26-408.1  (2)  not  more  than  (1)  4'  for  10 
ft.  or  less  above  grade.  (2)  10'  above  10  ft.  projection 
shown  on  submitted  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  project¬ 
ing  6"  beyond  the  street  line  less  than  8'-0"  below  grade 
are  contrary  to  Sec.  26-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of  table 
3-4.  (Wood  post  with  brick  fill  and  aluminum  siding  not 
incombustible  one  hour.) 

C 67 — Exterior  trim  is  contrary  to  C26-504.5(a)  and 
503.5 (a) 2  (Cornices  not  fire  stop  at  70'  intervals  on 
bldg.  #27  and  27 A  Harrison  Street  504.5. (a).)” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  January  17,  1972,  acting  on  Alt.  Applies 
#1335  to  1344-70,  Objections  No.  C60,  C62,  C63,  C64,  C 67 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions  and 
ceilings  and  interior  face  of  the  exterior  wall  shall  be  con¬ 
structed  with  1R  rated  materials  and  on  further  condition 


394 


MINUTES 


that  the  building  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  and  conform  to  the  drawings 
marked  “Received  February  4,  1972,”  13  sheets,  and  “April 
11,  1972,”  1  sheet. 

107-72-A 

APPLICANT — Oppenheimer,  Brady  &  Associates  for  City 
of  New  York,  Housing  and  Development  Administration, 
owner. 

SUBJECT — Application  February  4,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Restoration  of 
Landmark  houses  for  residence. 

PREMISES  AFFECTED — 41  Harrison  Street,  south  side, 
220.8  feet  west  of  Greenwich  Street,  Block  182,  Lot  50, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  Oppenheimer  and  Allen  Trous¬ 
dale. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


N  egative :  .  0 

Not  Voting:  Commissioner  Madigan .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972  on  Alt.  Applic.  Nos.  1335  to  1344, 
reads : 

“C60 — New  stoops  extending  more  than  18"  beyond 
the  Building  line  is  contrary  to  Sec.  C26-408.1(a)  of 
the  1968  B.  Code  and  Sec.  35  of  the  General  City  Law. 
Projections  shown  on  submitted  plan  up  to  6'-0"  beyond 
Building  Line. 

C62 — Cornices,  applied  ornament  and  other  elements 
projecting  beyond  the  building  line  above  grade  are 
contrary  to  Sec.  C26-408.1(2)  (Not  more  than  (1)  4" 
for  10  ft.  or  less  above  grade.)  (2)  10"  above  10  ft. 
projection  shown  on  submitted  plan  up  to  16". 

C63 — Exterior  walls  and  columns,  footings  project¬ 
ing  6"  beyond  the  street  line  less  than  8'-0"  below 
grade  are  contrary  to  Sec.  C26-408.2. 

C64 — Exterior  walls  on  east  elevation  are  contrary 
to  Sec.  C26-503.1  and  fire  resistive  requirements  of 
Table  3-4.  (Wood  post  with  brick  fill  and  aluminum 
siding  not  incombustible  one  hour.) 

C67 — Exterior  trim  is  contrary  to  Sec.  C26-504.5(a) 
and  503.5(a)  2  (Cornices  not  fire  stop  at  70'  intervals 
on  buildings  #27  and  27A  Harrison  Street  504.5(a)).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  17,  1972,  acting  on  Alt.  Applies. 
#1335  to  1344  Objection  Nos.  C60,  C62,  C63,  C64,  C67 
be  and  jt  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  interior  partitions 
and  ceilings  and  interior  face  of  the  exterior  wall  shall 
be  constructed  with  1R  rated  materials  and  on  further  con¬ 
dition  that  the  building  shall  comply  with  all  laws,  rules 
and  regulations  appertaining  thereto  and  conform  to  the 
drawings  marked  “Received  February  4,  1972,”  13  sheets, 
and  “April  11,  1972,”  1  sheet. 


169-72-A 

APPLICANT — Ferrenz  and  Taylor  Incorporated  for  The 
Long  Island  College  Hospital,  owner. 

SUBJECT — Application  March  3,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  11E 


construction  for  a  library,  exterior  openings,  roof  cov¬ 
ering  materials. 

PREMISES  AFFECTED— 118  Amity  Street  and  361 
Henry  Street,  southeast  corner,  Block  296,  Lot  5,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stanley  Fine,  Matthew  G.  Saitta  and 
A.  D.  Marinelli. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  2,  1972  on  B.  N.  Applic.  3476-71,  reads : 

“1.  Proposed  11E  construction  for  a  library  inside 
the  fire  limits  and  with  an  area  of  3,146  sq.  ft.  is  con¬ 
trary  to  Table  4-1. 

2.  Maximum  exterior  openings  and  the  protection 
shall  be  in  accordance  with  Table  3-4. 

3.  Roof  covering  materials  shall  be  in  accordance 
with  C26-503.7.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  2,  1972,  acting  on  B.  N.  Applic. 
3476-71  Objection  Nos.  1,  2  and  3  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  ceiling  shall  be  painted  with  an  approved 
type  of  fire  retarded  paint;  this  grant  shall  be  for  a  term 
of  4  years,  and  on  further  condition  the  building  shall  con¬ 
form  to  drawings  marked  “Received  March  29,  1972,”  3 
sheets,  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 

648-71-A 

APPLICANT — Federation  Employment  and  Guidance  Ser¬ 
vice  for  Jonas  Operating  Corporation. 

OWNER  OF  PREMISES — Federation  Employment  and 
Guidance  Service,  lessee. 

SUBJECT — Application  September  24,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking. 
PREMISES  AFFECTED— 62  West  14th  Street,  south  side, 
50  feet  south  of  6th  Avenue,  Block  577,  Lot  8,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Alfred  P.  Miller  and  Harvey  P.  Goldman. 
For  Administration :  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt. 
J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1972,  at 
2  P.M.  for  decision. 

662-71-A  ' 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  Petraglia,  F.  D.  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 
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For  Owner :  William  J.  Williams  and  John  A.  Betzig. 
ACTION  OF  BOARD— Laid  over  to  July  18,  1972,  at  2 
P.M. 


663-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Owner :  William  J.  Williams  and  John  A.  Betzig. 
ACTION  OF  BOARD — Laid  over  to  July  18,  1972,  at  2 
P.M. 

717-71-A 

APPLICANT — Charles  F.  Murphy  for  Peter  Galasso,  In¬ 
corporated. 

OWNER  OF  PREMISES — PDC  Systems,  Division  of  W. 

R.  Grace  and  Company,  lessee. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  printing  ink,  solvent. 
PREMISES  AFFECTED — 58-38  Page  Place,  west  side, 
528  feet  3"  north  of  Grand  Avenue,  Block  2603,  Lot  150, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  F.  Murphy,  David  Cairns,  G.  H. 

McElhiney  and  Hugh  P.  Fox. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt. 
J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1972,  at  2 
P.M.  Continued  hearing. 


804-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT— Application  December  29,  1971— for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 93  to  95  Avenue  U,  north  side, 
60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia,  F.  D.  and  Lt.  J.  P. 

Manfredi,  F.  D. 

For  Owner:  Julian  Shestack. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M.  at  the  request  of  the  applicant,  for  reinspection  by 
the  Fire  Department  and  for  continued  hearing. 


136-72-A 

APPLICANT — H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  February  15,  1972 — Proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED — 1  Liberty  Plaza,  entire  Block, 
1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Blocks  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M.  for  hearing,  at  the  request  of  the  applicant. 


Adjourned:  3:15  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  May  25,  1971,  as  they 
appeared  in  Bulletin  No.  22,  Vol.  56  and  correction  in  Bul¬ 
letin  No.  5,  Vol.  57  are  hereby  further  corrected  to  read  as 
follows : 

418-70-BZ 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  enlargement  in 
area  of  an  existing  swimming  club  previously  before  the 
Board  for  use  as  tennis  courts  with  accessory  parking. 
PREMISES  AFFECTED — 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Blocks  6019,  6059,  Lots  2,  5, 
45  and  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Sophie  G.  Karp,  Eleanor  Ignal  and 
Frank  M.  De  Vito. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  8,  1971,  acting  Alt.  Applic.  1182/1966  reads: 

1.  Extension  and  enlargement  of  premises  to  in¬ 
clude  Lot  2  (Block  6019)  and  Lot  12  (Block  6059)  is 
contrary  to  BSA  resolutions  #901/66  BZ  and  #902/66 
A  and  is  referred  back  to  the  Board  for  reconsideration. 

2.  The  use  of  Lot  2,  Block  6019,  and  Lot  12,  Block 
6059,  for  tennis  course  with  accessory  parking  constitutes 
an  extension  of  the  existing  non-conforming  use  and  is 
contrary  to  the  amended  zoning  resolution,  Sections  51- 
00,  52-01  and  52-41. 

and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  6,  1971;  then  to  April  27,  1971; 
then  to  May  11,  1971;  then  to  May  25,  1971;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  (b)  and  (c)  under 
Section  72-21  of  the  Zoning  Resolution. 


Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  8,  1971.,  acting  on  Alt.  Applic.  1182/1966,  Objec- 
jection  Nos.  1  &  2,  and  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 

^Correction :  In  the  Resolved  portion  of  the  Resolution 
findings  (b)  and  (c)  has  been  added  to  correct  and  under  the 
decision  of  the  Borough  Superintendent  a  new  decision  has 
been  added  to  correct. 

Correction :  In  decision  of  the  Borough  Superintendent 
portion  of  the  resolution  item  #3  has  been  deleted  to  correct 
(see  419-70-A  this  Bulletin).  In  the  Resolved  portion  the 
date  and  objections  numbers  have  been  corrected. 


♦CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  May  25,  1971,  as  they 
appeared  in  Bulletin  No.  22,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

419-70-A 

APPLICANT — Arthur  J.  McGee  for  Richard  DiLoretto 
and  Salvatore  Sciortino,  owners. 

SUBJECT — Application  July  27,  1970 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  erection  of 
building  in  bed  of  a  mapped  street. 

PREMISES  AFFECTED— 28-51  216th  Street,  east  side, 
125  feet  south  of  28th  Road,  Block  6019,  Lots  2,  5  and  45, 
Block  6059,  Lot  12,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative;  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  8,  1971,  on  Alt.  Applic.  1182-66,  reads: 

3.  The  use  of  Lot  2,  Block  6019,  and  Lot  12,  Block 
6059,  which  lie  in  the  bed  of  Mapped  29th  Avenue  is 
contrary  to  City  Law,  Art.  3,  Sec.  35. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  8,  1971,  acting  on  Alt.  Applic.  1182-66,  Objection 
No.  3,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 

♦Correction :  In  the  Resolution  portion  above  a  new  ob¬ 
jection  has  been  substituted  to  correct. 
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DOCKET 

New  Cases  Filed  up  to  April  25,  1972 

Cal.  No.  Dept.  Premises  Affected 

267-72-A — F.D. — 53  Seth  Court,  north  side,  400  feet  west 
of  Howard  Avenue,  Block  596,  Lot  100,  Grymes  Hill, 
Borough  of  Richmond,  F.D.  letter  of  4/19/72,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


268-72-A — -F.D. — 1371  to  1373  Rogers  Avenue,  east  side, 
26  feet  north  of  Farragut  Road,  Block  5229,  Lot  7,  Bor¬ 
ough  of  Brooklyn,  F.D.  letter  of  4/19/72,  re-  modification 
of  Certificate  of  Occupancy,  New  York  City  Charter, 
Administrative  Code. 


269-72-A — F.D. — 1510  to  1512  First  Avenue,  southeast 
corner  of  East  79th  Street,  Block  1473,  Lot  47,  Borough 
of  Manhattan,  F.D.  letter  of  4/19/72,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


270-72-A— F.D. — 2150  to  2174  McDonald  Avenue,  west 
side,  40  feet  north  of  Avenue  T,  Block  7087,  Lot  34, 
Borough  of  Brooklyn,  F.D.  letter  of  4/19/72,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


271-72-A — F.D. — 438  to  446  87th  Street,  south  side,  194 
feet  west  of  Fifth  Avenue,  Block  6050,  Lot  24,  Borough 
of  Brooklyn,  F.D.  letter  of  4/19/72,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


272-72-A — F.D. — 248  50th  Street,  south  side,  300  feet 
west  of  3rd  Avenue,  Block  789,  Lot  26,  Borough  of 
Brooklyn,  F.D.  letter  of  4/19/72,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


273-72-A — F.D. — 219-04  to  219-12  Hillside  Avenue,  south¬ 
east  corner  of  219th  Street,  Block  10679,  Lots  26,  31, 
Queens  Village,  Borough  of  Queens,  F.D.  letter  of 
4/19/72,  re-  modification  of  Certificate  of  Occupancy, 
New  York  City  Charter,  Administrative  Code. 


274-72-A— F.D. — 6  to  8  Barclay  Street,  south  side,  165 
feet  west  of  Broadway,  Block  88,  Lots  16,  17,  15,  Bor¬ 
ough  of  Manhattan,  F.D.  letter  of  4/19/72,  re-  modifica¬ 
tion  of  Certificate  of  Occupancy,  New  York  City  Charter, 
Administrative  Code. 


275-72-A— F.D.— 36-01  to  36-03  College  Pt.  Boulevard, 
southeast  corner  of  Kings  Road,  Block  4968,  Lot  6, 
Flushing,  Borough  of  Queens,  F.D.  letter  of  4/19/72,  re¬ 
modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


276-72-A — F.D. — 45  to  49  John  Street,  and  1  to  5  Dutch 
Street,  northwest  corner,  Block  78,  Lot  28,  Borough  of 
Manhattan,  F.D.  letter  of  4/19/72,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


277-72-A — F.D. — 74-08  to  74-12  Metropolitan  Avenue, 
southwest  corner  of  75th  Street,  Block  3770,  Lot  27, 
Middle  Village,  Borough  of  Queens,  F.D.  letter  of 
4/19/72,  re-  modification  of  Certificate  of  Occupancy, 
New  York  City  Charter,  Administrative  Code. 


4/19/72,  re-  modification  of  Certificate  of  Occupancy, 
New  York  City  Charter,  Administrative  Code. 


279-72-BZ — B.B. — 46  to  56  Berriman  Street,  west  side, 
250  feet  north  of  Liberty  Avenue,  Block  3973,  Lot  46, 
Borough  of  Brooklyn,  Alt.  No.  1991-70,  re-  change  of  use 
from  garage  to  apparel  manufacturing,  R5  district. 


280-72-BZ — B.Q. — 29-33  Bell  Boulevard,  east  side,  323.84 
feet  south  of  29th  Avenue,  Block  6054,  Lot  13,  Bayside, 
Borough  of  Queens,  Community  Board  #11,  Alt.  No. 
208-72,  re-  two  family  dwelling,  required  lot  width,  floor 
and  open  space  ratio,  rear  and  side  yard,  R2  district. 


281-72-BZ — B.Q. — 29-31  Bell  Boulevard,  301.84  feet  south 
of  29th  Avenue,  Block  6054,  Lot  14,  Bayside,  Borough 
of  Queens,  Community  Board  #11,  Alt.  No.  209-72,  re- 
two  family  dwelling,  required  lot  width,  floor  and  open 
space  ratio,  rear  and  side  yards,  R2  district. 


282- 72-BZ — B.Q. — 29-29  Bell  Boulevard,  east  side,  279.84 
feet  south  of  29th  Avenue,  Block  6054,  Lot  17,  Bayside, 
Borough  of  Queens,  Community  Board  #11,  Alt.  No. 
210-72,  re-  two  family  dwelling,  required  lot  width,  floor 
and  open  space  ratio,  rear  and  side  yard,  R2  district. 
- 

283- 72-BZ — B.Q.— 29-27  Bell  Boulevard,  east  side,  257.84 
feet  south  of  29th  Avenue,  Block  6054,  Lot  18,  Borough 
of  Queens,  Community  Board  #11,  Alt.  No.  207-72,  re- 
two  family  dwelling,  required  lot  width,  floor  and  open 
space  ratio,  rear  and  side  yards,  R2  district. 


284-72-BZ — B.M. — 403  to  405  East  62nd  Street,  north/ 
side,  81  feet  east  of  First  Avenue,  Block  1457,  Lot  5, 
Borough  of  Manhattan,  Community  Board  #8,  Alt.  No. 
319-72,  re-  change  of  use  from  storage  showrooms  and 
offices  to  eating  and  drinking  establishment,  Cl-9  district. 


285-72-SA — Webster  Division,  Andro  Corporation,  elec¬ 
trically  operated  refrigeration  equipment  for  cooling 
water,  various  models,  manufactured  by  Webster  Divi¬ 
sion,  Andro  Corporation,  Appliance. 


286-72-SM — Frankel  Associates  Incorporated,  neva-flame 
sharkstooth  gauze  and  muslin  for  stage  scenery  in  theatres 
and  television  studios,  manufactured  by  Frankel  Asso¬ 
ciates  Incorporated,  Material. 


287-72-A — B.M. — 34  to  36  East  10th  Street,  south  side, 
222  feet  3  inches  east  from  University  Place,  Block  561, 
Lot  12,  Borough  of  Manhattan,  Alt.  No.  196-72,  re-  rear 
yard,  window  opening,  egress,  lot  line  windows,  R7-2 
district. 


288-72-SM — Wilk-Stone  Products  Incorporated,  wilk- 
stone  matrix  surfacing  material  for  interior  and  exterior 
use,  manufactured  by  Wilk-Stone  Products  Incorporated, 
Material. 


289-72-A — B.R. — 20  Massachusetts  Street,  west  side,  89.46 
feet  north  of  Hylan  Boulevard,  Block  7940,  Lot  45,  Tot- 
tenville,  Borough  of  Richmond,  N.B.  2299-64,  re-  building 
not  fronting  legal  street,  General  City  Law. 


290-72-SA — American  Laundry  Machinery  Industries 
Division  of  McGraw-Edison  Company,  class  2249  sixty 
pound  dry  cleaning  machine,  manufactured  by  American 
Laundry  Machinery  Industries  Division  of  McGraw- 
Edison  Company,  Appliance. 


291-72-SM — Granco  Steel  Products  Company,  cofar  type 
Cl  combined  form  and  reinforcement  for  concrete  slabs, 
manufactured  by  Granco  Steel  Products  Company, 
Material. 


278-72-A — E.D. — 38-11  to  38-15  Broadway,  and  31-80  to 
31-90  Steinway  Street,  northwest  corner,  Block  658, 
Lot  1,  Astoria,  Borough  of  Queens,  F.D.  letter  of 
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292-72-SM — Granco  Steel  Products  Company,  cofar  and 
shear  connector  type  C2  combined  form  and  reinforce¬ 
ment  for  concrete  slabs,  manufactured  by  Granco  Steel 
Products  Company,  Material. 


293-72-BZ — B.M. — 301  to  303  East  87th  Street,  and  1682 
to  1690  2nd  Avenue,  northeast  corner,  Block  1550,  Lots  1, 
2,  3,  Borough  of  Manhattan,  N.B.  32-72,  re-  required 
parking  not  provided  for  proposed  residence  building, 
C2-8  district. 


294- 72-SA — Devco  Engineering  Incorporated,  carbon 
monoxide  in  air  detection  systems,  Devco  series  1000, 
manufcatured  by  Devco  Engineering  Incorporated,  Ap¬ 
pliance. 

295- 72-BZ — B.M. — 45  East  89th  Street,  and  1239  to  1245 
Madison  Avenue,  northeast  corner,  Block  1501,  Lot  20, 
Borough  of  Manhattan,  Community  Board  #8,  Alt.  No. 
232-72,  re-  change  of  use  from  mechanical  equipment  to 
apts.  is  an  increase  in  the  degree  of  non-compliance,  R8 
and  R10  district. 


296-72-BZ — B.M. — 206  to  238  West  36th  Street,  south 
side,  95  feet  west  of  Seventh  Avenue,  Block  785,  Lot  49, 
Borough  of  Manhattan,  Alt.  No.  1402-71,  re-  proposed 
telephone  exchange,  Ml-6  district. 


297-72-BZ — B.Bx. — 630  to  646  E.  Fordham  Road,  south¬ 
west  corner  of  Belmont  Avenue,  Block  3078,  Lots  48,  57, 
Borough  of  The  Bronx,  Community  Board  #6,  Alt.  No. 
52-72,  re-  one  story  enlargement  of  accessory  auto  service 
garage,  C8-1  and  R6  district. 


298-72-BZ — B.Q. — 110-45  Queens  Boulevard,  northeast 
corner  of  72nd  Drive,  Block  2238,  Lot  1,  Forest  Hills, 
Borough  of  Queens,  Community  Board  #6,  Alt.  No. 
300-72,  re-  proposed  business  offices,  R-6  district. 


299-72-BZ — -B.M. — 88  to  94  East  End  Avenue,  southwest 
corner  of  East  84th  Street,  Block  1580,  Lots  27,  33,  Bor¬ 
ough  of  Manhattan,  Community  Board  #8,  N.B.  82-71, 
re-  multiple  dwelling  with  accessory  garage,  R10  and  R8 
district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  23,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  May  23,  1972  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

795-50-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Starvel  Realty  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  November  8,  1971 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  the  extension 
to  the  existing  accessory  building  and  extension  of  the 
present  use  of  the  gasoline  service  station,  lubritorium 
and  accessory  store  to  include  non-automatic  car  washing. 
PREMISES  AFFECTED — 3768-3778  Nostrand  Avenue  and 
2915-2925  Avenue  Y,  northwest  corner,  Block  7422,  Lot 
1037,  Borough  of  Brooklyn. 


74-56-BZ 

APPLICANT — Vincent  B.  Agusta  for  Dina  Karpoff,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  5,  1972 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Sections  7e,  7h  and  7 A  of  the  zoning  resolu¬ 
tion,  permitting  in  a  local  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  washing,  office  and  sales,  minor  auto  repairs,  storage 
room,  parking  and  storage  of  motor  vehicles ;  proposed 
show  window  and  sign  within  75  ft.  of  the  residence  use 
district. 

PREMISES  AFFECTED — 42-05  Lawrence  Street,  and 
132-02  to  132-06  Sanford  Avenue,  southeast  corner,  Block 
5101,  Lot  7,  Flushing,  Borough  of  Queens. 


113-56-BZ 

APPLICANT — Ingram  S.  Carner  for  Tremarco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  7,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f,  7i,  7h  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  auto  washing,  lubrication,  office,  accessory 
sales,  minor  repairs  with  hand  tools  only,  parking  and 
storage  of  more  than  5  motor  vehicles  on  vacant  portion 
of  the  plot,  show  windows  and  signs  within  75  ft.  of  the 
residence  use  district. 

PREMISES  AFFECTED— 1614-1626  86th  Street  and  2-14 
Bay  13th  Street,  southwest  corner,  Block  6363,  Lots  42 
and  45,  Borough  of  Brooklyn. 


705-56-BZ 

APPLICANT — Atkin  and  Bassolino  for  165  West  165th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  May  2,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  the 
maintenance  of  a  parking  lot  for  parking  and  storage  of 
more  than  five  (5)  passenger  motor  vehicles. 

PREMISES  AFFECTED— 1060-1068  Summit  Avenue  and 
165-169  West  165th  Street,  northeast  corner,  Block  2526, 
Lot  1,  Borough  of  The  Bronx. 


342-50-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Morris  Bros. 
Estate,  Incorporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  27,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  portion  of  a  plot,  located  in 
a  residence  and  business  use  district,  the  parking  of 
motor  vehicles  for  patrons’  use. 

PREMISES  AFFECTED— 9701-9713  Church  Avenue  and 
477-499  Rockaway  Parkway,  northeast  corner,  Block  4694, 
Lot  8,  Borough  of  Brooklyn. 


764-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  22, 


403 


CALENDAR 


1972 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition,  under  Sections  7e,  7h,  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  office  and  sales,  lubritorium,  minor  auto  repairs, 
car  washing,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 200-05  to  200-15  (200-05  of¬ 
ficial)  Horace  Harding  Expressway,  58-59  to  58-71 
Hollis  Court  Boulevard,  northeast  corner  and  58-59  to 
58-67  201st  Street,  Block  7451,  Lot  32,  Bayside,  Borough 
of  Queens. 


919-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Jo-Max  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration-reopening  for 
extension  of  term  of  variance  which  expires  March  25, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  of  a  two  story  building  to  be  occupied  by  a  retail 
store  on  the  first  floor  of  a  two  family  dwelling  on  the 
second  floor. 

PREMISES  AFFECTED — 4912  Avenue  K,  south  side, 
20  feet,  2>l/2  inches  east  of  Flatlands  Avenue,  Block  7829, 
Lot  44,  Borough  of  Brooklyn. 


801-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfonso  J.  Mer- 
curio,  owner. 

SUBJECT — Application  December  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking 
and  encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 19  Stryker  Court,  north  side, 
159.9  feet  west  of  West  1st  Street,  Block  7174,  Lot  24, 
Borough  of  Brooklyn.  Community  Board  #13. 

108-72-BZ 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT — Application  January  28,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  public  school. 

PREMISES  AFFECTED — 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx. 


127-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  the  erection 
of  a  six  story  enlargement  to  an  existing  six  story  tele¬ 
phone  exchange  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 3050  Cruger  Avenue,  southeast 
corner  of  Burke  Avenue,  block  front  between  Cruger 
Avenue  and  Holland  Avenue,  Block  4569,  Lot  25,  Borough 
of  The  Bronx.  Community  Board  #13. 


193-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 


SUBJECT — Application  March  16,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 415  Empire  Boulevard  and  458 
to  464  New  York  Avenue,  northwest  corner,  Block  1309, 
Lot  120,  Borough  of  Brooklyn.  Community  Board  #8. 


208-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  level  parking  garage  with  accessory  automo¬ 
bile  rental  office  and  automotive  service  shop. 

PREMISES  AFFECTED — 95-10  Ditmars  Boulevard,  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23  and  42, 
Astoria,  Borough  of  Queens. 

SAMUEL  L.  BECKER,  Chairman 


MAY  23,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  23,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 


222-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  41  Madison  Company,  owner. 

SUBJECT — Application  March  27,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  glass  panels  in 
a  public  corridor. 

PREMISES  AFFECTED— 27-41  Madison  Avenue  and 
24-40  East  26th  Street,  southeast  corner,  Block  855,  Lot 
37,  Borough  of  Manhattan. 


243-72-A 

APPLICANT — Vincent  S.  LaGanga  for  John  E.  Rodi, 
owner. 

SUBJECT — Application  April  5,  1972 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 124  Halpin  Avenue,  east  side, 
100  feet  south  of  Carlton  Boulevard,  Block  5775,  Lot  38. 


246-72-A 

APPLICANT — Maurice  Intrator  for  Beson  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  April  6,  1972 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  of  cellar 
level  as  factory  and  garage. 

PREMISES  AFFECTED — 226-230  East  144th  Street,  south 
side,  24.10  feet  east  of  Canal  Place,  Block  2340,  Lots  221, 
222,  Borough  of  The  Bronx. 


248-72-A 

APPLICANT — Buckley  &  Kisseloff  for  Samuel  Minskoff 
&  Sons,  owner. 

SUBJECT — Application  April  6,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  office 
building,  stair  enclosures,  escalators,  etc. 
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PREMISES  AFFECTED — 650  Fifth  Avenue,  southwest 
corner  of  West  52nd  Street,  Block  1267,  Lots  41,  34,  Bor¬ 
ough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 


MAY  30,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning ,  May  30,  1972  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1224-2 1-BZ—Vol.  II 

APPLICANT — Joseph  M.  Lane  for  Henrietta  Whitney  and 
Caroline  Whitney,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  22,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  in  an 
existing  public  garage,  the  extension  of  the  use  to  include 
a  factory. 

PREMISES  AFFECTED— 12-26  30th  Avenue,  south  side, 
100  feet  west  of  14th  Street,  Block  515,  Lot  31,  Long 
Island  City,  Borough  of  Queens. 


628-29-BZ — Vol.  Ill 

APPLICANT — John  A.  Dwyer  for  Reems  Knitting  Mills, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict  the  change  in  occupancy  of  an  existing  one  story 
building  from  the  storage  of  plumbing  and  heating  sup¬ 
plies  and  plumbing  shop  to  a  knitting  mill  with  accessory 
storage. 

PREMISES  AFFECTED— 71-36  to  71-38  (71-34  dis¬ 
played)  73rd  Street,  west  side,  90.08  feet  north  of 
Cooper  Avenue,  Block  3690,  Lot  22,  Glendale,  Borough 
of  Queens. 


407-40-BZ— Vol.  IV 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  19, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
extension  of  the  present  use  of  an  existing  gasoline 
service  station,  lubritorium  and  auto  laundry  to  include 
minor  auto  repairs  with  hand  tools  only  and  parking  of 
motor  vehicles  awaiting  service  or  repairs. 

PREMISES  AFFECTED— 1927-1935  Flatbush  Avenue, 
northeast  corner  of  Kings  Highway,  Block  7819,  Lot  20, 
Borough  of  Brooklyn. 


143-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  1, 
1972 — decision  of  the  Borough  Superintendent;  previously 


granted  on  condition  under  Section  7f,  7i,  7h  and  7 A 
of  the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing,  office 
and  sales,  minor  auto  repairs,  storage  room,  parking  and 
storage  of  motor  vehicles ;  show  windows,  business  en¬ 
trances,  signs  within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 1586-1594  (1590  official)  For¬ 
est  Avenue  and  2-10  Crystal  Avenue,  southwest  corner, 
Block  1436,  Lots  6  and  8,  Port  Richmond,  Borough  of 
Richmond. 


718-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  2, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  car  wash,  sales  and  minor  repairs. 

PREMISES  AFFECTED — 741  Forest  Avenue,  northwest 
corner  of  North  Burgher  Avenue,  Block  183,  Lot  52, 
West  Brighton,  Borough  of  Richmond. 

1429-61-BZ 

APPLICANT — Robert  Gottlieb  for  Frank  Feller,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  17,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  not  more  than  four  cars. 

PREMISES  AFFECTED— 48  West  167th  Street,  south  side, 
49.36  feet  west  of  Anderson  Avenue,  Block  2509,  Lot  55, 
Borough  of  The  Bronx. 

593-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Cannizzaro, 
owner. 

SUBJECT— Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  building  for  use  as  restaurant  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — 1911  Richmond  Avenue,  east 
side,  2101.81  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  19,  Bulls  Head,  Borough  of  Richmond. 


128- 72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vagines, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 23-04  33rd  Street,  west  side,  25 
feet  south  of  23rd  Avenue,  Block  835,  Lot  44,  Astoria,  Bor¬ 
ough  of  Queens. 

129- 72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vagines, 
owner. 
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SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 23-08  33rd  Street,  west  side,  55 
feet  south  of  23rd  Avenue,  Block  835,  Lot  45,  Astoria,  Bor¬ 
ough  of  Queens. 


137-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Simone  and  Mary 
Scotto,  owner. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 
the  addition  to  the  use  of  an  accessory  residential  parking 
facility  to  include  non-transient  parking  that  exceeds  the 
permitted  number  of  spaces  and  without  the  required 
screening. 

PREMISES  AFFECTED — 486  to  496  Autumn  Avenue,  west 
side,  50  feet  north  of  Glenmore  Avenue,  Block  4200,  Lots 
30  and  32,  Borough  of  Brooklyn.  Community  Board  #5. 


204-72-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Anthony  Gua- 
rino,  owner. 

SUBJECT — Application  March  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  enlargement  in  area  and  the 
change  in  use  of  an  existing  one  story  building  from  store 
to  funeral  establishment. 

PREMISES  AFFECTED — 258-272  Avenue  X,  southwest 
corner  of  West  3rd  Street,  Block  7192,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #13. 


209-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Hi  Arch  Garage, 
Incorporated,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  a  one  story  auto  repair  and 
taxi  service  establishment,  the  expansion  of  the  accessory 
parking  into  the  residence  district. 

PREMISES  AFFECTED — 127-01  Metropolitan  Avenue, 
northeast  corner  of  127th  Street,  Block  9249,  Lot  65,  Kew 
Gardens,  Borough  of  Queens.  Community  Board  #9. 

SAMUEL  L.  BECKER,  Chairman 


MAY  30,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  May  30,  1972,  at  2  o’clock  at  80  Lafayette 


Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

10-72-A 

APPLICANT — Frank  A.  Vaccaro  for  Jerry  Scotto,  owner. 

SUBJECT — Application  January  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  three  story 
frame  dwelling. 

PREMISES  AFFECTED— 224  St.  Johns  Avenue,  south¬ 
west  corner  of  Beethoven  Street,  Block  3005,  Lot  9,  Rose- 
bank,  Borough  of  Richmond. 


172-72-A 

APPLICANT — Herman  J.  Jessor  for  Twin  Pines  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  7,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  electrical  power 
of  steam  generating  plants  are  classified  as  D-l  in  refer¬ 
ence  standard  RS3-3  Building  Code,  City  of  New  York. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Borough 
of  Brooklyn. 


225-72-A 

APPLICANT — Bernard  Goodman. 

OWNER  OF  PREMISES — Shelter  Realty  Corporation. 
SUBJECT — Application  March  28,  1972 — Revocation  of 
Alteration  Permit  No.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206-210  East  17th  Street,  south 
side,  120  feet  east  of  Third  Avenue,  Block  897,  Lots  69 
and  71.  Borough  of  Manhattan. 


238-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40724. 

PREMISES  AFFECTED — 65  Grasmere  Avenue,  northeast 
corner  of  Crist  Street,  Block  3163,  Lot  1,  Grasmere, 
Borough  of  Richmond. 


244-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40725. 

PREMISES  AFFECTED — 27  Crist  Street,  north  side,  56.17 
feet  west  of  Sheridan  Avenue,  Block  3163,  Lot  40,  Gras¬ 
mere,  Borough  of  Richmond. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  25,  1972,  10  A.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  April  11,  1972,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  April  20,  1972,  Vol.  57, 

Nos.  15  and  16. 

392-2 1-BZ— Vol.  II 

APPLICANT— Ronald  S.  Platt  for  M.  Spiegel  and  Sons  Oil 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  reconstruc¬ 
tion  and  extension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 1210-1216  Myrtle  Ave  and  75-83 
Suydam  Street,  southwest  corner,  Block  3205,  Lots  25  and 
26,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joel  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  February  25,  1947,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
April  25,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
25,  1947,  as  amended  through  March  6,  1962,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  6,  1972,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  911-46) 


861-48-BZ— Vol.  I 

APPLICANT — Sherwin  B.  Abrams  for  Alexander’s,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  and  extension  of 
term  of  variance  which  expired  November  13,  1968 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  parking  of  more 
than  five  motor  vehicles  for  customers  and  patrons  of 
Alexander’s  Department  store  (no  fee  to  be  charged). 

PREMISES  AFFECTED — 2519-2525  Creston  Avenue  and 
62  East  191st  Street,  southwest  corner,  Block  3175,  Lots  26 
and  36,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  Gutheil. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I,  on  December  7,  1948,  on  certain  conditions;  and_ 
Whereas,  a  public  hearing  was  held  on  this  application 
on  April  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  7,  1948,  as  amended 
through  November  13,  1963,  only  as  to  the  term  of  the  vari¬ 
ance,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  ...  ;  on  condition  that 
all  planted  screening  shall  be  restored  and  properly 
maintained  in  accordance  with  the  requirements  of  the 
resolution  adopted  by  the  Board  on  December  7,  1948; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
704-48) 

216-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Stefano  Formica 
and  Anthony  Gitto,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  2,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  maintenance 
of  a  retail  store  for  wood  cabinet  making  and  retail  sales 
(using  power  saws). 

PREMISES  AFFECTED — 6726  5th  Avenue,  west  side,  20 
feet  south  of  Senator  Street,  Block  5855,  Lot  40,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  2,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  April  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
2,  1957,  as  amended  through  October  3,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  April  2,  1972,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  4146-55) 

848-68-BZ 

APPLICANT — Nicholas  J.  Senesey  for  Ponce  Funeral 
Home  Incorporated,  owner. 
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SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  February  18,  1970— decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  11-412  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R6  district,  the  enlargement  in  lot  area  and 
floor  area  of  an  existing  funeral  establishment  previously 
before  the  Board. 

PREMISES  AFFECTED— 54  to  60  Tompkins  Avenue, 
southwest  corner  of  Park  Avenue,  Block  1739,  Lot  38, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Senesey. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  18,  1969,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  18,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
929-68) 


360-70-BZ 

APPLICANT— Vito  J.  Tricarico  for  Virgilio  Gagliano, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete,  which  expired  December  1,  1971 ;  and  for 
amendment— decision  of  the  Borough  Superintendent ; 
previously  granted  on  condition,  under  Section  11-413  of 
the  Zoning  Resolution,  permitting  in  an  R4  district,  the 
change  in  use  and  rearrangement  of  an  existing  one  story 
warehouse  and  office  building  previously  before  the  Board 
and  the  extension  in  the  term  of  variance. 

PREMISES  AFFECTED— 2354  to  2372  East  19th  Street, 
west  side,  100  feet  north  of  Avenue  X,  Block  7403,  Lot 
29,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Vito  J.  Tricarico. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  1,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  time  to  obtain  permits  and 
complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 


the  resolution  adopted  on  December  1,  1970,  by  adding 
thereto : 

“that  the  warehouse  use  shall  be  discontinued;  and  that 
the  building  may  be  altered,  rearranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  condi¬ 
tions  marked  ‘Received  April  3,  1972’,  five  sheets  and 
‘Received  April  19,  1972’,  one  sheet,  for  occupancy  by 
the  New  York  Telephone  Company;  on  condition  that 
substantial  construction  shall  be  completed  within  one 
year  from  the  date  of  this  amended  resolution;  and  that 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  128-56) 


304-67-BZ — Vol.  Ill 

APPLICANT — Andrew  Di  Camillo  for  Marjan  Realty 
Company,  owner. 

SUBJECT — Application  reopened  as  Volume  III,  Septem¬ 
ber  1,  1971 — ^decision  of  the  Borough  Superintendent,  un¬ 
der  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing. 

PREMISES  AFFECTED — 1680  Canarsie  Road,  south  side, 
100.5^  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto  and  Alex  Liberman. 

For  Opposition:  Nicholas  Salurane. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  10 
A.M.,  continued  hearing.  Previously  inspected. 


241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  April  24,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  of  the  Mul¬ 
tiple  Dwelling  Law  in  an  existing  31  story  multiple  dwell¬ 
ing,  the  addition  to  the  uses  to  include  transient  parking 
for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090- 
1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  R.  Heller  and  Martin  Sckalor. 

For  Opposition:  John  J.  Carr,  Herbert  Mendelson,  Har¬ 
riet  B.  Citken,  Jerome  L.  Getz,  Robert  E.  Saudek  and 
Richard  A.  Toomey,  Jr. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M.  Hearing  closed.  Previously  inspected.  For  decision. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED — 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

For  Opposition:  Peter  Tinervia. 
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ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information ;  previously  inspected. 


611-71-BZ 

APPLICANT — Maurice  Intrator  for  Abraham  Wialanski, 
owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Suerintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
five  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

PREMISES  AFFECTED— 41  West  64th  Street,  north 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator. 

For  Opposition:  Rita  F.  Aid,  Jerome  Bona  and  Eleanore 
Kingsley. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at  2 
P.M.,  for  decision.  Hearing  closed. 


696-71-BZ 

APPLICANT— Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT— Application  October  27,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
six  story  multiple  dwelling,  the  conversion  of  the  doctors’ 
offices  in  the  cellar  to  an  apartment  that  increases  the 
degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 41  to  45  West  71st  Street, 
north  side,  300  feet  east  of  Columbus  Avenue,  Block  1124, 
Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Marvin  L.  Goldsmith. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M..  hearing  closed.  For  decision. 


697-71-A 

APPLICANT — Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT— Application  October  27,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 41  to  45  West  71st  Street,  north 
side,  300  feet  east  of  Columbus  Avenue,  Block  1124,  Lot 
13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Marvin  L.  Goldsmith. 

ACTION  OF  BOARD— Laid  ovef  to  May  9,  1972,  at  2 
P.M.,  closed  hearing.  For  decision. 


725-71-BZ 

APPLICANT — Joseph  H.  Lombardi  for  Lawrence  J.  Mohr, 
owner,  Ettore  d’Ortona  and  Nichols  Finnoli,  lessee. 

SUBJECT — Application  November  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  seven  story  multiple  dwelling  the  extension  of  the 
first  floor  restaurant. 

PREMISES  AFFECTED— 79  to  81  Macdougal  Street, 
west  side,  137.9  feet  south  of  Bleecker  Street,  Block  526, 
Lot  28,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Joseph  Lombardi,  Doris  Diether  and 
Ruth  Wittenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


776-71-BZ 

APPLICANT— Harold  E.  Diamond  for  City  of  New  York, 
owner,  Jewish  Community  Center  of  Staten  Island,  lessee. 

SUBJECT— Application  December  17,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-17  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  construc¬ 
tion  of  an  outdoor  day  camp  with  accessory  uses. 

PREMISES  AFFECTED— 1466  Manor  Road,  west  side, 
100.00  feet  south  of  Brielle  Avenue,  Block  955,  Lot  100, 
Todt  Hill,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  10 
A.M.,  for  inspection  and  continued  hearing;  applicant  to 
file  additional  information. 


126-72-BZ 

APPLICANT— Andrew  Di  Camillo  for  St.  Finbar’s  R.  C. 
Church,  owner. 

SUBJECT— Application  February  10,  1972— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  off-site  accessory  garage  for  a  church 
that  encroaches  on  the  required  front  and  rear  yard. 

PREMISES  AFFECTED— 137  Bay  20th  Street,  east  side, 
203  feet  %  inch  south  from  Benson  Avenue,  Block  6405, 
Lot  12,  Borough  of  Brooklyn,  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition :  Lillian  Gell. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  10 
A.M.,  for  continued  hearing ;  applicant  to .  file  revised 
plans  and  additional  information;  previously  inspected. 


673-71-BZ 

APPLICANT— Max  Siegel  Associates  for  Toby  Miller, 
owner. 

SUBJECT— Application  October  15,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  (b),  72-21  and  73-44 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
the  erection  of  a  seven  story  office  building  that  exceeds 
the  permitted  floor  area  ratio,  penetrates  the  sky  exposure 
plane  and  has  less  than  the  required  accessory  parking. 

PREMISES  AFFECTED— 175-19  148th  Road,  northeast 
corner  of  1 75th  Street,  Block  13379,  Lots  67,  69,  78,  81,  82, 
and  79,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  16,  1971,  acting  on  N.B.  Applic.  756/1971, 
reads : 

“1.  The  proposed  structure  exceeds  the  Floor 
Area  Ratio  permitted  in  an  Ml-1  Zone  and  as  such  is  con¬ 
trary  to  Sec.  43-12  of  the  Zoning  Resolution. 

2.  The  proposed  height  of  the  structure  penetrates 
the  Sky  Exposure  Plane  and  as  such  is  contrary  to  Sec. 
43-44  of  the  Zoning  Resolution. 

3.  As  the  accessory  parking  to  be  provided  is  not 
sufficient  to  comply  with  Sec.  42-21  of  the  Zoning  Reso¬ 
lution,  this  issue  is  referred  to  the  Board  of  Standards 
and  Appeals  for  its  determination  under  Sec.  73-44  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  73-44  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  and  special  permit  be  and  it 
hereby  is  granted  under  Sections  72-21  and  73-44  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  seven-story  office  building  that  exceeds  the  permitted  floor 
area  ratio,  penetrates  the  sky  exposure  plane  and  has  less 
than  the  required  accessory  parking,  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  the 
application  marked  “Received,  October  15,  1971,”  5  sheets, 
and  “April  21,  1972,”  1  sheet,  on  condition  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with  and 
substantial  construction  be  completed  within  1  year  of  the 
date  of  this  resolution. 

Adjourned:  12:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  25,  1972,  2  P.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

746-38-SA 

APPLICANT — Bennett  Pump  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accord  with  the  report  and  recommendation  of 
the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

746-38-SA — Amendment  to  resolution  as  to  additional  gas 
dispensing  pumps. 


Bennett  Pump  Incorporated,  Muskegon,  Michigan,  re¬ 
quested  that  the  resolution  adopted  July  18,  1939  and  amended 
through  June  6,  1961  under  Calendar  Number  746-38-SA  be 
reopened  and  amended  as  to  additional  gas  dispensing  pumps. 
PROPOSED  USE:  Gasoline  dispensing  pumps. 
DESCRIPTION :  The  additional  pumps,  Series  3700,  are 
similar  to  previously  approved  Models  2782,  2788,  2789,  and 
2792.  They  differ  only  in  outside  housing  design  and  oper¬ 
ating  handle  mechanism.  The  operating  handle  mechanism 
is  the  same  as  the  mechanism  of  the  previously  approved 
Series  4100. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1939  and  amended 
through  June  6,  1961  under  Calendar  Number  746-38-SA  be 
reopened  and  amended  as  to  the  addition  of  Series  3700 
gasoline  dispensing  pumps,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendments 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

912-52-SM 

APPLICANT — Dow  Chemical  Company,  owner. 
APPEARANCES— 

For  Applicant:  George  L.  Cross,  Richard  P.  Heend  and 
W.  A.  Dunlap. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report*of  a  Committee  on  Test  reads: 

912-52-SM — Amendment  to  resolution  as  to  additional  use  of 
Styrofoam. 

Styro  Sales  Corporation  for  Dow  Chemical  Company  re¬ 
quested  that  the  resolution  adopted  July  24,  1957  and  as 
amended  through  June  12,  1962  under  Calendar  912-52-SM 
be  reopened  and  amended  so  as  to  extend  the  permitted  use 
of  Styrofoam®  SM  and  Styrofoam  FR. 

PROPOSED  USE:  Flame  retardant  insulation. 

DESCRIPTION :  The  material  is  a  flame  retardant  ex¬ 
truded  polystyrene  material. 

The  request  is  to  allow  the  material  to  be  used  as  an  in¬ 
sulation  material  in  Group  I  Construction. 

Specifically  the  applicant  requests  that  Styrofoam  may  be 
used  under  the  following  conditions : 


410 


MINUTES 


(1)  As  insulation  in  cavity  wall  construction. 

(2)  Attached  to  the  inner  face  of  fire  rated  masonry, 
concrete  or  other  fire  rated  wall  systems  by  means  of 
cold-setting  adhesive  and  subsequently  covered  with  non¬ 
combustible  finishes. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  in  accordance  with  the  requirements 
of  RS  5-2  Building  Code  of  the  City  of  New  York. 

Two  full  scale  tests  were  conducted  on  cavity  wall  con¬ 
struction.  One  wall  consisted  of  3§4"  block,  3"  air  space  and 
3"  brick  and  the  other  consisted  of  3$4"  block,  1"  air  space,  2" 
styrofoam  and  3"  block. 

Both  walls  successfully  met  the  fire  and  hose  stream  re¬ 
quirements  for  a  four  hour  fire  resistive  wall  construction. 
The  Ohio  State  University  Report  File  5111  is  on  file  with 
the  record.  The  applicant  has  also  submitted  reports  of  tests 
conducted  in  accordance  with  the  requirements  of  RS  5-5. 

One  sample  consisted  of  an  incombustible  backing,  2"  thick 
Styrofoam,  air  space  and  Y%"  gypsum  board.  The  flame  spread 
rating  on  this  construction  was  3  and  a  smoke  density  of  0. 

A  second  sample  consisted  of  1"  thick  Styrofoam  attached 
to  an  incombustible  backing.  The  flame  spread  rating  on  this 
construction  was  18  and  the  smoke  density  27. 

A  third  sample  consisted  of  1"  Styrofoam  attached  to  an 
incombustible  backing  and  faced  with  gypsum  plaster.  The 
flame  spread  rating  on  this  construction  was  2.7  and  the 
smoke  density  was  21. 

The  Southwest  Research  Institute  Reports  717A-3-241b, 
3-1451-768  and  717-2-46-1  are  on  file  with  the  record. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1957  and  as 
amended  through  June  12,  1962  under  Calendar  912-52-SM 
be  reopened  and  amended  so  as  to  permit  the  flame  retardant 
Styrofoam®  SM  and  Styrofoam  FR  to  be  used  as  thermal 
insulation  in  cavity  wall  construction  of  Group  I  and  Group 
II  classification  on  condition  that  the  wall  itself  provides  the 
required  fire  resistive  rating  and  the  use  of  Styrofoam  does  not 
add  to  the  fire  resistive  rating.  The  Committee  further  recom¬ 
mends  that  the  material  Styrofoam  may  be  used  on  the  in¬ 
terior  face  of  any  wall  provided  that  the  Styrofoam  be  cov¬ 
ered  with  any  non-combustible  finish  such  as  gypsum  board  or 
gypsum  or  cement  plaster  and  further  that  the  limitation  of 
100°  F,  as  set  forth  in  the  original  approval  be  raised  to 
165°  F  and  that  all  other  requirements  of  the  original  resolu¬ 
tion  adopted  July  24,  1957  and  as  amended  through  June  12, 
1962  under  Calendar  912-52-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


424-63-SA 

APPLICANT — York  Division,  Borg  Warner  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  Basil  G.  Desiderio. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
424-63-SA — Amendment  to  resolution  as  to  additional  models 
of  heating  and  cooling  units. 

York  Division,  Borg  Warner  Corporation,  New  York  re¬ 
quested  that  the  resolution  adopted  February  11,  1964  and 
as  amended  through  March  5,  1968  under  Calendar  424-63-SA 
be  reopened  and  amended  so  as  to  include  additional  models 
of  rooftop  air  conditioning  and  heating  units. 

PROPOSED  USE:  Rooftop  air  conditioning  and  heating 
units. 

DESCRIPTION :  The  requested  models  are  a  combination 
of  gas  fired  furnaces  and  air  conditioning  units  that  are  mated 
together  at  the  factory. 

The  refrigerant  charge  is  known  as  R22  and  the  amount 
is  the  same  as  the  SA  series  approved  under  this  Calendar 
Number;  as  the  SA  part  of  the  model  designation  refers  to 
the  air  conditioning  section  of  the  completed  unit. 

The  RX  part  of  the  model  designation  refers  to  the  heat¬ 
ing  unit  and  the  numbers  following  the  letters  “RX”  refer  to 
MBH  (Thousands  BTU). 

Hr. 

The  Models  have  the  following  designations  SA91  RX200, 
SA91  RX250,  SA91  RX300=15  lbs.  R22,  SA121  RX200, 
SA121  RX250,  SA121  RX300,  and  SA121  RX400=11^  lbs. 
R22,  SA181  RX250,  SA181  RX300,  SA181  RX400,  SA181 
RX500,  SA181  RX600=17  lbs.  R22,  SA240  RX300,  SA240 
RX400,  SA240  RX500,  SA240  RX600,  SA240  RX800=42  lbs. 
R22,  SA24G080=4  lbs.  R22,  SA30G080=5  lbs.  R22,  SA36G- 
080,  SA36G105,  SA36G120=6  3/16  lbs.  R22,  SA48G120= 
7  3/16  lbs.  R22,  SA61G160=10  lbs.  R22  and  SA360G600=65 
lbs.  R22. 

INSPECTION  AND  TEST :  The  cooling  units  have  been 
approved  by  the  Underwriters’  Laboratories  and  the  heating 
units  by  the  Amercian  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1964  and  as 
amended  through  March  5,  1968  under  Calendar  Number 
424-63-SA  be  reopened  and  amended  so  as  to  include  the 
additional  models  of  rooftop  mounted  air  conditioning  and 
heating  units  as  herein  described  on  condition  that  the  re¬ 
quirements  of  the  resolution  adopted  February  11,  1964  and 
as  amended  through  March  5,  1968  under  Calendar  Number 
424-63-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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629-66-SA 

APPLICANT — C.  W.  Bruns  for  Edwards  Company,  In¬ 
corporated,  a  division  of  General  Signals  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Arthur  Grodsky. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
629-66-SA — Edwards  Company,  Incorporated,  Norwalk, 
Connecticut,  filed  for  approval  of  V1307  Control  Units  for 
Fire  Alarm  Systems  under  the  provisions  of  Article  17  and 
RS  17  of  the  Building  Code  of  the  City  of  New  York  and 
the  Interior  Fire  Alarm  Signal  System  Rules  of  the  Board 
of  Standards  and  Appeals. 

PROPOSED  USE:  Control  units  for  fire  alarm  systems. 
DESCRIPTION :  The  PP  37697-0063  auxiliary  control  is 
used  for  fan  door  releasing,  fan  shutdown,  magnetic  door 
releasing  or  any  other  function  that  is  auxiliary  to  and  acts 
sumultaneously  with  the  actuation  of  an  interior  fire  alarm 
system. 

The  PP  41138-0055  code  transmitter  T  panel  delivers  four 
rounds  of  a  code  to  an  interior  fire  alarm  signal  system.  It 
has  normally  closed  coding  contacts.  It  is  primarily  used 
to  transmit  the  actuation  of  smoke  detectors,  thermal  de¬ 
tectors,  and  sprinkler  systems. 

The  C-PP  41746-0024  Two  Zone  Box  Circuit  Z  Panel  is 
a  master  shut  down  zone  panel.  It  is  capable  of  resetting 
and  testing  all  zones. 

The  PP  41746-0040  Two  Zone  Box  Circuit  Z  Panel  is 
identical  to  the  C-PP  41746-0024  panel  except  that  it  is  wired 
to  separately  reset  its  own  zones,  which  adds  versatility  to 
the  master  panel  when  both  panels  are  used  together. 

INSPECTION  AND  TEST :  The  control  units  have  been 
approved  by  Underwriters’  Laboratories  (Assignment  59N- 
279 3)  and  the  New  York  City  Division  of  Fire  Prevention  of 
Fire  Dept. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  V1307  Control  Units  for  Fire  Alarm 
Systems  under  the  provisions  of  Article  17  and  RS  17  of 
the  Building  Code  of  the  City  of  New  York  and  the  Interior 
Fire  Alarm  Signal  System  rules  of  the  Board  of  Standards 
and  Appeals  for  uses  as  permitted  by  the  Commissioner  of 
the  Fire  Department.  The  control  units  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  629- 
66-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr.. 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


140-67-SA 

APPLICANT — Stewart  Warner/Alemite  Sales  Company, 
agent  for  Stewart  Warner,  owner. 

APPEARANCES— 

For  Applicant:  R.  Batchelder. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  o 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
140-67-SA — Stewart  Warner/Alemite  Sales  Company,  Union, 
New  Jersey,  filed  for  approval  of  Alemite  7783-A,  7783-B, 
7783-C,  8568,  and  8569  Motor  Oil  Pumps  under  the  pro¬ 
visions  of  C19-50  of  the  Administrative  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Motor  oil  pump. 

DESCRIPTION:  The  pumps  are  reciprocating  type  used 
to  transport  automotive  and  industrial  motor  oils,  automatic 
transmission  oils,  and  gear  lubricants.  The  models  differ 
only  in  size.  The  pumps  consist  of  an  air  motor  and  lower 
tube  assembly.  The  air  motor  is  constructed  of  chrome  steel 
parts  in  an  aluminum  cylinder  with  steel  castings  and  bodies. 
Buna-N  rubber  seals  are  used.  The  lower  tube  assembly  is 
constructed  of  steel  with  Buna-N  rubber  seals.  The  air  motor 
operates  in  an  up  and  down  motion.  The  pump  is  stationary 
when  pressure  is  built  up  m  the  discharge  line.  When  the 
pressure  is  released,  the  unit  operates  to  provide  compressed 
air  and  restore  the  pumping  pressure. 

INSPECTION  AND  TEST :  There  are  no  electric  connec¬ 
tions  or  high  speed  rotating  parts  in  contact  with  the  liquids 
being  pumped,  meeting  the  requirements  of  09-50  of  the 
Administrative  Code  of  the  City  of  New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Alemite  7783-A,  7783-B,  7783-C,  8568, 
and  8569  Motor  Oil  Pumps  under  the  provisions  of  09-50. 0 
of  the  Administrative  Code  of  the  City  of  New  York.  The 
pumps  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  140-67-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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723-71-SA 

APPLICANT — Edwards  Company,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Arthur  Grodsky. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
723-71-SA — Edwards  Company,  Incorporated,  Norwalk, 
Connecticut,  filed  for  approval  of  281,  281R,  282,  282R,  283, 
283R,  284,  and  284R  Thermal  Detectors  under  the  provisions 
of  the  Interior  Fire  Alarm  Rules  of  the  Board  of  Standards 
and  Appeals  and  Article  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Fixed  temperature  and  rate  of  rise 
thermal  detectors. 

DESCRIPTION :  The  fixed  temperature  thermal  detectors 
are  actuated  and  initiate  an  alarm  when  the  fusible  alloy 
component  melts  and  releases  a  plunger  which  closes  a  set 
of  normally  open  contacts.  The  fusible  alloy  melts  at  the 
setpoint  temperature  and  must  be  replaced  for  further  use 
of  the  detector. 

The  combination  fixed  temperature  and  rate  of  rise  detec¬ 
tors  operate  the  same  way  as  the  fixed  temperature  only 
detectors  for  their  fixed  temperate  elements  of  operation. 
The  rate  of  rise  actuation  occurs  when  air  temperature 
within  a  chamber  is  built  up  fast  enough  to  cause  a  dia¬ 
phragm  to  flex  inward  and  close  a  set  of  normally  open 
contacts.  The  rate  of  rise  element  is  capable  of  repeated 
operation  without  replacement  of  components. 

Model  281  has  a  self  restoring  rate  of  rise  element  and 
which  is  actuated  at  15 °F.  per  minute  and  a  non-restorable 
fixed  temperature  element  which  is  actuated  at  135 °F. 
Model  282  is  the  same  as  Model  281  except  that  the  rate  of 
rise  element  is  actuated  at  190°F.  Model  283  is  a  fixed 
temperature  thermal  detector  with  a  setpoint  of  135  °F. 
Model  284  is  a  fixed  temperature  thermal  detector  with  a 
setpoint  of  190°.  Models  281 R,  282R,  283R,  and  284R  are 
similar  to  Models  281,  282,  283,  and  284,  respectively,  but 
are  designed  for  installation  in  high  voltage  ionization  type 
smoke  detector  circuits. 

INSPECTION  AND  TEST :  The  thermal  detectors  have 
been  approved  by  Underwriters’  Laboratories  (File  S1122, 
Assignment  68NK3534,  on  file)  and  the  New  York  City  Di¬ 
vision  of  Fire  Prevention  of  Fire  Dept. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  281,  281 R,  282,  282R,  283, 
283R,  284,  and  284R  Thermal  Detectors  under  the  provisions 
of  the  Interior  Fire  Alarm  Rules  of  the  Board  of  Standards 
and  Appeals  and  Article  17  and  RS  17  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  their  installation 
is  subject  to  the  approval  of  the  Commissioner  of  the  Fire 
Department.  The  thermal  detectors  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  723- 
71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


724-71-SA 

APPLICANT — Edwards  Company,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Arthur  Grodsky. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
724-71-SA — Edwards  Company,  Incorporated,  Norwalk,  Con¬ 
necticut,  filed  for  approval  of  the  Model  MD  12278  FSU  Fan 
Shut  Down  Panel  under  the  provisions  of  the  Interior  Fire 
Alarm  Rules  of  the  Board  of  Standards  and  Appeals  and 
Article  17,  RS  13  and  RS  17  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Control  panel  for  shutdown  of  fans  in 
ventilating  systems. 

DESCRIPTION :  The  panel  consists  of  four  circuits,  each 
capable  of  shutting  down  four  fans.  Shutdown  may  be  accom¬ 
plished  by  individual  activation  of  the  circuits  or  total  shut¬ 
down  of  the  four  circuits  by  the  master  fan  shutdown  relay, 
which  is  activated  by  the  interior  fire  alarm  control  panel. 
The  contact  relays  are  rated  at  10  amps.  Each  of  the  circuits 
is  electrically,  supervised  for  opens,  shorts,  and  grounds. 
Trouble  is  indicated  by  an  alarm  which  requires  the  throwing 
of  a  switch  to  be  silenced. 

INSPECTION  AND  TEST:  The  components  of  the  panel 
have  been  approved  by  Underwriters’  Laboratories.  The 
panel  has  been  approved  by  the  New  York  City  Division  of 
Fire  Prevention  of  the  Fire  Dept. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  MD  12278  FSU  Fan  Shut 
Down  Panel  under  the  provisions  of  the  Interior  Fire  Alarm 
Rules  of  the  Board  of  Standards  and  Appeals  and  Article  17, 
RS  13,  and  RS  17  of  the  Building  Code  of  the  City  of  New 
York  on  condition  that  the  fan  shut  down  panels  shall  be  in¬ 
stalled  with  the  approval  of  the  Commissioner  of  the  Fire 
Department  and  shall  be  manufactured  in  accordance  with  the 
recommendations  of  the  Division  of  Fire  Prevention,  as  ac¬ 
knowledged  by  the  manufacturer  in  his  November  22,  1971 
letter  to  the  Division.  The  fan  shut  down  panels  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  724-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
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Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


148-72-SA 

APPLICANT — Philip  W.  Terrell  Company  for  H.  G.  Bur¬ 
roughs  and  Associates,  owner. 

APPEARANCES— 

For  Applicant:  Philip  W.  Terrell. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
148-72-SA — Philip  W.  Terrell  Company,  New  York,  New 
York  for  H.  G.  Burroughs  and  Associates,  Incorporated, 
Chamblee,  Georgia,  filed  for  approval  of  Purafil  Environmen¬ 
tal  Control  System,  Model  Nos.  PC-12A,  PC-22A,  PC-12C, 
and  PC-22C,  under  the  provisions  of  C26-1206.4  and  RS  13 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE :  Air  filters. 

DESCRIPTION :  The  filters  reduce  odors,  irritant  gases, 
and  corrosive  vapors  in  outside  air  which  is  brought  indoors 
for  ventilation,  recirculated  air,  and  exhaust  air.  The  filtering 
cell  consists  of  a  16  gauge  steel  assembly  frame  with  remova¬ 
ble  perforated  24  gauge  steel  filter  modules.  The  modules 
contain  pellets  of  Purafil,  which  is  composed  of  activated 
alumina  impregnated  with  potassium  permanganate.  Odors 
are  absorbed  on  the  surface  of  the  pellets  and  absorbed  into 
the  interior  of  the  pellets.  The  odor  causing  chemicals  are 
oxidized  to  further  reduce  odors.  The  cells  are  installed  in 
a  flat  bank  or  other  configuration  within  the  plenum  chamber. 
The  cells  are  available  in  various  configurations.  Dimensions 
and  capacities  are  as  follows : 


Cell  No. 

Height 

(in.) 

Width 

(in.) 

Depth  Lbs.  of 
(in.)  Purafil 

Optimum 

Airflow 

(CFM) 

PC-12A 

12 

24 

9 

30 

500 

PC-22A 

24 

24 

9 

60 

1000 

PC-12C 

12 

24 

18 

60 

1000 

PC-22C 

24 

24 

18 

120 

2000 

INSPECTION 

AND 

TEST: 

The 

filtering  cells  were 

tested  by  the  Gas  and  Mechanical  Testing  Laboratory  of 
California  as  to  flammability  characteristics.  The  cells  did 


not  burn  or  flame  after  direct  impingement  for  two  hours  of 
a  62,500  BTU/Hr.  gas  flame.  The  above  airflow  capacities 
were  determined  by  Borg-Warner,  Marbon  Division,  and 
verified  at  Roy  Ingersol  Research  Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Purafil  Environmental  Control  Sys¬ 
tem,  Model  Nos.  PC-12A,  PC-22A,  PC-12C,  and  PC-22C, 
under  the  provisions  of  C26-1206.6  and  RS  13  of  the  Building 
Code  of  the  City  of  New  York,  on  condition  that  they  shall 


be  installed  and  maintained  in  accordance  with  RS  13,  Sec¬ 
tion  5  of  the  Building  Code  of  the  City  of  New  York  and 
shall  be  used  to  filter  quantities  of  outside  and  recirculated 
air  in  accordance  with  Table  12-2  and  C26-1206.4  of  the 
Building  Code  of  the  City  of  New  York.  The  cells  of  the 
air  filtering  system  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  148-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


202-72-SM 

APPLICANT — American  Standard  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  James  H.  Bauer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
202-72-SM — American  Standard  Incorporated,  New  Bruns¬ 
wick,  New  Jersey,  filed  for  approval  of  the  Contura  No.  5607 
Lavatory  under  the  provisions  of  RS  16,  P  104.7  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Lavatory. 

DESCRIPTION :  The  lavatory  is  made  of  an  alpha  cellu¬ 
lose  filled  melamine  plastic  (unglazed).  It  is  19"  in  diameter, 
with  a  bowl  width  of  15/4",  depth  of  6%",  and  front  to  back 
dimension  of  12  5/16".  The  faucet  holes  are  4"  or  8"  on  center. 
INSPECTION  AND  TEST :  The  lavatory  was  tested  by 
Osborne  Laboratories,  Incorporated,  Los  Angeles,  and  met 
the  requirements  of  the  International  Association  of  Plumbing 
and  Mechanical  Officials. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Contura  No.  5607  Lavatory 
under  the  provisions  of  RS  16,  P  104.7  of  the  Building  Code 
of  the  City  of  New  York  on  condition  that  the  lavatories  shall 
have  waste  outlets  at  least  lj£"  in  diameter.  The  lavatories 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under  Cal¬ 
endar  Number  202-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap- 
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proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

203-72-SM 

APPLICANT — Universal  Builders  Supply  Company  for 
Aluma  Building  System,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Kalmon  R.  Yudkowsky. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
203-72-SM — Universal  Builders  Supply  Company,  Mount 
Vernon,  New  York,  for  Aluma  Building  System,  Incor¬ 
porated,  Downsview,  Ontario,  filed  for  approval  of  Aluma 
Flying  Form  Systems  under  the  provisions  of  C26-1904.0 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Temporary  supporting  shores  for 
concrete  beams  and  floors  which  are  lifted  by  crane. 
DESCRIPTION :  The  nucleus  of  the  system  is  a  truss 
made  of  aluminum  components  bolted  together.  The  com¬ 
ponents  of  the  truss  are  top  and  bottom  ledgers  with  verti¬ 
cal  and  diagonal  members  between  them.  Truss  sections  are 
available  in  5',  10'  and  30'  lengths.  Cross  bracing  between 
trusses  is  available.  Aluminum  hinged  screw  jacks  can  be 
incorporated  along  the  bottom  of  the  trusses  at  10'  intervals. 
Beams  are  set  on  the  trusses  at  up  to  2'  intervals  and  secured 
with  clip  assemblies.  Beams  of  at  least  16'  in  length  can 
be  cantilevered  up  to  42"  beyond  the  ledgers.  A  2"  x  2" 
nailing  strip  is  incorporated  in  each  beam  for  installation  of 
plywood  decking.  The  maximum  size  of  the  assembly  is 
80'  x  20'.  The  truss  is  load  rated  at  1,500  per  linear  foot  and 
supports  10  square  feet  of  deck  per  linear  foot ;  the  beams 
are  load  rated  at  300  lb.  per  linear  foot  and  support  2  square 
feet  of  deck  per  linear  foot;  the  screw  jacks  are  load  rated 
at  15,000  lb.  each  and  support  100  square  feet  of  deck.  The 
beams  weigh  3  lb.  per  foot.  The  assembly  weighs  5  lb.  per 
square  foot. 

INSPECTION  AND  TEST:  The  above  load  ratings  for 
the  form  systems  were  determined  with  a  2.8  factor  of 
safety  by  Morrison,  Hershfield,  Burgess  and  Huggins, 
Limited,  Consulting  Engineers,  Toronto  (Report  No.  711351, 
on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Aluma  Flying  Form  Systems  for 
temporary  support  of  concrete  beams  and  floors  which  are 
lifted  by  crane  on  condition  that  they  are  used  in  accordance 
with  the  load  ratings  listed  above  and  the  provisions  of 
C26-1904  of  the  Building  Code  of  the  City  of  New  York. 
The  form  systems  shall  per  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  203-72-SM.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


552-67-SA 

APPLICANT — Modine  Manufacturing  Company,  Owner. 
J.  J.  Bubser,  Agent. 

SUBJECT — Application  June  2,  1967 — Modine  Gas  Fired 
Make-up  Air  Heater — Model  Nos.  MAH  1505,  MAH 
1514,  MAH  2025,  MAH  2750.  Approval  of 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  Q 


557-67-SA 

APPLICANT — Welbilt  Corporation,  owner;  David  Hirsch, 
agent. 

SUBJECT — Application  June  5,  1967 — Welbilt  Up  Flow 
Forced  Air  Furnace  Model  Nos.  90S4D-1.5  and  90S6D-2. 
Approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


324-66-SM 

APPLICANT — R.  C.  Mahon  Company,  owner ;  F.  M.  Zega- 
relli  and  J.  A.  Bard,  agents. 

SUBJECT — Application  April  1,  1966 — Mahon  Light-Gage 
Steel  Decking,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
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Commissioner  Agusta  .  5 

Negative:  .  0 

410-66-SM 

APPLICANT— Universal  Builders  Supply  Company,  Incor¬ 
porated  for  Chuoh-Kasetsu  Kohki  Company,  Ltd.,  owner. 
SUBJECT— Application  April  18,  1966— Micco  Steel  Shores, 
approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

434-66-SA 

APPLICANT — Buck  Equipment  Corporation,  owner. 
SUBJECT— Application  April  22,  1966— Cincinnati  “300” 
Workmen’s  Hoist,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


-  r* 

Commissioner  Agusta  .  5 

Negative:  .  0 


527-66-SM 

APPLICANT— The  R.  C.  Mahon  Company,  owner;  F.  M. 

Zegarelli  and  J-.  A.  Bard,  agents. 

SUBJECT — Application  May  19,  1966 — R.  C.  Mahon  Co. 
Steel  Floor  and  Form  Units,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


544-66-SM 

APPLICANT — Laclede  Steel  Company,  owner. 

SUBJECT— Application  May  25,  1966 — Laclede  composite 
•joists  Type  “C”  Series,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


591-66-SM 

APPLICANT — Omnia  Franchise  Corporation  for  NYCE 
Crete  Company,  owner. 


SUBJECT — Application  June  14,  1966 — Omnia  Concrete 
Floor  and  Roof  Systems,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


659-67-SA 

APPLICANT — PDR  Manufacturing  Corporation,  owner; 
Charles  Subbiondo,  agent. 

SUBJECT— Application  July  6,  1967— Jet-X  All  Purpose 
Pressure  Washer,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


98-70-SM 

APPLICANT — Sprague  Meter  Company,  Division  of  Tex¬ 
tron,  Incorporated,  owner. 

SUBJECT — Gas  pressure  regulators. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Watt. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M. 

740-71-SM 

APPLICANT — Phillips  Products  Company,  Incorporated, 
owner. 

SUBJECT — Application  November  29,  1971 — Driscopipe 
7000  Transition  Fitting,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  without  date. 

198-72-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
owner. 

SUBJECT — Application  March  17,  1972 — Gypsum  Wall- 
board  Wood  Stud  Partition,  approval  of. 

APPEARANCES— 

For  Applicant :  Robert  J.  Montesano. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M. 

200-72-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
owner. 

SUBJECT — Application  March  17,  1972  Wood  Joist-Gypsum 
Drywall  Floor-Ceiling  Assembly,  approval  of. 

APPEARANCES— 

For  Applicant:  Robert  J.  Montesano. 
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ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M. 


217-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY— C26-106.2(e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT— Reference  Standard  RS  5:2  (ASTM  E-119 
Standard  Method  of  Fire  Tests  of  Building  Construction 
Materials — 1961)  Amendment  to. 

APPEARANCES— 

For  Applicant :  I.  Minkin,  B.  D.  and  Daniel  McGee. 
ACTION  OF  BOARD — Reference  Standard  RS5-2  mod¬ 
ified. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Matter  underlined  is  new  and  printed  in  italics. 

Whereas,  a  public  hearing  was  held  on  April  25th,  1972, 
after  due  notice;  and 

Whereas,  the  Board  has  determined  that  Reference  Stand¬ 
ard  RS  5-2  should  be  amended. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  amend  the  designated  Refer¬ 
ence  Standard  RS  5-2  (ASTM  E-119  Standard  Method  of 
Fire  Tests  of  Building  Construction  Materials — 1961)  as 
follows : 

Reference  Standard  RS  5-2 

a)  ASTM  E-119  Standard  Method  of  Fire  Test 
of  Building  Construction  Materials — 1961  or 

b)  a  combination  of  small  scale  and/or  half  scale 
tests  and  engineering  evaluation  acceptable  to  the  com¬ 
missioner  in  conjunction  with  evaluation  of  full  scale  tests 
conforming  with  ASTM  E-119-61  for  a  variety  of  as¬ 
semblies  or  combination  of  materials  or 

c)  a  combination  of  small-scale,  half-scale  or  full 
size  tests  representative  of  the  actual  fire  exposure  of 
the  occupany  and  engineering  evaluations  all  acceptable 
to  the  commissioner.  In  either  (a),  (b)  or  (c)  the 
materials  or  combinations  of  materials  constructed  shall 
be  in  accordance  with  the  specifications  of  the  materials 
used. 


219-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY— C26-106.2(e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT— Reference  Standard  RS  5-10  (ASTM  E-108 
Standard  Methods  of  Fire  Tests  of  Roof  Coverings — 
1965)  Amendment  to. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD — Reference  Standard  RS55-10  mod¬ 
ified. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Matter  underlined  is  new  and  printed  in  italics. 

Whereas,  a  public  hearing  was  held  on  April  25,  1972, 
after  due  notice;  and 

Whereas,  the  Board  has  determined  that  Reference  Stand¬ 
ard  RS  5-10  should  be  amended 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-106.2  (e)  Building  Code  of  the 
City  of  New  York  does  hereby  amend  the  designated  Refer¬ 
ence  Standard  RS  5-10  (ASTM  E-108  Standard  Methods  of 
Fire  Tests  of  Roof  Coverings — 1965)  as  follows: 

Reference  Standard  RS  5-10 

a)  ASTM  E-108  Standard  Method  of  Fire  Tests  of 

Roof  Coverings — 1965,  or 

b)  a  combination  of  small  scale  and/or  half  scale 

tests  and  engineering  evaluations  acceptable  to  the  com¬ 

missioner  in  conjunction  with  evaluations  of  full  scale 

tests  conforming  with  ASTM  E-108-65  for  a  variety  of 

assemblies  or  combinations  of  materials. 


218-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings.  Letter  of  March  17,  1972.  Received 
March  21st,  1972. 

SUBJECT— Reference  Standard  RS  5-5  (ASTME-84 
Standard  Method  of  test  for  Surface  Burning  characteris¬ 
tics  of  Building  Materials — 1961)  Amendment  to; 

APPEARANCES— 

For  Applicant:  L.  Minkin,  B.  W.  John  Ryan,  C.  B.  Wil¬ 
cox  and  James  A.  Fitzpatrick. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1972,  at  2 
P.M. 


648-71- A 

APPLICANT — Federation  Employment  and  Guidance  Serv¬ 
ice  for  Jonas  Operating  Corporation,  owner,  Federation 
Employment  and  Guidance  Service,  lessee. 

SUBJECT — Application  September  24,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  smoking. 
PREMISES  AFFECTED — 62  West  14th  Street,  south  side, 
50  feet  south  of  6th  Avenue,  Block  577,  Lot  8,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Harvey  P.  Goldman. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  24,  1971,  reads: 

“Please  be  advised  that  Section  283  of  the  State  Labor 
Law  prohibits  smoking  in  a  factory  building  therefore, 
your  request  for  permission  to  allow  smoking  in  certain 
designated  areas  must  be  denied  as  a  matter  of  policy.” 

and 
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Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  24,  1971,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  smoking  area  be  provided  with  1  two  and  a  half  gallon 
water  type  fire  extinguisher  and  incombustible  receptacles  for 
deposit  of  ashes  and  butts  and  a  sign  be  posted  in  the  smoking 
area  that  no  smoking  is  permitted  outside  this  area  and  on 
further  condition  that  the  building  shall  conform  to  drawings 
marked  “Received  February  16,  1972,”  1  sheet  and  that  all 
laws,  rules  and  regulations  applicable  thereto  shall  be  com¬ 
plied  with. 

749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Franklin  Associates. 

SUBJECT — Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED— 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  6,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals  in  accordance  with  the  provisions 
of  1804.4.C.6  of  the  City  Charter,  to  modify  Certificate 
of  Occupancy  in  relation  to  the  following  building: 

141  East  34th  Street,  New  York,  N.  Y. — Certificate 

No.  23378. 

The  modifying  of  the  subject  certificate  is  necessary  to 
permit  the  issuance  of  an  order  by  this  Department  to 
require  additional  fire  protection  for  this  structure  in 
the  form  of  fire  extinguishing  equipment  under  authority 
of  Section  C19-161.0a  Administrative  Code. 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code. 

Note:  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Buildings  before  any  work  is  com¬ 
menced. 

Authority:  Section  C19-161.0a  of  the  Administra¬ 
tive  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
dated  December  6,  1971  for  modification  of  the  Certificate 
of  Occupancy  be  and  it  hereby  is  granted,  and  that  the  Cer¬ 
tificate  of  Occupancy  be  modified  to  require  the  installation 
of  a  standard  multiple  dwelling  law  fire  escape  on  the  front 
of  the  building  and  all  other  laws,  rules  and  regulations 
applicable  thereto  shall  be  complied  with. 


131-72-A 

APPLICANT — E.  E.  LaRue  for  Siloo  Incorporated,  owner. 

SUBJECT — Application  February  11,  1972 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture,  known  as  Siloo  for  Gas  Tanks,  in  15 
ounce  sealed  metal  cans  with  pull  tab,  container  not  in 
accordance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  E.  E.  LaRue. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  25,  1972  on  Folder  #122-1967,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Siloo  for  Gas  Tanks’  a  flammable 
mixture  having  a  flash  point  below  80°F.  in  containers 
as  follows:  15  ounce  sealed  metal  can  with  pull  tab  is 
Disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C-19-59.0.C  Adm.  Code 
City  of  N.  Y.  requires  that  containers  for  packaging 
flammable  mixture  products  be  equipped  with  replace¬ 
able  tops  or  caps.” 

and 

Whereas,  the  container  and  drawing  was  examined  by  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
January  25,  1972.  acting  on  Folder  No.  122-1967  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  the 
drawing  filed  February  11,  1972,  1  sheet  and  the  label  have 
prominently  displayed  instructions.  The  entire  contents  be 
emptied  on  opening  and  the  label  be  of  such  style  as  satis¬ 
factory  to  the  Fire  Commissioner  and  in  all  other  respects, 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 


138-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young,  owner. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent  re-  louvres  on  lot  line  wall. 
PREMISES  AFFECTED — 2  to  6  Washington  Place,  707 
Broadway,  southwest  corner,  270  to  276  Mercer  Street, 
Block  546,  Lots  31,  33,  34,  35,  Borough  of  Manhattan,  C. 

APPEARANCES— 

For  Applicant:  Samuel  Lindenbaum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  9,  1972  on  Alt.  Applic.  773-67,  reads: 
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“In  reference  to  your  request  for  a  Certificate  of  Occu¬ 
pancy  please  be  advised  of  the  objections  to  the  issuance 
of  same. 

16.  Exhaust  and  intake  louvres  installed  on  lot  line  wall.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  February  8,  1972,  acting  on  Alt. 
Applic.  773-67  Objection  No.  60  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  louvres  be  maintained  on  the  southerly  lot  line  so 
long  as  the  adjoining  lot  remains  undeveloped  and  in  the 
University’s  ownership  and  that  at  the  time  the  adjoining 
lot  is  sold  or  developed,  the  University  will  be  required  to 
take  whatever  steps  may  be  necessary  to  legalize  the  lot  line 
and  condition  or  reapply  to  the  Board  for  a  new  variance  on 
the  basis  of  the  then  current  conditions,  on  further  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  February  15,  1972,”  3  sheets,  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  thereto  shall  be 
complied  with. 

666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2  P.M. 
For  further  inspection  by  the  Fire  Department  as  to  the 
progress.  Continued  hearing. 

808-71-A 

APPLICANT — Shreve  Lamb  and  Harmon  Associates  for 
Fisher  Brothers  Albany  Company,  owner. 

SUBJECT — Application  December  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  vertical  fire 
division,  stairs,  corridors,  exit  passageways,  escalators. 
PREMISES  AFFECTED— 126  to  138  Liberty  Street,  3  to 
13  Albany  Street,  124  to  140  Greenwich  Street,  133  to  151 
Washington  Street,  entire  block,  Block  54,  Lots  1,  3,  6,  8, 
15,  16,  18,  20,  21,  22,  23,  and  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Fred  E.  Hestan,  Max  Siegal  and  Harvey 
P.  Clarkson. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1972,  at  2  P.M. 
For  further  information. 


130-72-A 

APPLICANT — Joseph  Papp  for  Parks,  Recreational  and 
Cultural  Affairs  Administration,  New  York  Shakespeare 
Festival,  owner. 

SUBJECT — Application  February  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  theatre  use 
on  the  third  floor. 

PREMISES  AFFECTED — 425  Lafayette  Street,  east  side, 
160  feet  7  inches  south  of  Astor  Place,  Block  544,  Lot  16, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Joseph  Papp,  Georgio  Cavaghen  and  Doris 
Diether,  Comm.  Bd.  #2. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1972,  at  2  P.M. 
For  corrections  to  be  made  on  the  plans. 


133-72-A 

APPLICANT — Brite  Car  Wash,  Incorporated  for  John 
Treanor,  owner. 

SUBJECT — Application  February  11,  1972 — review  of  a 
decision  of  Borough  Superintendent,  re-  approval  of  a 
permit. 

PREMISES  AFFECTED — 2490  Third  Avenue,  east  side, 
25.66  feet  north  of  East  136th  Street,  Block  2318,  Lot  19, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  Cheriff. 

For  Opposition:  K.  H.  Koons  and  John  Treanor. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2  P.M. 
For  inspection  and  decision. 


179-72-A 

APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Trustee  of  August  Flattau  c/o  Robert  W. 
Maloney,  owner ;  Liberty  Moving  and  Storage  Corporation, 
lessee.  i 

SUBJECT — Application  March  9,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED— 48-50  West  65th  Street,  south 
side,  175  feet  east  of  Broadway,  Block  1117,  Lot  53,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi,  Frank  Morelli  and 
Ralph  Moss. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt. 
J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1972,  at 
2  P.M.  For  decision. 


180-72-A 

APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Flattau,  Trustee  of  August  Flattau 
c/o  Robert  W.  Maloney,  owners;  Liberty  Moving  and 
Storage  Corporation,  Lessee.  Application  March  9,  1972 — 
appeal  from  a  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 43-47  West  64th  Street,  north 
side,  109.11  feet  east  of  Broadway,  Block  1117,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Lombardi,  F.  Morelli  and  R.  Moss. 
For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1972,  at 
2  P.M.  For  decision. 


58-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  dis¬ 
tance  between  windows  and  lot  lines,  and  exceeds  the 
distance  to  the  accessory  oversized  garage. 
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PREMISES  AFFECTED— 376  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan.  Community  Board  #2. 

APPEARANCES— 

For  Applicant :  Doris  Diether,  Comm.  Bd.  #2  and  Martin 
M.  Berger. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application  (Cal.  Nos. 
58-72-BZ  through  88-72-BZ). 

ACTION  OF  BOARD - Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 
Negative:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25, 
1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  132/1969, 
reads : 

“A23 — The  proposed  distance  betweeen  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30'  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that^the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-7 
district,  the  erection  of  a  five-story  and  basement  multiple 
dwelling  that  encroaches  on  the  minimum  distance  between 
the  buildings  and  the  distance  between  windows  and  lot  lines 
and  exceeds  the  distance  of  the  accessory  garage,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  January  21,  1972,  one 
sheet,  “February  3,  1972,”  2  sheets  and  “April  14,  1972,”  3 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with  and  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 

59-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 367  West  Street,  east  side,  88.8 
feet  south  of  Barrow  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative :  . ”  ”  [ .  0 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.B.  Applic.  132-69,  reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.B.  Applic.  132-69,  Ob¬ 
jection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
above  cited  calendar  number  shall  comply  with  the  reso¬ 
lution  adopted  this  date  under  Calendar  Number  58-72-BZ; 
and  that  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with. 


60-72-B  Z 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  building  and  the  dis¬ 
tance  between  windows  and  lot  lines,  and  exceeds  the 
distance  to  the  accessory  oversized  garage. 

PREMISES  AFFECTED — 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #2. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Negative:  Commissioner  Agusta  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  133/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
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a  Cl -7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  encroaches  on  the  minimum  distance 
between  the  buildings  and  the  distance  between  windows  and 
lot  lines  and  exceeds  the  distance  of  the  accessory  garage, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Janu¬ 
ary  21,  1972,”  one  sheet,  “February  3,  1972,”  2  sheets  and 
“April  14,  1972,”  3  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  with  and  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


61-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 

PREMISES  AFFECTED — 121  Morton  Street,  northeast 
corner  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.  B.  Applic.  133-69,  reads: 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  MDL. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  Sub.  5c  MDL.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  apoeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  acting  on  N.  B.  Applic.  133-69, 
Objection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  above  cited  calendar  number  shall  comply  with  the  reso¬ 
lution  adopted  this  date  under  Calendar  Number  60-72-BZ; 
and  that  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with. 


62-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -7  district  the  erec¬ 
tion  of  a  five  story  multiple  dwelling  that  encroaches  on 
the  minimum  distance  between  windows  and  lot  lines,  and 
exceeds  the  distance  to  the  accessory  parking  facility. 

PREMISES  AFFECTED — 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan.  Community  Board  #2. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 
Negative:  Commissioner  Agusta  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25, 
1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  134/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
Cl-7  district,  the  erection  of  a  five-story  and  basement  mul¬ 
tiple  dwelling  that  encroaches  on  the  minimum  distance 
between  windows  and  lot  lines  and  exceeds  the  distance  to 
an  accessory  parking  facility,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  January  21,  1972,”  one  sheet,  “February 
3,  1972,”  2  sheets  and  “April  14,  1972,”  3  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

63-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 
PREMISES  AFFECTED — 119  Morton  Street,  north  side, 
44  feet  east  of  West  Street,  Block  603,  Lot  1,  Borough  of 
Manhattan. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.B.  Applic.  134-69,  reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  sub.  5c  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.B.  Applic.  134-69,  Ob¬ 
jection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and  that 
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the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
above  cited  calendar  number  shall  comply  with  the  resolu¬ 
tion  adopted  this  date  under  Calendar  Number  62-72-BZ; 
and  that  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with. 


64-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  lot  lines. 
PREMISES  AFFECTED— 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14,  Borough 
of  Manhattan.  Community  Board  #2. 

ACTION  OF  BOARD — Application  granted  on  condition 
(Cal.  Nos.  65-72-BZ  through  88-72-BZ). 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.B.  Applic.  140/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  encroaches  on  the  minimum  distance 
between  buildings  and  lot  lines,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  January  21,  1972,”  one  sheet, 
“February  3,  1972,”  2  sheets  and  “April  14,  1972,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  com¬ 
plied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


65-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 


PREMISES  AFFECTED — 634  Washington  Street,  north¬ 
west  corner  of  Barrow  Street,  Block  604,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.B.  Applic.  140-69,  reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.D.L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  sub.  5c  M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  140-69, 
Objection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  above  cited  calendar  number  shall  comply  with  the  reso¬ 
lution  adopted  this  date  under  Calendar  Number  64-72-BZ 
and  that  all  laws,  rules  and  regulations  applicable  thereto  be 
complied  with. 


66-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  lot  lines. 
PREMISES  AFFECTED — 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  April  18,  1972;  then  to  April  25,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.B.  Applic.  141/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.D.L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.D.L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines — Sec.  23-861  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  encroaches  on  the  minimum  distance 
between  buildings  and  lot  lines,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  January  21,  1972”,  one  sheet, 
“February  3,  1972,”  2  sheets  and  “April  14,  1972,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  com- 
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plied  with  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


67-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 
PREMISES  AFFECTED — 636  Washington  Street,  west 
side,  44  feet  north  of  Barrow  Street,  Block  604,  Lot  14, 
Borough  of  Manhattan. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.  B.  Applic.  141-69,  reads: 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  sub.  5c  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  141-69, 
Objection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  above  cited  calendar  number  shall  comply  with  the 
resolution  adopted  this  date  under  Calendar  Number  66- 
72-BZ ;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with. 


68-72-BZ 

APPLICANT— William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  betwen  windows  and  lot  lines. 
PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  147/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-7  district,  the  erection  of  a  five-story  and 
basement  multiple  dwelling  that  encroaches  on  the  minimum 
distance  between  buildings  and  lot  lines,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  January  21,  1972,”  one 
sheet,  “February  3,  1972,”  2  sheets  and  “April  14,  1972,”  3 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


69- 72- A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 
PREMISES  AFFECTED — 704  Washington  Street,  north¬ 
west  corner  of  Perry  Street,  Block  637,  Lot  66,  Borough 
of  Manhattan. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.  B.  Applic.  149-69,  reads: 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  sub/5c  M.  D.  L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  149-69, 
Objection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
tbe  above  cited  calendar  number  shall  comply  with  the  resolu¬ 
tion  adopted  this  date  under  Calendar  Number  68-72-BZ; 
and  that  all  laws,  rules  and  regulations  applicable  thereto  be 
complied  with. 

70- 72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  encroaches  on  the  minimum  distance  between  build¬ 
ings  and  the  distance  between  windows  and  lot  lines. 
PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 

Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  151/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 
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A31 — Provide  a  30  space  between  windows  and  lot 
lines — Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-7 
district,  the  erection  of  a  five-story  and  basement  multiple 
dwelling  that  encroaches  on  the  minimum  distance  between 
buildings  and  the  minimum  distance  between  windows  and 
lot  lines,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  21,  1972,”  2  sheets,  “February  3,  1972,”  one 
sheet  and  “April  14,  1972,”  3  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


71-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 
PREMISES  AFFECTED — 712  Washington  Street,  west 
side,  83.4  feet  north  of  Perry  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.B.  Applic.  151-69,  reads: 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  sub.  5c  M.  D.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.B.  Applic.  151-69,  Ob¬ 
jection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
above  cited  calendar  number  shall  comply  with  the  resolu¬ 
tion  adopted  this  date  under  Calendar  Number  70-72-BZ; 
and  that  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with. 


72-72-BZ 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  18,  1972 ;  then  to  April  25,  1972 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  152/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  jmrd  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  suoports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  encroaches  on  the  minimum  distance 
between  buildings  and  the  minimum  distance  between  win¬ 
dows  and  lot  lines,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  January  21,  1972,”  2  sheets,  “February  3, 
1972,”  one  sheet  and  “April  14,  1972,”  3  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


73-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  tbe  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  buildings  and  show  30'  minimum  yard. 
PREMISES  AFFECTED— 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot 
66,  Borough  of  Manhattan. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.  B.  Applic.  152-69,  reads: 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  sub.  5c  M.  D.  L.” 

and 


APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 348  West  11th  Street,  south 
side,  13.6  feet  west  of  Washington  Street,  Block  637,  Lot  66, 
Borough  of  Manhattan.  Community  Board  #2. 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  152-69, 
Objection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  above  cited  calendar  number  shall  comply  with  the  reso¬ 
lution  adopted  this  date  under  Calendar  Number  72-72-BZ ; 
and  that  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with. 
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74-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  encroaches 
on  the  minimum  distance  between  buildings  and  the  dis¬ 
tance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637,  Lots 
64  and  66,  Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  18,  1972 ;  then  to  April  25,  1972 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic.  153/1969, 
reads : 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A24 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  23-71  Z.  R. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26  Sub.  5c  M.  D.  L. 

A31 — Provide  a  30  space  between  windows  and  lot 
lines— Sec.  23-861  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  encroaches  on  the  minimum  distance 
between  buildings  and  the  minimum  distance  between  win¬ 
dows  and  lot  lines,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  January  21,  1972,”  2  sheets,  “February  3,  1972,” 
one  sheet  and  “April  14,  1972,”  3  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


75-72-A 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  dis¬ 
tance  between  building  and  show  30'  minimum  yard. 
PREMISES  AFFECTED— 352  West  11th  Street,  south 
side,  57.6  feet  west  of  Washington  Street,  Block  637,  Lots 
64  and  66,  Borough  of  Manhattan. 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.  B.  Applic.  153-69,  reads: 

“A23 — The  proposed  distance  between  buildings  is 
contrary  to  Sec.  28  M.  D.  L. 

A30 — Provide  a  30'  yard  for  required  windows  as 
per  Sec.  26,  sub.  5c  M.  D.  L.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.  B.  Applic  153-69,  Ob¬ 
jection  Nos.  A23,  A30,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  above  cited  calendar  number  shall  comply  with  the 
resolution  adopted  this  date  under  Calendar  Number  74-72- 
BZ  ;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with. 


76-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 622  Washington  Street,  west 
side,  44.8  feet  north  of  Morton  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  18,  1972 ;  then  to  April  25, 
1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  123/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of  1,000  feet  is  contrary  to  Sec.  36-421  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  21,  1972,”  one  sheet,  “February  3,  1972,” 
2  sheets  and  “April  14,  1972,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


76A-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 


425 


MINUTES 


PREMISES  AFFECTED — 618  Washington  Street,  entire 
block,  Block  603,  Lot  15,  Borough  of  Manhattan.  Com¬ 
munity  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.B.  Applic.  122/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  contain¬ 
ing  more  than  150  off-street  spaces  is  contrary  to  Sec. 
36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of  1000  feet  is  contrary  to  Sec.  36-421  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  _C1  -7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  21,  1972,”  one  sheet,  “February  3,  1972,”  2 
sheets  and  “April  14,  1972,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


77-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 626  Washington  Street,  west 
side,  84.8  feet  north  of  Morton  Street,  Block  603,  Lot  15 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

n/T^IuEooASi’rv7o)u^^c  ^ear^n8'  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  14,  1972,  acting  on  N.B.  Applic.  124/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  contain¬ 
ing  more  than  150  off-street  spaces  is  contrary  to  Sec. 
36-12  Zoning  Resolution. 

A33— The  Pr°P°sed  group  parking  facility  in  excess 
of  1000  feet  is  contrary  to  Sec.  36-421  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  finding’s  required  to  be  made  under 


Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
Cl-7  district,  the  erection  of  a  five-story  and  basement  mul¬ 
tiple  dwelling  that  exceeds  the  maximum  distance  from  an 
accessory  parking  facility  that  exceeds  the  number  of  spaces, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Janu¬ 
ary  21,  1972,”  one  sheet,  “February  3,  1972,”  2  sheets  and 
“April  14,  1972,”  3  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  with  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


78-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the  erec¬ 
tion  of  a  five  story  and  basement  multiple  dwelling  that 
exceeds  the  distance  from  an  accessory  parking  facility 
that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 125  Barrow  Street,  southwest 
corner  of  Washington  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  125/1969, 
reads : 

_“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of.  1,000  feet  is  contrary  to  Sec.  36-421  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  /he  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  ,  .  ,  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  21  1972,”  one  sheet,  “February  3,  1972,” 
2  sheets  and  April  14,  1972,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


79-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 
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SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking  facility 
that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 131  Barrow  Street,  south  side, 

89.4  feet  west  of  Washington  Street,  Block  603,  Lots  12, 
15,  Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  126/1969, 
reads : 

/‘A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of  1000  feet  is  contrary  to  Sec.  36-421  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted '  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-7  district,  the  erection  of  a  five-story  and 
basement  multiple  dwelling  that  exceeds  the  maximum  dis¬ 
tance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  January  21,  1972,”  one  sheet,  “February  3,  1972,” 
2  sheets  and  “April  14,  1972,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


80-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection 
of  a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 133  Barrow  Street,  south  side, 

129.4  feet  west  of  Washington  Street,  Block  603,  Lots  6, 
12,  15,  Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25, 
1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  127/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 


A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of  1000  feet  is  contrary  to  Sec.  36-421  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-7  district,  the  erection  of  a  five-story  and 
basement  multiple  dwelling  that  exceeds  the  maximum  dis¬ 
tance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  January  21,  1972,”  one  sheet,  “February 
3,  1972,”  2  sheets  and  “April  14,  1972,”  3  sheets ;  and  that  all 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


81-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 137  Barrow  Street,  south  side, 

169.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  128/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1,000  feet  is  contrary  to  Sec.  36-421  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
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January  21,  1972,”  one  sheet,  “February  3,  1972,”  2  sheets 
and  “April  14,  1972,”  3  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


82-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -7  district,  the  erection  of 
a  five  story  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 141  Barrow  Street,  south  side, 
209.4  feet  west  of  Washington  Street,  Block  603,  Lot  6, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  18,  1972 ;  then  to  April  25,  1972 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  129/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1,000  feet  is  contrary  to  Sec.  36-421  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
January  21,  1972,”’  one  sheet,  “February  3,  1972,”  2  sheets 
and  “April  14,  1972,”  3  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  that  sub- 
tantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


83-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of  a 
five  story  and  basement  multiple  dwelling  that  exceeds  the 
distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 382  West  Street,  southeast  cor¬ 
ner  of  Barrow  Street,  Block  603,  Lot  6,  Borough  of  Man¬ 
hattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 

March  28,  19/2,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.B.  Applic.  130/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  contain¬ 
ing  more  than  150  off-street  spaces  is  contrary  to  Sec. 
36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1000  feet  is  contrary  to  Sec.  36-421  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement  mul¬ 
tiple  dwelling  that  exceeds  the  maximum  distance  from  an 
accessory  parking  facility  that  exceeds  the  number  of  spaces, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Janu¬ 
ary  21,  1972,”  one  sheet,  “February  3,  1972,”  2  sheets  and 
“April  14,  1972,”  3  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  with  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


84-72-B  Z 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-7  district,  the  erection  of 
a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  ex¬ 
ceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 379  West  Street,  east  side, 
44.8  feet  south  of  Barrow  Street,  Block  603,  Lot  6,  Bor¬ 
ough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  131/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1,000  feet  is  contrary  to  Sec.  36-421  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
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permit  in  a  Cl -7  district,  the  erection  of  a  five-story  and 
basement  multiple  dwelling  that  exceeds  the  maximum  dis¬ 
tance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  January  21,  1972,”  one  sheet,  “February 
3,  1972,”  2  sheets  and  “April  14,  1972,”  3  sheets ;  and  that 
all  laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


85-72-BZ 

APPLICANT — William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 115  Morton  Street,  north  side, 

84.8  feet  east  of  West  Street,  Block  603,  Lots  1  and  6, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  135/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of.  1,000  feet  is  contrary  to  Sec.  36-421  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-1  district,  the  erection  of  a  five-story  and 
basement  multiple  dwelling  that  exceeds  the  maximum  dis¬ 
tance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  January  21.  1972,”  one  sheet,  “February  3,  1972,” 
2  sheets  and  “April  14,  1972,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


86-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 


PREMISES  AFFECTED — 107  Morton  Street,  north  side, 

164.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  April  18,  1972 ;  and  then  to  April  25, 
1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  137/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  contain¬ 
ing  more  than  150  off-street  spaces  is  contrary  to  Sec. 
36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  ex¬ 
cess  of  1000  feet  is  contrary  to  Sec.  36-421  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
January  21,  1972,”  one  sheet,  “February  3,  1972,”  2  sheets 
and  “April  14,  1972,”  3  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


86A-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning-  Resolution,  to  permit  in  a  Cl-7  district,  the 
erection  of  a  five  story  and  basement  multiple  dwelling 
that  exceeds  the  distance  from  an  accessory  parking 
facility  that  exceeds  the  number  of  spaces. 

PREMISES  AFFECTED— 111  Morton  Street,  north  side, 

124.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  136/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  con¬ 
taining  more  than  150  off-street  spaces  is  contrary  to 
Sec.  36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1,000  feet  is  contrary  to  Sec.  36-421  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-7  district,  the  erection  of  a  five-story  and 
basement  multiple  dwelling  that  exceeds  the  maximum  dis¬ 
tance  from  an  accessory  parking  facility  that  exceeds  the 
number  of  spaces,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  January  21,  1972,”  one  sheet,  “February  3,  1972,” 
2  sheets  and  “April  14,  1972,”  3  sheets ;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


87-72-BZ 

APPLICANT — William  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-7  district,  the  erection 
of  a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  ex¬ 
ceeds  the  number  of  spaces. 

PREMISES  AFFECTED — 105  Morton  Street,  north  side, 
204.8  feet  east  of  West  Street,  Block  603,  Lot  15,  Borough 
of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
March  28,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April.  18,  1972;  then  to  April  25,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.B.  Applic.  138/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  contain¬ 
ing  more  than  150  off-street  spaces  is  contrary  to  Sec. 
36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1000  feet  is  contrary  to  Sec.  36-421  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that  exceeds  the  maximu  distance  from  an 
accessory  parking  facility  that  exceeds  the  number  of  spaces, 


on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Janu¬ 
ary  21,  1972,”  one  sheet,  “February  3,  1972,”  2  sheets  and 
“April  14,  1972,”  3  sheets ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  with  and  that  substan¬ 
tial  construction  be  completed  within  one  year  from  the  date 
of  this  resolution. 


88-72-BZ 

APPLICANT — William  J.  McCoy  for  Greenwich  Village 
Community  Housing  Corporation,  owner. 

SUBJECT— Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-7  district,  the  erection 
of  a  five  story  and  basement  multiple  dwelling  that  exceeds 
the  distance  from  an  accessory  parking  facility  that  exceeds 
the  number  of  spaces. 

PREMISES  AFFECTED — 129  Borrow  Street,  south  side, 
46.0  feet  west  of  Washington  Street,  Block  603,  Lot  15, 
Borough  of  Manhattan.  Community  Board  #2. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  28,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  18,  1972;  then  to  April  25,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972,  acting  on  N.  B.  Applic.  139/1969, 
reads : 

“A32 — The  proposed  group  parking  facility  contain¬ 
ing  more  than  150  off-street  spaces  is  contrary  to  Sec. 
36-12  Zoning  Resolution. 

A33 — The  proposed  group  parking  facility  in  excess 
of  1,000  feet  is  contrary  to  Sec.  36-421  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is.  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-7  district,  the  erection  of  a  five-story  and  basement 
multiple  dwelling  that,  exceeds  the  maximum  distance  from 
an  accessory  parking  facility  that  exceeds  the  number  of 
spaces,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  21,  1972,”  one  sheet,  “February  3,  1972,” 
2  sheets  and  “April  14,  1972,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 

Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  10,  1970,  as  they 
appeared  in  Bulletin  8,  Vol.  55  are  hereby  corrected  to  read 
as  follows : 

973-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
E.  V.  Salvo,  agent. 

APPEARANCES— 

For  Applicant :  Dan  G.  Kottke. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

973-67-SM — United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  the  construction  known  as  MEP-Aura- 
tone  ceiling/roof  construction  under  the  provisions  of  C26- 
588,  C26-589  and  C26-590  Administrative  Building  Code. 

PROPOSED  USE:  Two-hour  fire  resistive  ceiling/roof 
construction. 

DESCRIPTION :  The  construction  consists  of  2  inch  thick 
steel-edged  tongue  and  groove  gypsum  plank  approved  under 
Cal.  310-40-SM,  supported  on  steel  joists.  The  gypsum  planks 
are  covered  with  34  inch  thick  glass  fiber  boards,  topped 
with  a  three-ply  built-up  roofing.  This  roof  assembly  is 
protected  by  a  membrane  ceiling  of  24  by  48  inch  by  5/8  inch 
thick  acoustical  panels  in  an  exposed  grid  suspension  system. 

The  ceiling  also  includes  an  air  diffuser  and  four  recessed 
light  fixtures.  The  area  of  the  air  diffuser  does  not  exceed 
55  sq.  inches  per  100  sq.  ft.  of  ceiling  area  and  the  light 
fixtures  do  not  exceed  16  sq.  ft.  per  100  sq.  ft.  of  ceiling 
area. 

The  construction  is  in  accordance  with  Drawing  111.1 
and  I11.1A  as  contained  in  the  Underwriters’  Laboratories 
Report  5403-3,  R4351  and  R4739  which  is  on  file  with  the 
record. 

INSPECTION  AND  TEST :  A  construction  as  herein  des¬ 
cribed  was  tested  at  the  Underwriters’  Laboratories  and  suc¬ 
cessfully  met  the.  fire  and  hose  stream  requirements  of  a 
two-hour  fire  resistive  ceiling  and  roof  construction.  The 
complete  Underwriters’  Laboratories  Report  R5403-3,  R4351 
and  R4739  is  on  file  with  the  record. 

RECOMMENDATION :  Although  the  applicant  filed  under 
the  provisions  of  C26-588.0,  C26-589.0  and  C26-590.0  Ad¬ 
ministrative  Building  Code,  the  Committee  on  Test  recom¬ 
mends  approval  of  the  construction  known  as  MEP-Aura- 
tone  Ceiling/Roof  Construction  under  the  provisions  of  C26- 
501.1  as  having  met  the  requirements  of  RS5-2  of  the  Build¬ 
ing  Code  of  the  City  of  New  York,  as  a  two-hour  fire  resis¬ 
tive  ceiling/roof  construction  for  use  under  the  provisions 
of  Table  3-4  of  the  Building  Code  of  the  City  of  New  York, 
on  condition  that  the  construction  be  as  herein  described  and 
in  accordance  with  drawings  marked  111.1  and  I11.1A  as 
contained  in  Underwriters’  Laboratories  Report  R5403-3, 
R4351  and  R4739  which  are  on  file  with  the  record. 

.  A11  Plans  submitted  to  the  Department  of  Buildings  show¬ 
ing  the  proposed  use  of  this  construction  shall  be  labeled 
.  Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  973-67-SM”  and 
in  addition  the  applicant  shall  submit  the  drawings  as  herein 
described. 

(Sgd.)  Ira  Kalish,  P.E., 

Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 

.  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

*  Correction :  In  the  Description  portion  of  the  Resolution 
34  inch  is  corrected  to  read  3 4,  inch. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  December  14,  1971,  as  they 
appeared  in  Bulletin  51,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

405-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

SUBJECT — Application  June  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the 
residence  district. 

PREMISES  AFFECTED — 3355  East  Tremont  Avenue, 
northeast  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1971;  then  laid  over  to 
December  14,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1971,  acting  on  N.  B.  Applic.  3/1971,  reads: 

“1.  Since  the  proposed  automotive  service  station 
(U.  G.  16)  in  a  C2  district  is  permitted  only  by  special 
permit  of  the  Board  of  Standards  &  Appeals  (Sec.  32-21 
N.  Y.  C.  Zoning  Res.),  this  application  is  referred  to 
the  Board  for  its  determination. 

2.  Proposed  automotive  service  station  (U.  G.  16) 
in  an  R4  district  is  contrary  -to  Art.  II,  Chap.  2  N.  Y.  C. 
Zoning  Res.  Note:  Sec.  77-21  is  applicable. 

3.  Since  there  are  no  bulk  regulations  for  proposed 
building  in  a  residence  district,  this  application  is  re¬ 
ferred  to  the  Board  of  Standards  &  Appeals  for  its 
determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211,  73-212  and  73-52,  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211,  73-212  and  73-52,  of  the  Zoning 
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Resolution,  to  permit  in  a  C2-2  and  R4  district,  the  erecetion 
and  maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses  extending  into  the  residence  district,  on  condition 
that  all  work  shall  conform  to  drawings  marked  “Received 
June  3,  1971,”  2  sheets  and  “December  13,  1971,”  2  sheets; 
and  on  further  condition  that  the  present  bus  stop  on  Tre- 
mont  and  Baisley  Avenues  be  relocated  to  a  point  north  of 
Haskin  Street,  as  described  in  a  letter  from  the  Department 


of  Traffic,  dated  November  15,  1971 ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

*Correction :  In  the  Resolved  portion  of  the  Resolution  the 
matter  shown  in  italics  has  been  changed  to  correct. 
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130-72-A 

139-72-A 

717-71-A 

153-72-A 

150-72-A 

Corrections  Affecting 

,  :  i  .  i  i  •  l  1  i  l  .  1  .  «  ,  • 

Calendar  Numbers — 

439-70-SM 

176-70-SM 

464-67-SM 

Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 
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DOCKET 

New  Cases  Filed  up  to  May  2,  1972 

Cal.  No.  Dept.  Premises  Affected 

300-72-SM — Hico  Corporation  of  America,  HSSF  side¬ 
walk  protection  frame  to  provide  clearance  width  and 
height  for  pedestrian  traffic,  manufactured  by  Hico 
Corporation  of  America,  Material. 


301-72-A — B.M. — 347  to  353  West  39th  Street,  north 
side,  100  feet  east  of  9th  Avenue,  Block  763,  Lot  8, 
Borough  of  Manhattan,  F.  D.  letter  of  4/18/72,  re¬ 
elevators  in  readiness,  Ml-5  district. 


302-72-BZ — B.Bx. — 2021  Bartow  Avenue,  northwest 
corner  from  Asch  Loop,  Block  5141,  Lot  102,  Borough  of 
the  Bronx,  Community  Board  #12,  B.N.  1619-70,  re¬ 
proposed  roof  sign  within  hundred  feet  of  the  street 
line,  C-7  district. 


303-72-BZ — B.B. — 1249  Nostrand  Avenue,  northeast 
corner  of  Parkside  Avenue,  Block  4827,  Lots  1,  3, 
Borough  of  Brooklyn,  Community  Board  #9  N.B.  292- 
71,  re-  proposed  automotive  service  station,  C2-3  in  R6 
district. 


304-72-BZ — B.R. — 302  St.  Marks  Place,  northwest  cor¬ 
ner  of  Fort  Place,  Block  19,  Lot  37,  Borough  of  Rich¬ 
mond,  Community  Board  #2,  Alt.  No.  312-71,  re-  pro¬ 
posed  public  parking  lot,  R-6  district. 


305-72-BZ — B.R. — 2070  Victory  Boulevard,  and  10  Brad¬ 
ley  Avenue,  southwest  corner,  Block  738,  Lot  68,  Fair- 
view  Heights,  Borough  of  Richmond,  Community 
Board  #1,  N.B.  253-72,  re-  proposed  automotive  service 
station,  Cl-3  district. 


306-72-A — B.R. — 2070  Victory  Boulevard,  southeast  cor- 
ne  rof  Bradley  Avenue,  Block  738,  Lot  68,  Fairview 
Heights,  Borough  of  Richmond,  N.B.  253-72,  re-  erec¬ 
tion  of  building  in  bed  of  mapped  street,  General  City 
Law. 


307-72-BZ — B.B. — 178  West  Street,  east  side,  20  feet 
south  of  Green  Street,  Block  2521,  Lot  9,  Borough  of 
Brooklyn,  Community  Board  #1,  Alt.  No.  1281-71,  re¬ 
proposed  restoration  of  four  family  dwelling,  proposed 
change  of  conforming  use,  Ml-1  district. 


309-72-SA — Lau  Incorporated  Cleveland  Division,  sears 
super  15  furnace  humidifier  303.93151,  manufactured  by 
Lau  Incorporated  Cleveland  Division,  Appliance. 


310-72-SM — Armstrong  Cork  Company,  armstrong  non¬ 
combustible  sound  control  board,  manufactured  by 
Armstrong  Cork  Company,  Material. 


311-72-BZ — B.B. — 829  Hart  Street,  west  side,  130  feet 
north  of  Knickerbocker  Avenue,  Block  3220,  Lot  53, 
Borough  of  Brooklyn,  Alt.  No.  1578-71,  re-  side  and 
rear  yards,  windows  and  lot  lines,  mutltiple  dwelling, 
Cl-3  in  R6  district. 


312-72-A — B.B. — 829  Hart  Street,  west  side,  130  feet 
north  of  Knickerbocker  Avenue,  Block  3220,  Lot  53, 
Borough  of  Brooklyn,  Alt.  No.  1578-71,  re-  fire  escapes, 
lot  and  yard,  windows,  multiple  dwelling,  Cl-3  in  R6 
district. 


313-72-A — F.D. — packaging  of  flammable  mixture  known 
as  “Miracle  Construction  Adhesive”  in  1/10  gallon  fiber- 
board  cartridge  with  plastic  tip,  containers  not  in  accord¬ 
ance  with  regulations  of  the  Administrative  Code. 


314-72-BZ — B.B. — 2450  East  1st  Street,  west  side,  260 
feet  north  of  Avenue  Y,  Block  7196,  Lot  28,  Borough 
of  Brooklyn,  Alt.  No.  1551-69,  re-  proposed  alteration 
to  three  family  multiple  dwelling,  R4  district. 


315-72-BZ — B.R. — 355  Forest  Avenue,  northwest  corner 
of  Hart  Boulevard,  Block  132,  Lot  159,  West  Brighton, 
Borough  of  Richmond,  Alt.  No.  73-72,  re-  telephone 
exchange,  Cl-2  in  an  R3-1  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


MAY  30,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  May  30,  1972  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1224-21-BZ — Vol.  II 

APPLICANT — Joseph  M.  Lane  for  Henrietta  Whitney  and 
Caroline  Whitney,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  22,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  in  an 
existing  public  garage,  the  extension  of  the  use  to  include 
a  factory. 

PREMISES  AFFECTED — 12-26  30th  Avenue,  south  side, 
100  feet  west  of  14th  Street,  Block  515,  Lot  31,  Long 
Island  City,  Borough  of  Queens. 


628-29-BZ— Vol.  Ill 

APPLICANT — John  A.  Dwyer  for  Reems  Knitting  Mills, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  retail  and  residence  use  dis¬ 
trict  the  change  in  occupancy  of  an  existing  one  story 
building  from  the  storage  of  plumbing  and  heating  sup¬ 
plies  and  plumbing  shop  to  a  knitting  mill  with  accessory 
storage. 

PREMISES  AFFECTED— 71-36  to  71-38  (71-34  dis¬ 
played)  73rd  Street,  west  side,  90.08  feet  north  of 
Cooper  Avenue,  Block  3690,  Lot  22,  Glendale,  Borough 
of  Queens. 


407-40-BZ— Vol.  IV 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  19, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the 
extension  of  the  present  use  of  an  existing  gasoline 
service  station,  lubritorium  and  auto  laundry  to  include 
minor  auto  repairs  with  hand  tools  only  and  parking  of 
motor  vehicles  awaiting  service  or  repairs. 
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PREMISES  AFFECTED— 1927-1935  Flatbush  Avenue, 
northeast  corner  of  Kings  Highway,  Block  7819,  Lot  20, 
Borough  of  Brooklyn. 


143-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  1, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f,  7i,  7h  and  7 A 
of  the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  car  washing,  office 
and  sales,  minor  auto  repairs,  storage  room,  parking  and 
storage  of  motor  vehicles;  show  windows,  business  en¬ 
trances,  signs  within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 1586-1594  (1590  official)  For¬ 
est  Avenue  and  2-10  Crystal  Avenue,  southwest  corner, 
Block  1436,  Lots  6  and  8,  Port  Richmond,  Borough  of 
Richmond. 


718-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  2, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  car  wash,  sales  and  minor  repairs. 

PREMISES  AFFECTED — 741  Forest  Avenue,  northwest 
corner  of  North  Burgher  Avenue,  Block  183,  Lot  52, 
West  Brighton,  Borough  of  Richmond. 


1429-61-BZ 

APPLICANT — Robert  Gottlieb  for  Frank  Feller,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  17,  1972 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  parking  lot  for  not  more  than  four  cars. 

PREMISES  AFFECTED— 48  West  167th  Street,  south  side, 
49.36  feet  west  of  Anderson  Avenue,  Block  2509,  Lot  55, 
Borough  of  The  Bronx. 


593-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Cannizzaro, 
owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  building  for  use  as  restaurant  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 1911  Richmond  Avenue,  east 
side,  2101.81  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  19,  Bulls  Head,  Borough  of  Richmond. 


128-72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vagines, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 23-04  33rd  Street,  west  side,  25 
feet  south  of  23rd  Avenue,  Block  835,  Lot  44,  Astoria,  Bor¬ 
ough  of  Queens. 


129-72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vagines, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 23-08  33rd  Street,  west  side,  55 
feet  south  of  23rd  Avenue,  Block  835,  Lot  45,  Astoria,  Bor¬ 
ough  of  Queens. 


137-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Simone  and  Mary 
Scotto,  owner. 

SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 
the  addition  to  the  use  of  an  accessory  residential  parking 
facility  to  include  non-transient  parking  that  exceeds  the 
permitted  number  of  spaces  and  without  the  required 
screening. 

PREMISES  AFFECTED — 486  to  496  Autumn  Avenue,  west 
side,  50  feet  north  of  Glenmore  Avenue,  Block  4200,  Lots 
30  and  32,  Borough  of  Brooklyn.  Community  Board  #5. 


204-72-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Anthony  Gua- 
rino,  owner. 

SUBJECT — Application  March  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  enlargement  in  area  and  the 
change  in  use  of  an  existing  one  story  building  from  store 
to  funeral  establishment. 

PREMISES  AFFECTED — 258-272  Avenue  X,  southwest 
corner  of  West  3rd  Street,  Block  7192,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #13. 


209-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Hi  Arch  Garage, 
Incorporated,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  a  one  story  auto  repair  and 
taxi  service  establishment,  the  expansion  of  the  accessory 
parking  into  the  residence  district. 

PREMISES  AFFECTED — 127-01  Metropolitan  Avenue, 
northeast  corner  of  127th  Street,  Block  9249,  Lot  65,  Kew 
Gardens,  Borough  of  Queens.  Community  Board  #9. 

SAMUEL  L.  BECKER,  Chairman 
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MAY  30,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon ,  May  30,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

305-66-SA 

APPLICANT — International  Duplex  Corporation — Dry 
cleaning  machines. 

290-67-SM 

APPLICANT — Elizabeth  Iron  Work,  Incorporated — Open 
web  floor  beam. 


1057-67-SM 

APPLICANT — National  Gypsum  Company — Component  of 
a  three  hour  fire  rated  floor-ceiling  assembly. 


762-71-SA 

APPLICANT — Ferrari  and  Rossi  Equipment  Corporation — 
Dry  cleaning  machine. 


765-71-SM 

APPLICANT — SSP  Construction  Equipment  Corporation — 
Hook  block  for  multiple  reeving. 


192-72-SA 

APPLICANT — Warner  and  Swasey  Company — Warning 
device. 


197-72-SA 

APPLICANT — Pacific  Pumps  Division,  Dresser  Industries, 
Incorporated — Naphtha  feed  pump. 


224-72-SM 

APPLICANT — American  Standard  Incorporated — Bath¬ 
room  fixtures. 


252-72-SA 

APPLICANT — Rheem  Manufacturing  Company — Air  Con¬ 
ditioning  units. 


10-72- A 

APPLICANT — Frank  A.  Vaccaro  for  Jerry  Scotto,  owner. 

SUBJECT — Application  January  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  three  story 
frame  dwelling. 

PREMISES  AFFECTED — 224  St.  Johns  Avenue,  south¬ 
west  corner  of  Beethoven  Street,  Block  3005,  Lot  9,  Rose- 
bank,  Borough  of  Richmond. 


172-72-A 

APPLICANT — Herman  J.  Jessor  for  Twin  Pines  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  7,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  electrical  power 
of  steam  generating  plants  are  classified  as  D-l  in  refer¬ 
ence  standard  RS3-3  Building  Code,  City  of  New  York. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schroeders  Avenue,  Block  4452,  Lot  85,  Borough 
of  Brooklyn. 


225-72-A 

APPLICANT — Bernard  Goodman. 

OWNER  OF  PREMISES— Shelter  Realty  Corporation. 
SUBJECT — Application  March  28,  1972 — Revocation  of 
Alteration  Permit  No.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206-210  East  17th  Street,  south 
side,  120  feet  east  of  Third  Avenue,  Block  897,  Lots  69 
and  71.  Borough  of  Manhattan. 


238-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40724. 

PREMISES  AFFECTED — 65  Grasmere  Avenue,  northeast 
corner  of  Crist  Street,  Block  3163,  Lot  1,  Grasmere, 
Borough  of  Richmond. 


244-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40725. 

PREMISES  AFFECTED— 27  Crist  Street,  north  side,  56.17 
feet  west  of  Sheridan  Avenue,  Block  3163,  Lot  40,  Gras¬ 
mere,  Borough  of  Richmond. 

SAMUEL  L.  BECKER,  Chairman 


JUNE  6,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  6,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

68-40-BZ — Vol.  Ill 

APPLICANT — Elliot  Saltzman  for  81  East  116th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
terms  of  variance  which  expired  January  25,  1970— decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7f,  7e  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  retail  and  residence  use  district,  the 
extension  of  the  present  accessory  building  of  an  existing 
gasoline  station  and  extend  the  present  uses  of  lubritorium 
car  wash,  minor  auto  repairs  and  parking  and  storage  of 
motor  vehicles  to  include  the  parking  and  storage  of 
motor  vehicles  on  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED — 75-85  East  116th  Street,  north 
side,  110  feet  east  of  Madison  Avenue  and  60-62  East  117th 
Street,  Block  1622,  Lots  25,  44  and  45,  Borough  of 
Manhattan. 


597-44-BZ— Vol.  II 

APPLICANT — Millard  Bresin  for  Benjamin  Vitucci,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  14, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  portion  of  a  lot  located  in  a 
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residence  and  unrestricted  use  district,  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2987-2997  Atlantic  Avenue  and 
205-221  Elton  Street,  northeast  corner,  Block  3955,  Lot  48, 
Borough  of  Brooklyn. 


733-56-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  24,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and  stor¬ 
ing  of  motor  vehicles. 

PREMISES  AFFECTED — 283  East  164th  Street,  north¬ 
west  corner  of  College  Avenue,  Block  2432,  Lot  19,  Bor¬ 
ough  of  The  Bronx. 


617-56-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lilliam  Cronin, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  26,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  retail  and  local  retail  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  in  the  local  retail 
portion  of  the  plot. 

PREMISES  AFFECTED — 3120  Albany  Crescent,  east  side, 
72.7  feet  north  of  West  231st  Street,  Block  3267,  Lot  15, 
Borough  of  The  Bronx. 


1481-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  10,  1972 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES — 414  West  206th  Street,  south  side,  100  feet 
west  of  9th  Avenue,  Block  2202,  Lot  17,  Borough  of  Man¬ 
hattan. 


528-71-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT— Application  August  3,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 133-44  150th  Street,  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116, 
Lot  1,  South  Jamaica,  Borough  of  Queens. 


113-72-BZ 

APPLICANT — McGee  and  Morsellino  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner ;  American  Oil  Company,  lessee. 
SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 


Zoning  Resolution,  to  permit  in  a  C4  district,  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 166-06  Hillside  Avenue  and 
87-73  Merrick  Boulevard,  southeast  corner,  Block  9818, 
Lot  56,  Jamaica,  Borough  of  Queens. 


144-72-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  February  17,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
struction  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  housing  development. 

PREMISES  AFFECTED — 844  Gates  Avenue,  south  side, 
65  feet  west  of  Reid  Avenue,  Block  1636,  Lots  23,  29,  30, 
31,  Borough  of  Brooklyn.  Community  Board  #3. 


211-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 

SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  construction 
of  a  non-profit  residence  for  the  elderly  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  with  off-site  acces¬ 
sory  parking. 

PREMISES  AFFECTED— 343-357  100th  Street,  9924  4th 
Avenue,  northwest  corner,  Block  6134,  Lots  28,  33, 
Borough  of  Brooklyn.  Community  Board  #10. 


212-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 

SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  73-451 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  and  maintenance  of  an  off-site  accessory 
parking  facility  for  a  non-profit  residence  for  the  elderly. 

PREMISES  AFFECTED— 10002-08  4th  Avenue  and  350 
100th  Street,  southwest  corner,  Block  6137,  Lot  61,  Borough 
of  Brooklyn.  Community  Board  #10. 


241-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Soldiers’,  Sailors’ 
and  Airmen’s  Club  of  New  York,  Steven  C.  Lyras  and 
James  C.  Conforti,  Jr.,  owners. 

SUBJECT— Application  April  5,  1972— decision  of  Ihe 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R10  district,  the  erection  of  a 
26  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  and  lot  coverage,  has  less  then  the  required  lot 
area  per  room,  encroaches  on  the  required  tower  setback 
and  has  a  non-complying  arcade. 

PREMISES  AFFECTED— 281-287  Lexington  Avenue  and 
132-136  East  37th  Street,  southwest  corner,  Block  892,  Lots 
61,  62,  63,  Borough  of  Manhattan.  Community  Board  #6. 

SAMUEL  L.  BECKER,  Chairman 
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JUNE  6,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  6,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

727-71- A — Vol.  II 

APPLICANT— Maxfield  &  Heywood  Blaufeux  for  Century 
Villa  Incorporated,  owner. 

SUBJECT — Application  reopened  April  11,  1972  as  Volume 
II — appeal  from  a  decision  of  the  Borough  Superintendent 
re-  portion  of  building  is  less  than  8%  of  the  total 
perimeter. 

PREMISES  AFFECTED— 9515  Avenue  N,  northside, 
102.10J4  feet  west  of  east  96th  Street,  Block  8279,  Lot  6, 
Borough  of  Brooklyn. 


164-72- A 

APPLICANT— Robert  C.  Marx  for  Minnesota  Mining  and 
Mfg.  Company,  owner. 

SUBJECT— Application  February  28,  1972— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  brand  super  duty  rubbing 
compound  #5955”  in  one  gallon  hi-density  polyethylene 
bottle  containers  not  in  compliance  with  the  regulations  of 
the  Administrative  Code  of  New  York  City. 


165-72-A 

APPLICANT — Allen  B.  Terjesen  for  Anthony  Varriano. 
owner. 


SUBJECT— Application  March  1,  1972— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 79  Tyson  Street,  east  side,  100 
feet  north  from  Fillmore  Street,  Block  70,  Lot  5,  New 
Brighton,  Borough  of  Richmond. 


257-72-A 

APPLICANT— Kingsford  Company,  owner. 

SUBJECT — Application  April  13,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioners  re-  packaging  of  com¬ 
bustible  mixture  known  as  Kingsford  Charcoal  Lighter 
Fluid  in  32  ounce  plastic  containers  not  in  compliance  with 
regulations  of  New  York  City  Administrative  Code. 


266-72-A 

APPLICANT— Therm-X  Chemical  &  Oil  Corporation, 
owner. 

SUBJECT— Application  April  18,  1972— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flamma¬ 
ble  mixtures  known  as  Fuel  Gas  Line  Anti-Freeze,  Trizone 
Gas-Line  Anti-Freeze,  Dry  Tank  Gas-Line  Anti-Freeze 
and  Dry-O-Lene  Gas-Line  Anti-Freeze  in  8  ounce  metal 
containers  with  a  pull-tab  for  opening  sealed  containers 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  2,  1972,  10  A.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  April  18,  1972,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  April  27,  1972,  Vol. 
57,  No.  17. 

677-54-BZ— Vol.  II 

APPLICANT— Victor  E.  Block  for  415  West  150th,  In¬ 
corporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  terms  of  variance  which  expires  May  1,  1972 — 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  the 
change  of  occupancy  from  garage  and  dead  storage,  to 
garage,  storage  of  roofing  materials  and  sheet  metal  shop. 
PREMISES  AFFECTED— 413-415  West  150th  Street, 

north  side,  93  feet  2  inches  east  of  Convent  Avenue, 

Block  2065,  Lot  22,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Victor  E.  Block. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  February  19,  1957,  on  certain  conditions ;  .  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  2,  1972,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
19,  1957,  as  amended  through  September  19,  1967,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  May  1,  1972,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  655-67) 


190-55-BZ 

APPLICANT — Irwin  Emerman  for  Cities  Service  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  4,  1972 — 
decision  of  the  Borough  Superintendent ;  ^previously 
granted  on  condition  under  Sections  7f  and  7 A  of  the 
Zoning  Resolution  permitting  in  a  business  use  district  the 
relocation  of  existing  gasoline  service  station  located  at 
6101-6111  Bay  Parkway,  to  present,  site  presently  used 
for  the  sale  of  used  cars  by  permitting  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  car 
washing  (non  automatic)  motor  vehicle  repairs,  and  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles  with  a  business  entrance  (curb  cut)  nearer  the 
residence  use  district  than  is  permitted. 


PREMISES  AFFECTED — 6002-6012  Bay  Parkway,  south¬ 
west  corner  of  60th  Street,  Block  5522,  Lot  36,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  9,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  2,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  9,  1955,  as  amended  through  June  4,  1957,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  June  4,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (N.  B.  246-55) 


576-56-BZ 

APPLICANT — Millard  Bresin  for  Petrina  Franzone, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  19,  1972 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,,  lubritorium, 
non  automatic  auto  laundry,  minor  auto  repairs  shop  with 
hand  tools  only  and  the  parking  of  motor  vehicles  await¬ 
ing  service. 

PREMISES  AFFECTED — 49-05  Astoria  Boulevard  North, 
northeast  corner  of  49th  Street,  Block  1000,  Lot  35,  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  19,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  2,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  19,  1957,  as  amended 
through  December  14,  1971,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  for  a  term  of  ten  years  from  February  19, 
1972,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
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the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  325-56) 


754-56-BZ 

APPLICANT — Marand  Associates  for  Morton  Pinkwasser 
d/b/a  Portrom  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  business  use  district, 
the  maintenance  of  a  parking  lot  (non  commercial)  (non 
transient)  on  the  unbuilt  upon  portion  of  the  plot  in  the 
rear  of  existing  stores. 

PREMISES  AFFECTED — 66-98  East  Burnside  Avenue, 
2035-2045  Morris  Avenue,  southwest  corner  and  2036-2046 
Walton  Avenue,  southeast  corner  of  East  Burnside 
Avenue,  Block  2829,  Lot  45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Rubin  Pikus. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board 
on  May  7,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  2,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  7, 
1957,  as  amended  through  February  15,  1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  February  15, 
1972,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  997-56) 


545-70-BZ 

APPLICANT — Edwin  Storch  for  Queens  Stewart  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  April  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  encroaches  on  the 
required  side  yard  and  has  less  than  the  required  open 
space  ratio. 

PREMISES  AFFECTED— 34-37  59th  Street,  east  side, 
178.80  feet  south  of  Broadway,  Block  1198,  Lot  26,  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  20,  1971,  on  certain  conditions;  and 

W hereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
20,  1971,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  April  20,  1972.”  (N.  B.  4621-70) 


640-69-BZ 

APPLICANT — Frank  A.  Vaccaro  for  J.  Edward  Meislohn, 
owner. 

SUBJECT — Application  October  28,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-1 
district,  the  enlargement  in  area  of  an  accessory  parking 
area  for  a  funeral  establishment  into  the  residence  district. 

PREMISES  AFFECTED — 1289  Forest  Avenue,  north  side, 
57.08  feet  east  of  Hamlin  Place,  Block  383,  Lot  18,  Port 
Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at 
2  P.M.,  for  decision;  applicant  to  file  amended  plans; 
previously  inspected. 


641- 71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT — Application  September  28,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  73-62  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  11  story  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  increases 
the  degree  of  non-compliance  in  lot  area  requirements 
and  minimum  distance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 3201-3223  Avenue  H,  and  773- 
793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at 
10  A.M.,  continued  hearing.  Previously  inspected. 

642- 71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT — Application  September  28,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  windows 
opening. 

PREMISES  AFFECTED— 3201  to  3223  Avenue  H,  and 
773  to  793  East  32nd  Street,  northeast  corner,  Block 
7560,  Lot  1,  Borough  of  Brooldyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at 
10  A.M.,  continued  hearing.  Previously  inspected. 


750-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Salvatore 
Castelli,  owner. 
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SUBJECT — Application  December  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  and  basement,  two  family  dwelling  with 
a  doctor’s  office  that  exceeds  the  permitted  lot  coverage, 
has  less  than  the  required  lot  area  per  room  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 2501  Cropsey  Avenue,  north¬ 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Harriet  Jacobs. 

For  Opposition:  Andrew  A.  Verdi,  Ann  Verdi  and 
Marion  Verdi. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  further  information. 
Continued  hearing. 


805-71-BZ 

APPLICANT — George  Fuchs  for  Marlboro  Jewish  Center, 
owner. 

SUBJECT — Application  December  29,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  R5  district, 
the  erection  of  a  two  story  and  cellar  enlargement  to  an 
existing  synagogue  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 2324  to  2328  West  13th  Street, 
west  side,  160  feet  south  of  Avenue  W,  Block  7160,  Lots 
15  and  18,  Borough  of  Brooklyn.  Community  Board 
#13. 

APPEARANCES— 

For  Applicant:  George  Fuchs  and  Alfonso  Duarte. 

For  Opposition:  Felleppia  Zito. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at 
10  A.M.,  for  the  purpose  of  the  applicant  meeting  with 
the  community. 


17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  enlargement  to  a  retail  store  that  creates  non- 
compliance  in  floor  area  ratio  and  encroachment  within 
the  rear  yard. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  2 
P.M.,  for  decision ;  applicant  to  file  revised  plans ;  pre¬ 
viously  inspected. 


18-72-A 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 

SUBJECT — Application  January  19,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  exceeds  60  per  cent  of  building. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 


ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at 
2  P.M.,  for  decision;  previously  inspected. 


170-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  195  Broadway  Corporation,  owner. 

SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 195  Broadway,  northwest  corner 
of  Dey  Street,  Block  80,  Lots  1,  14,  17,  20,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Irving 
Gershon. 

For  Opposition:  John  J.  Abberley. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  10 
A.M.,  for  additional  plans  to  be  submitted.  Continued 
hearing.  Previously  inspected. 


171-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 
SUBJECT — Application  March  3,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-68  of  the  Zoning 
Resolution,  to  permit  in  a  C5-5  district,  the  erection  of  a 
connecting  bridge  between  two  buildings  that  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 14-26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Irving 
Gershon. 

For  Opposition:  John  J.  Abberley. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  10 
A.M.,  for  additional  plans  to  be  submitted.  Continued  hear¬ 
ing.  Previously  inspected. 


223-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 

SUBJECT — Application  March  27,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Projection  of 
bridge  not  permissible  beyond  building  line. 

PREMISES  AFFECTED— 14  to  26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Irving 
Gershon. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at  10 
A.M.,  for  additional  plans  to  be  submitted.  Continued  hear¬ 
ing.  Previously  inspected. 


604-71-BZ 

APPLICANT — Alphonse  J.  Calvanico  for  Benedict  Realty 
Corporation^  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
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street  to  determine  the  lot  area  requirement  for  a  multi¬ 
ple  dwelling. 

PREMISES  AFFECTED — 40  Elias  Place,  south  side, 
140.41  feet  east  of  Jewett  Avenue,  Block  356,  Lot  310, 
Castleton  Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  . .  5 

Negative:  . .  0 


Adjourned:  11:25  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  2,  1972,  2  P.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

754-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 
SUBJECT — Application  December  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
area  and  reconstruction  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 1780  60th  Street,  southwest 
corner  of  6002  to  6010  18th  Avenue,  Block  5518,  Lot  38, 
Borough  of  Brooklyn.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Not  Voting:  Commissioner  Agusta .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  14,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  March  28,  1972;  then  to  May  2,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  18,  1971,  acting  on  N.B.  Applic.  466/1971, 
reads : 

“1.  The  proposed  construction  _  of  an  automotive 
service  station  with  lubritorium,  minor  repairs,  occa¬ 
sional  car  washing,  storage  and  sale  of  auto  accessories 
is  not  permitted  in  Cl-2  in  R5  districts  and  is  contrary 
to  Sec.  32-10  and  32-25  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 


Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  the  enlargement  in  area  and  reconstruction 
of  an  automotive  service  station  with  accessory  uses,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  December  8,  1971,”  2  sheets 
and  “March  17,  1972,”  1  sheet  on  further  condition  that  the 
6'  high  woven  wire  fence,  50  percent  open,  be  installed  on 
the  northwesterly  lot  line  to  the  adjoining  dwelling,  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  1  year 
from  the  date  of  this  resolution. 

181-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY— C26-106.2(e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT — Reference  Standard  RS  10-1  (Masonry) 
Amendment  to  add  new  Section  10.16 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD— Modify  Reference  Standard  10-1 
by  adding  thereto  a  new  Section  10.16. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  April  18,  1972, 
after  due  notice;  and 

W hereas.  the  Board  has  determined  that  Reference  Stand¬ 
ard  RS  10-1  (masonry)  should  be  amended  by  adding  a  new 
section  10-16. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  amend  Reference  Standard 
RS  10-1  by  adding  a  new  section  10.16  to  read  as  follows : 

Section  10.16  Horizontal  Compression  Joints: — All  con¬ 
crete  framed  high-rise  buildings  to  be  constructed  over  150'- 
0"  in  height  (as  measured  from  adjoining  grade  to  the  main 
roof  level),  whose  exterior  walls  are  of  cavity  wall  construc¬ 
tion  with  steel  lintels,  shall  have  horizontal  compression 
joints  in  the  exterior  walls  to  prevent  masonry  distress  in¬ 
duced  by  vertical  shortening  of  the  structural  frame. 

(a)  Horizontal  compression  joints  shall  be  %  inch  in 
thickness  (minimum),  with  inch  neoprene  polyethylene, 
or  urethane  gasket  or  equivalent  joint  filler  filling  the  entire 
joint,  except  for  a  recess  from  the  toe  of  the  lintel  angle  to 
the  exterior  of  the  facing  brick,  to  provide  space  for  caulk¬ 
ing.  These  joints  shall  be  spaced  at  40  foot  intervals  (maxi¬ 
mum),  and  the  details  shown  on  the  plans. 

(b)  The  applicant  of  record  shall  submit  a  statement  (or 
engineering  analysis)  that  the  minimum  code  requirements 
as  stated  in  (a)  are  sufficient  to  provide  for  the  effects  of 
vertical  shortening  of  the  structural  frame  or  specify  addi¬ 
tional  horizontal  compression  joints  of  at  least  inch  thick¬ 
ness. 

2300-BZY — Vol.  VII 

ACTION  OF  BOARD — Time  to  complete  construction 

extended. 
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THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1972. 


717-71-A 

APPLICANT — Charles  F.  Murphy  for  Peter  Galasso,  In¬ 
corporated,  owner,  PDC  Systems,  Division  of  W.  R. 
Grace  and  Company,  lessee. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  printing  ink,  solvent. 
PREMISES  AFFECTED — 58-38  Page  Place,  west  side, 
528  feet  3"  north  of  Grand  Avenue,  Block  2603,  Lot  150, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  1,  1971  on  Order  No.  71-4478,  reads: 

“1.  Replace  all  lights,  motors,  switches,  rheostats, 
or  other  spark  producing  devices,  with  a  type  approved 
for  use  in  explosive  atmospheres  within  10  feet  of  Ink 
Trays  of  all  Printing  Presses.  (C19.11.0  Adm.  Code.) 

3.  Replace  all  B.  X.  armored  cable  and  thin  wall 
conduit  within  10  feet  of  Ink  Trays  of  all  Printing 
Presses.  (C19.11.0  Adm.  Code.) 

4.  Replace  all  junction,  splice  boxes  and  fittings 
within  10  feet  of  Ink  Trays  of  all  Printing  Presses  with 
boxes  and  fittings  approved  for  use  in  explosive  at¬ 
mospheres.  (C19.11.0  Adm.  Code.)” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  1,  1971,  acting  on  Order  No..  71-4478 
Objection  Nos.  1,  3,  and  4  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  existing  one-source  automatic  wet  pipe  sprinkler 
system  with  central  office  connection  be  maintained;  that 
the  existing  press  ventilation  systems  and  the  proposed  ven¬ 
tilation  system  to  be  located  at  floor  level,  adjacent  to 
each  press,  be  electrically  interconnected  so  as  to  operate 
ten  minutes  before  presses  are  activated  and  continue  in 
operation  ten  minutes  after  presses  are  shut  down ;  that  such 
portable  fire  extinguishers  be  provided  as  the  Fire  Com¬ 
missioner  shall  direct;  on  further  condition  that  the  building 
shall  conform  to  drawings  marked  received  “November  11, 
1971,”  5  sheets  and  “April  28,  1972,”  5  sheets ;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


804-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— John  Cozzoli. 

SUBJECT — Application  December  29,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 93-  to  95  Avenue  U,  north 
side  60  feet  east  of  West  10th  Street,  Block  7096,  Lot  45, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Julian  Shestack. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
December  29,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

93-95  Avenue  U,  Brooklyn — Certificate  No.  195815 
The  modifying  of  the  subject  certificate  is  necessary  to 
permit  the  issuance  of  an  order  by  this  Department  to 
require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Administra¬ 
tive  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a.  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  a  non  automatic  sprinkler  system  with  an  auto¬ 
matic  fire  alarm  with  central  office  connection  in  the  cellar, 
and  that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 

808-71- A 

APPLICANT — Shreve  Lamb  and  Harmon  Associates  for 
Fisher  Brothers  Albany  Company,  owner. 

SUBJECT — Application  December  30,  1971 — appeal,  from  a 
decision  of  the  Borough  Superintendent  re-  vertical  fire 
division,  stairs,  corridors,  exit  passageways,  escalators. 
PREMISES  AFFECTED— 126  to  138  Liberty  Street,  3  to 
13  Albany  Street,  124  to  140  Greenwich  Street,  133  to  151 
Washington  Street,  entire  block,  Block  54,  Lots  1,  3,  6,  8, 
15,  16,  18,  20,  21,  22,  23  and  26  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Fred  E.  Hertan. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  3,  1971  on  N.B.  Applic.  31-71,  reads: 
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“CIO — Vertical  Fire  Division  between  2nd  and  4th 
story  does  not  conform  to  sect.  C26-504.2  (LL.  76). 

Cll — Termination  of  required  stairs  do  not  extend 
in  a  continuous  enclosure  to  an  open  exterior  space  as 
per  Sect.  C26-602.4  (LL.76). 

C12 — Interior  Corridors  thru-out  building  to  be  of 
incombustible  material  as  per  sect.  C26-604.2(h)  (2)  (one 
hour  rating). 

C13 — Exit  passageways  to  conform  to  sect.  C26- 
604.3(h)  and  C26-604.3(h)  (2)  (not  remote). 

04 — Escalators  that  are  to  be  used  as  means  of 
exit  to  comply  with  sect.  C26-604.ll  in  its  entirety  (one 
hour  rating).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  December  3,  1971,  acting  on  N.B.  Application 
31-71,  Objection  Nos.  CIO,  Cll,  02,  03  and  04,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  exit  opening  shall  be 
provided  from  the  north  stair  at  the  first  floor  level  which 
shall  be  openable  during  normal  business  hours ;  on  further 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  April  21,  1972,”  9  sheets,  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


130-72-A 

APPLICANT — Joseph  Papp  for  Parks  Recreational  and 
Cultural  Affairs  Administration,  New  York  Shakespeare 
Festival,  owner. 

SUBJECT — Application  February  11,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  theatre  use 
on  the  third  floor. 

PREMISES  AFFECTED— 425  Lafayette  Street,  east  side, 
160  feet  7  inches  south  of  Astor  Place,  Block  544,  Lot  16, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Gorgio  Cavalleri. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  26,  1972  on  Alt.  Applic.  318-66,  reads : 

“1.  Proposed  theatre  use  on  the  3rd  floor  (a)  south 
portion  240  Seats  and  b)  North  portion  240  Seats)  of 
a  class  3  N.  F.  P.  Bldg,  is  not  permitted  as  per  C26- 
254.0  A.  C. 

2.  Proposed  structure  to  be  used  for  entertainment 
and  accommodation  of  more  than  three  hundred  per¬ 
sons,  should  comply  with  Article  13  as  per  C26-715.0 
A.  C. 

3.  Proposed  Horizontal  egress  does  not  conform 
with  C26-296.0  (3). 

4.  Proposed  egress  does  not  conform  with  C26-292.0 
A.  C.  as  with  the  Horizontal  egress  (if  accepted)  can 
not  accommodate  250  persons.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superinten¬ 
dent,  dated  January  26,  1972,  acting  on  Alt.  Applic.  318-66, 


Objection  Nos.  1,  2,  3,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
March  22,  1972,”  4  sheets  and  “April  28,  1972,”  one  sheet; 
and  that  all  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 


153-72-A 

APPLICANT — Jerome  L.  Grushkin  for  Borgee  Builders, 
owner. 

SUBJECT — Application  February  23,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 121  Whitman  Avenue,  north 
side,  170  feet  east  of  Hylan  Boulevard,  Block  5203,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1972  on  N.  B.  Applic.  1080-70,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  duly  placed  on  the  official  map,  and  no  Certifi¬ 
cate  of  Occupancy  can  be  issued,  as  per  Article  2,  Sec¬ 
tion  36  of  the  General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8 % 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legal  mapped  street  or  frontage  space — contrary 
to  Sec.  C26-401.1  (building  code). 

3.  Access  to  building  has  not  been  provided  for 
fire  department  from  a  street  or  frontage  space  contrary 
to  Section  C26-401.2  (building  code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1972,  acting  on  N.  B.  Applic.  1080-70, 
Objection  Nos.  1,  2,  3,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pave¬ 
ment  to  the  middle  of  the  street  be  in  accordance  with  the 
standards  of  the  Department  of  Highways ;  that  the  building 
shall  substantially  comply  with  drawings  marked  “Received 
February  23,  1972,”  6  sheets ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


154-72-A 

APPLICANT — Jerome  L.  Grushkin  for  Borgee  Builders, 
owner. 

SUBJECT — Application  February  23,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 119  Whitman  Avenue,  north 
side,  140  feet  east  of  Hylan  Boulevard,  Block  5203,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Jerome  L.  Grushkin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1972  on  N.B.  Applic.  1079-70,  reads: 

“1.  The  street  giving  access  to  the  proposed  build¬ 
ing  is  not  duly  placed  on  the  official  map,  and  no  Cer¬ 
tificate  of  Occupancy  can  be  issued,  as  per  Article  2,  Sec¬ 
tion  36  of  the  General  City  Law. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  a  legally  mapped  street  of  frontage  space — contrary 
to  C26-401.1  (building  code). 

3.  Access  to  building  has  not  been  provided  for  Fire 
Department  from  a  street  or  frontage  space  contrary  to 
Sect.  C26-401.2  (building  code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1972,  acting  on  N.B.  Applic.  1079-70,  Ob¬ 
jection  Nos.  1,  2,  3,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  Febru¬ 
ary  23,  1972,”  6  sheets ;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


121-72-A 

APPLICANT — Larry  Meltzer  for  Price  Nelson  Incorpo- 
porated,  owner ;  Columbus  Foods  Incorporated,  lessee. 

SUBJECT — Application  February  7,  1972 — appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED— 289-295  Columbus  Avenue,  54- 
60  West  74th  Street,  southeast  corner,  Block  1126,  Lot  61, 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

For  Administration :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  2 
P.M.  for  continued  hearing;  applicant  to  file  amended 
plans  and  additional  information;  previously  inspected. 


139-72-A 

APPLICANT— Harry  Soled  for  Rabbi  C.  Friedman,  owner. 

SUBJECT — Application  February  16,  1972 — decision  of  the 
Borough  Superintendent,  re-  public  use  in  frame  building. 

PREMISES  AFFECTED — 4706  12th  Avenue,  west  side,  35 
feet  2%  inches  from  47th  Street,  Block  5627,  Lot  59, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  2 
P.M.  for  continued  hearing;  applicant  to  file  amended 
plans ;  previously  inspected. 


150-72-A 

APPLICANT — Albert  Homer  Swanke  for  Rock  McGraw, 
Incorporated,  owner;  Rock  McGraw,  Incorporated,  lessee. 
SUBJECT — Application  February  22,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent — re-  Interior 
corridors,  and  transoms. 

PREMISES  AFFECTED— 1221-37  Avenue  of  the  Ameri¬ 
cas,  west  side  from  West  48th  to  West  49th  Streets,  Block 
1001,  Lots  13  thru  53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Homer  Swanke  and  Richard  S. 
Hayden. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1972,  at  2 
P.M.  for  decision;  hearing  closed. 


Adjourned:  3:00  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  March  23,  1971,  as  they 
appeared  in  Bulletin  No.  13,  Vol.  56,  are  hereby  corrected 
to  read  as  follows : 

439-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

APPEARANCES— 

For  Applicant :  Dan  G.  Kottke. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . . . . .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
439-70-SM — The  United  States  Gypsum  Company,  New 
York,  filed  for  approval  of  USG  Exterior  Curtain  Wall,  2 
Hour  Assembly  with  Stucco  Exterior,  under  the  provisions 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  2  hour  fire  resistant  curtain  wall. 

DESCRIPTION :  The  wall  is  unsymmetrical  and  non-load 
bearing.  It  has  a  total  thickness  of  534"*  The  interior  of  the 
wall  is  composed  of  334"  wide  20  gauge  steel  studs  spaced 
16"  on  center.  A  layer  of  34"  thick  insulating  gypsum  wall- 
board  is  screw  attached  to  one  side  of  the  studs.  The  other 
side  is. faced  with  a  layer  of  screw  attached  Y"  thick  gypsum 
sheathing,  3.4  lb.  galvanized  self-furring  metal  lath,  and  1" 
thick  lime-cement  stucco.  The  stucco  is  composed  of  1  part 
Portland  cement  to  34  part  lime  to  6  parts  sand  for  the 
scratch  coat,  1  part  of  cement  to  1%  parts  of  lime  to  7  parts 
of.  sand  for  the  brown  coat  by  volume.  The  ingredients  are 
mixed  with  sufficient  water  to  form  a  workable  mixture. 
The  cavities  between  the  studs  are  filled  with  3"  thick 
Themafiber  mineral  insulating  blankets. 

INSPECTION  AND  TEST :  The  wall  was  tested  by  the 
Ohio  State  University  Engineering  Experiment  Station  (Re¬ 
port  No.  4851)  and  was  given  a  two  hour  fire  resistive  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  USG  Exterior  Curtain  Wall,  2  Hour 
Assembly  with  Stucco  Exterior,  under  the  provisions  of 
C26-501.1  of  the  Building  Code. 

The  Committee  further  recommends  that  the  limiting 
height  of  the.  wall  shall  be  in  accordance  with  the  limitations 
as  set  forth  in  the  applicant’s  catalogue  e/1821  which  is  on 
file  with  the  record.  All  plans  submitted  to  the  Department 
of  Buildings  showing  the  proposed  use  of  this  construction 
shall  be  labeled  ‘‘Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
439-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

*  Correction :  In  the  Description  portion  of  the  Resolu¬ 
tion  the  matter  shown  in  italics  has  been  added  to  correct. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  9,  1971,  as  they 
appeared  in  Bulletin  No.  7,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

176-70-SM 

APPLICANT — United  States  Gypsum  Company,  owner; 
J.  R.  Dowling  and/or  D.  G.  Kottke,  agent. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
176-70-SM — The  United  States  Gypsum  Company,  New 
York,  N.  Y.,  filed  for  approval  of  a  Three-Hour  Staggered 
Truss  with  a  One-Hour  Gypsum  Wallboard  Chasewall  par¬ 
tition  under  the  provisions  of  C26-501.1  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Three-hour  fire  rated  truss  within  a 
one-hour  fire  rated  non-load  bearing  partition  (Chasewall). 
DESCRIPTION :  The  truss  has  a  top  horizontal  10WF 
25.4  structural  steel  beam  with  cross-sectional  dimensions  of 
10"  x  434",  a  YY'  x  %e"  thick  flange,  and  a  cross-sectional 
area  of  7.38  square  inches.  It  is  anchored  to  the  concrete 
18"  on  center.  The  bottom  horizonal  is  a  4}4"  x  1"  thick 
rectangular  steel  plate.  The  vertical  members  are  double 
3"  x  1  steel  channels  with  a  thick  web,  flanges  with 
an  average  thickness  of  Ya"  ,  and  a  cross-sectional  area  of 
1.19  square  inches.  The  two  channels  are  connected  at  their 
third  points  by  YY’  x  4"  x  J4"  steel  inserts.  The  overall 
vertical  member  dimensions  are  3"  x  3^4".  The  diagonal 
members  are  similar  to  the  vertical  members.  They  vary 
in  that  the  two  channels  are  connected  by  being  welded  to 
YY'  thick  steel  plates  at  both  ends.  All  members  are  con¬ 
nected  to  each  other  by  means  of  welding  to  YY'  x  14"  x  16" 
steel  connecting  plates.  All  members  are  covered  on  all 
sides  with  a  1^4"  thick  layer  of  a  cementitious  mixture 
(sprayed  plaster),  which  has  a  minimum  average  density  of 
23  lbs./cubic  foot. 

The  partition  assembly  consists  of  the  truss  protected  on 
both  sides  by  a  34"  thick  layer  of  gypsum  or  lath  wallboard. 
The  wallboard  is  screwed  to  steel  studs  and  floor  and  ceiling 
runners.  The  runners  are  channel-shaped,  1"  deep  x  2YY' 
wide,  No.  25  gauge  galvanized  steel,  attached  to  the  floor 
and  ceiling  with  powder  driven  concrete  fasteners.  The  steel 
studs  are  channel-shaped,  2 YY'  wide  x  1^4"  legs,  have  Ya" 
folded  flanges  in  legs,  and  are  made  of  No.  25  gauge  gal¬ 
vanized  steel. 

INSPECTION  AND  TEST :  The  truss  and  partition  were 
tested  by  Underwriters’  Laboratories  (File  R1319-125-126, 
R4142,  Assignment  68CH7035-6).  The  truss  was  given  a 
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three-hour  fire  rating  and  the  partition  was  given  a  one- 
hour  fire  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  a  Three-Hour  Staggered-Truss  with 
the  One-Hour  Gypsum  Wallboard  Chasewall  partition  as 
herein  described  under  the  provisions  of  C26-501.1  of  the 
Building  Code.  The  truss  and  partition  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  176-70- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

*  Correction :  In  the  Description  portion  of  the  Resolu¬ 
tion  the  gauge  is  corrected  to  read  from  23  to  25. 


CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  January  27,  1970,  as  they 
appeared  in  Bulletin  No.  6,  Vol.  55,  are  hereby  corrected  to 
read  as  follows : 

464-67-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
SUBJECT — Additional  fire-resistive  floor/roof  assembly. 

APPEARANCES— 

For  Applicant:  Dan  G.  Kottke. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Glass,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
464-67-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and  roof  assembly. 

United  States  Gypsum  Company,  New  York,  requested  that 
the  resolution  adopted  December  3,  1968  under  Calendar 
Number  464-67-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  an  additional  fire-resistive  floor  and  roof  assembly. 
PROPOSED  USE:  Two-hour  fire-resistive  floor  or  roof 
construction. 

DESCRIPTION :  The  assembly  is  a  floor  or  roof  and  ceil¬ 
ing  assembly  consisting  of  2  inch  thick  steel-edged  tongue 
and  groove  gypsum  planks  supported  by  steel  joists.  The 
gypsum  planks  are  covered  with  94  inch  glass  fiber  insula¬ 
tion  board  topped  with  a  three-ply  built-up  roofing.  The 
structure  is  protected  by  means  of  a  ceiling  of  24  x  48  x  94 
inch  thick  acoustical  panels  in  an  exposed  grid  system.  In¬ 
cluded  in  the  ceiling  is  an  air  diffuser  and  four  recessed  light 
fixtures.  The  air  duct  opening  not  to  exceed  55  sq.  inches 
per  100  sq.  ft.  and  the  light  fixtures  not  to  exceed  16  sq.  ft. 
per  100  sq.  ft.  of  ceiling  area.  The  construction  is  in  accord¬ 
ance  with  Ill.  I  as  contained  in  Underwriters’  Laboratories 
Report  R5403-3  which  is  on  file  with  the  record. 
INSPECTION  AND  TEST :  A  roof  construction,  as  herein 
described,  was  tested  at  the  Underwriters’  Laboratories  in 
accordance  with  the  requirements  of  ASTM  El  19.  The  con¬ 
struction  successfully  met  the  fire  and  hose  stream  require¬ 
ments  of  a  two-hour  fire-resistive  roof  construction.  The 
complete  report,  Underwriters’  Laboratories  R5403-3,  is  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1968  under 
Calendar  Number  464-67-SM  be  reopened  and  amended  so 
as  to  include  the  additional  two-hour  fire-resistive  roof  con¬ 
struction  as  herein  described  when  installed  in  accordance 
with  Ill.  I  as  contained  in  Underwriters’  Laboratories  Re¬ 
port  R5403-3  which  is  on  file  with  the  record,  on  condition 
that  the  air  duct  opening  shall  not  exceed  55  sq.  inches/100 
sq.  ft.  of  ceiling  area  and  that  the  light  fixtures  shall  not 
exceed  16  sq.  ft./lOO  sq.  ft.  of  ceiling  area  and  further  that 
all  requirements  of  the  resolution  adopted  December  3,  1968 
under  Calendar  Number  464-67-SM  be  complied  with. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

George  F.  Sklenarik, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

*  Correction:  In  the  Proposed  Use  and  Description  por¬ 
tions  of  the  Resolution  the  matter  in  italics  has  been  added 
to  correct. 
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DOCKET 

New  Cases  Filed  up  to  May  9, 1972 

Cal.  No.  Dept.  Premises  Affected 

316-72-SM — Clima-King  Incorporated,  clima-king  PG  60- 
185  for  roof  top  air  conditions,  manufactured  by  Clima- 
King  Incorporated,  Material. 


317-72-SM — Mac-Fab  Products  Incorporated,  mac-cor 
type  one  and  type  two  metal  floor  decking,  manufactured 
by  Mac-Fab  Products,  Material. 


318-72-A — B.Q. — 119-02  23rd  Avenue,  waterfront  prop¬ 
erty,  Borough  of  Queens,  F.  D.  letter  of  4/6/72,  re¬ 
transportation  of  fuel  oil  throughout  the  city  streets. 


319-72-A — B.M. — 344  East  28th  Street,  southeast  corner 
of  1st  Avenue,  Block  933,  Lots  25,  18,  Borough  of  Man¬ 
hattan,  B.N.  375-72,  re-  egress,  R-8  and  C2-5  district. 


320-72-BZ — B.Q. — 80-08  45th  Avenue,  southeast  corner 
of  80th  Street,  Block  1533,  Lots  36,  43,  69,  Elmhurst, 
Borough  of  Queens,  Community  Board  #4,  Alt.  No. 
400-72,  re-  proposed  change  of  use  from  factory  to  nurs¬ 
ing  home,  bulk,  parking,  Ml-1  district. 


321-72-A — B.B. — 1000  Pennsylvania  Avenue,  southwest 
corner  of  Wortman  Avenue,  Block  4389,  Lot  1,  Borough 
of  Brooklyn,  N.B.  111-71,  re-  omission  of  standpipe  sys¬ 
tem,  Ml-1  district. 


322-72-A — B.Q. — 62-10  99th  Street,  southwest  corner  of 
62nd  Road,  Block  2093,  Lot  133,  Rego  Park,  Borough  of 
Queens,  N.B.  1806-66,  re-  accessory  off  street  parking, 
R7-1  district. 


323-72-BZ — B.Bx. — 1875  Bartow  Avenue,  northwest  cor¬ 
ner  of  Ely  Avenue,  Block  4795,  Lot  21,  Borough  of  The 
Bronx,  Community  #12,  N.B.  54-72,  re-  proposed,  res¬ 
taurant,  R4  district. 


330- 72-A — B.M. — 375  Pearl  Street,  southeast  corner  of 
Madison  Stret,  Block  113,  Lot  100,  Borough  of  Manhat¬ 
tan,  Misc.  Stdp.  108-72,  re-  hose  stations,  C6-4  district. 

331- 72-BZ — B.Bx. — 1865  Bruckner  Boulevard,  1020  to 
1044  Leland  Avenue,  northeast  corner,  and  1023  to  1040 
Underhill  Avenue,  Block  3731,  Lot  1,  Borough  of  The 
Bronx,  Community  Board  #9,  N.B.  57-72,  re-  proposed 
automotive  service  station,  C2-1  and  R5  district. 


332-72-BZ — B.Bx. — 1877  Bruckner  Boulevard,  1023  to 
1043  Underhill  Avenue,  northwest  corner,  1020  to  1044 
Leland  Avenue,  Block  3731,  Lot  1,  Borough  of  The 
Bronx,  Community  Board  #9,  N.B.  56-72,  re-  proposed 
accessory  parking,  C2-1  and  R5  district. 


333-72-A  B.Bx. — 610  Clarence  Avenue,  north  side,  54 
feet  west  of  Schley  Avenue,  Block  5486,  Lots  1,  3,  Bor- 
i°o  Bronx,  Dept,  of  Ports  and  Terminals 

#/2U112,  re-  building  in  bed  of  mapped  street,  C3  district. 


334-72-BZ— B.B. — 1175  McDonald  Avenue,  east  side,  220 
feet  north  of  Avenue  J,  Block  6514,  Lot  70,  Borough  of 
Brooklyn,  Community  Board  #12,  N.B.  162-72,  re-  rear 
lot  line,  one  story  factory  and  warehouse,  Ml-1  district. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 
(Filed  pursuant  to  Section  11-324) 


4073-BZY— -Vol.  IV — B.M. — 455  1st  Avenue,  Block  932, 
Lots  16  to  21,  24  to  28,  N.B.  163-60. 


Restored  to  Docket 


314-70-A— -Vol.  II — F.  D. — 438  Varick  Avenue,  northeast 
corner  of  Maspeth  Avenue,  Block  2838,  Lot  1,  Borough 
of  Brooklyn,  F.D.  Order  70-2618  re-  smoking  within 
plant  area. 


324-72-BZ — B.Q. — 46-01  Kissena  Boulevard,  southeast 
corner  of  46th  Avenue,  Block  5208,  Lots  1,  3,  Flushing, 
Borough  of  Queens,  Community  Board  #7,  re-  proposed 
automotive  service  station,  C2-2  district. 


325-72-BZ — B.R. — 729  Delafield  Avenue,  north  side,  75.28 
feet  east  of  Clove  Road,  Block  223,  Lot  114,  West  Brigh¬ 
ton,  Borough  of  Richmond,  Community  Board  #2,  Alt. 
No.  263-69,  re-  proposed  extension  of  photo  off  set  print¬ 
ing  shop  and  office,  side  yards,  Cl-2  district. 


South  Street,  Austins  Place,  soutl 
side,  200  feet  west  of  Bard  Avenue,  Block  142;  Lot  23 
West  Brighton,  Borough  of  Richmond,  Community 
Board  #2  N.B.  1212-71,  re-  proposed  nursing  home 
Cl-1  in  R3-2  district. 


327-72-SM  Inland- Ryerson  Construction  Products  Com¬ 
pany,  two  hour  fire-rated  and  insulated  wall  system 
various  models,  manufactured  by  Inland-Ryerson  Con¬ 
struction  Products  Company,  Material. 


328-72-SM — Inland-Ryerson  Construction  Products  Com¬ 
pany,  one  hour  fire-rated  and  insulated  wall  system, 
various  models,  manufactured  by  Inland-Ryerson  Con¬ 
struction  Products  Company,  Material. 


329-72-SM — Inland-Ryerson  Construction  Products  Com¬ 
pany,  exterior  wall  and  liner  panels,  various  models, 
manufactured  by  Inland-Ryerson  Construction  Products 
Company,  Material. 


?fERIxrATI(£NSi,  D— Department  of  Buildings;  B.B.— Department 

R  oB— nenfrtmBrTk/n  ?/'-D^artment  of  Buildings,  Manhattan; 
hS.y.  Department  of  Buildin.es,  Queens;  B.R. — Department  of  Build- 

HSSiti,Rnhm0?d:  Denartment  of  Buildings,  Bronx;  H.D.— 

Health  Department;  F.D. — Fire  Department. 


JUNE  6,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  6,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

68-40-BZ— Vol.  Ill 

APPLICANT — Elliot  Saltzman  for  81  East  116th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
terms  of  variance  which  expired  January  25,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7f,  7e  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  retail  and  residence  use  district,  the 
extension  of  the  present  accessory  building  of  an  existing 
gasoline  station  and  extend,  the  present  uses  of  lubritorium 
car  wash,  minor  auto  repairs  and  parking  and  storage  of 
motor  vehicles  to  include  the  parking  and  storage  of 
motor  vehicles  on  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED — 75-85  East  116th  Street,  north 
side,  110  feet  east  of  Madison  Avenue  and  60-62  East  117th 
Street,  Block  1622,  Lots  25,  44  and  45,  Borough  of 
Manhattan. 
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597-44-BZ — Vol.  II 

APPLICANT — Millard  Bresin  for  Benjamin  Vitucci,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  14, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  portion  of  a  lot  located  in  a 
residence  and  unrestricted  use  district,  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2987-2997  Atlantic  Avenue  and 
205-221  Elton  Street,  northeast  corner,  Block  3955,  Lot  48, 
Borough  of  Brooklyn. 


733-56-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  24,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  parking  and  stor¬ 
ing  of  motor  vehicles. 

PREMISES  AFFECTED— 283  East  164th  Street,  north¬ 
west  corner  of  College  Avenue,  Block  2432,  Lot  19,  Bor¬ 
ough  of  The  Bronx. 


617-56-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lilliam  Cronin, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  26,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  retail  and  local  retail  use  district,  the 
maintenance  of  a  parking  lot  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  in  the  local  retail 
portion  of  the  plot. 

PREMISES  AFFECTED — 3120  Albany  Crescent,  east  side, 
72.7  feet  north  of  West  231st  Street,  Block  3267,  Lot  15, 
Borough  of  The  Bronx. 


1481-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  10,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  maintenance  of 
a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES— 414  West  206th  Street,  south  side,  100  feet 
west  of  9th  Avenue,  Block  2202,  Lot  17,  Borough  of  Man¬ 
hattan. 


528-71-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  August  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 133-44  150th  Street,  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116, 
Lot  1,  South  Jamaica,  Borough  of  Queens. 


113-72-BZ 

APPLICANT — McGee  and  Morsellino  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner ;  American  Oil  Company,  lessee. 

SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C4  district,  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED — 166-06  Hillside  Avenue  and 
87-73  Merrick  Boulevard,  southeast  corner,  Block  9818, 
Lot  56,  Jamaica,  Borough  of  Queens. 


144-72-BZ 

APPLICANT— Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  February  17,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
struction  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  housing  development. 

PREMISES  AFFECTED — 844  Gates  Avenue,  south  side, 
65  feet  west  of  Reid  Avenue,  Block  1636,  Lots  23,  29,  30, 
31,  Borough  of  Brooklyn.  Community  Board  #3. 


211-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 

SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  construction 
of  a  non-profit  residence  for  the  elderly  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  with  off-site  acces¬ 
sory  parking. 

PREMISES  AFFECTED— 343-357  100th  Street,  9924  4th 
Avenue,  northwest  corner,  Block  6134,  Lots  28,  33, 
Borough  of  Brooklyn.  Community  Board  #10. 


212-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 

SUBJECT — Application  March  23,  1972— decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  73-451 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  and  maintenance  of  an  off-site  accessory 
parking  facility  for  a  non-profit  residence  for  the  elderly. 

PREMISES  AFFECTED— 10002-08  4th  Avenue  and  350 
100th  Street,  southwest  corner,  Block  6137,  Lot  61,  Borough 
of  Brooklyn.  Community  Board  #10. 

241-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Soldiers’,  Sailors’ 
and  Airmen’s  Club  of  New  York,  Steven  C.  Lyras  and 
James  C.  Conforti,  Jr.,  owners. 

SUBJECT — Application  April  5,  1972 — decision  of  Jhe 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R10  district,  the  erection  of  a 
26  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  and  lot  coverage,  has  less  then  the  required  lot 
area  per  room,  encroaches  on  the  required  tower  setback 
and  has  a  non-complying  arcade. 

PREMISES  AFFECTED— 281-287  Lexington  Avenue  and 
132-136  East  37th  Street,  southwest  corner,  Block  892,  Lots 
61,  62,  63,  Borough  of  Manhattan.  Community  Board  #6. 

SAMUEL  L.  BECKER,  Chairman 
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JUNE  6,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  6,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 22  Washington  Square  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


727-71-A — Vol.  II 

APPLICANT — Maxfield  &  Heywood  Blaufeux  for  Century 
Villa  Incorporated,  owner. 

SUBJECT — Application  reopened  April  11,  1972  as  Volume 
II — appeal  from  a  decision  of  the  Borough  Superintendent 
re-  portion  of  building  is  less  than  8%  of  the  total 
perimeter. 

PREMISES  AFFECTED — 9515  Avenue  N,  northside, 
102.10J4  feet  west  of  east  96th  Street,  Block  8279,  Lot  6, 
Borough  of  Brooklyn. 


164-72-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  and 
Mfg.  Company,  owner. 

SUBJECT — Application  February  28,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  brand  super  duty  rubbing 
compound  #5955”  in  one  gallon  hi-density  polyethylene 
bottle  containers  not  in  compliance  with  the  regulations  of 
the  Administrative  Code  of  New  York  City. 


165-72-A 

APPLICANT — Allen  B.  Terjesen  for  Anthony  Varriano. 
owner. 

SUBJECT — Application  March  1,  1972 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 79  Tyson  Street,  east  side.  100 
feet  north  from  Fillmore  Street.  Block  70,  Lot  5,  New 
Brighton,  Borough  of  Richmond. 


257-72-A 

APPLICANT — Kingsford  Company,  owner. 

SUBJECT — Application  April  13,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioners  re-  packaging  of  com¬ 
bustible  mixture  known  as  Kingsford  Charcoal  Lighter 
Fluid  in  32  ounce  plastic  containers  not  in  compliance  with 
regulations  of  New  York  City  Administrative  Code. 


266-72-A 

APPLICANT — Therm-X  Chemical  &  Oil  Corporation, 
owner. 

SUBJECT — Application  April  18,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flamma¬ 
ble  mixtures  known  as  Fuel  Gas  Line  Anti-Freeze,  Trizone 
Gas-Line  Anti-Freeze,  Dry  Tank  Gas-Line  Anti-Freeze 
and  Dry-O-Lene  Gas-Line  Anti-Freeze  in  8  ounce  metal 
containers  with  a  pull-tab  for  opening  sealed  containers 
not  in  compliance  with  regulations  of  the  Administrative 
Code  of  New  York  City. 

SAMUEL  L.  BECKEJR,  Chairman 


JUNE  13,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  13,  1972  at  10  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

825-28-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Company, 

owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  15,  1972 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  proposed 
erection  and  maintenance  of  a  gasoline  service  station, 
auto  washing,  lubritorium,  sale  of  auto  accessories,  minor 
repairs  with  hand  tools  only,  parking  and  storage  of  cars. 

PREMISES  AFFECTED — 1982  Bronxdale  Avenue,  and 
1951-1961  Barns  Avenue,  northwest  corner  and  780-792 
Neill  Avenue,  Block  4261,  Lot  60,  Borough  of  The  Bronx. 

435-53-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Concetta  Tuozzo, 
owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6,  1972 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  change  in  occupancy 
from  five  car  garage  to  storage  and  bailing  of  scrap  paper 
and  rags. 

PREMISES  AFFECTED— 6712  11th  Avenue,  west  side 
60  feet  south  of  67th  Street,  Block  5765,  Lot  44,  Borough 
of  Brooklyn. 

851-56-BZ 

APPLICANT — Goldwater  and  Flynn  for  Helen  C.  Nugent, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  26,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  selling  station,  office,  lubri¬ 
torium,  car  washing,  repairing,  parking  and  storage  of 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED — South  side  of  Westchester 
Avenue,  100  ft.  west  of  Pugsley  Avenue,  Block  3796,  Lots 
17,  21  and  23,  Borough  of  The  Bronx. 


16-58-BZ 

APPLICANT — Ervin  Palmer  for  First  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  7,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  retail  and  residence  use  district,  the  extension 
of  the  present  parking  lot  from  the  retail  portion  into  the 
residence  portion  of  the  plot. 

PREMISES  AFFECTED — 443-447  3rd  Avenue,  east  side, 
19  feet  9  inches  south  of  East  31st  Street  and  206  East  31st 
Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 


791-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  Dorothy,  Harriet, 
Francis  T.  and  Raymond  C.  Murphy,  owners,  Castle  Keep’ 
Incorporated,  lessee. 
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SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Cl-2  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED — 3397  East  Tremont  Avenue, 
east  side,  26.47  feet  north  of  Bruckner  Boulevard,  Block 
5309,  Lots  7  and  54,  Borough  of  The  Bronx.  Community 
Board  #10. 

125-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Carl  J.  Maz- 
zara,  owner. 

SUBJECT — Application  February  9,  1972 — decision  of  the 
borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  Ml-1  district,  in  an  existing 
three  story  building  the  conversion  of  the  first  floor  store 
into  residential  use. 

PREMISES  AFFECTED — 6223  14th  Avenue,  northeast 
corner  of  63rd  Street,  Block  5734,  Lot  1,  Borough  of 
Brooklyn. 

159-72-BZ 

APPLICANT — Morton  S.  Cahn  for  H.  &  R.  Associates, 
owner. 

SUBJECT — Application  February  24,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  on  a  plot  de¬ 
veloped  with  retail  stores,  the  addition  to  the  use  of  one 
store  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 127-19  Merrick  Boulevard, 
north  side,  from  Anderson  Road  to  Selever  Road.  Block 
12488,  Lot  1,  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  #12. 


186-72-BZ 

APPLICANT — Noah  N.  Sherman  for  Riverside  Memorial 
Chapel,  Incorporated,  owner. 

SUBJECT — Application  March  13,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  the  en¬ 
largement  in  lot  area  of  an  existing  funeral  establishment 
previously  before  the  Board  for  use  as  accessory  parking. 

PREMISES  AFFECTED— 152-158  East  179th  Street, 
southwest  corner  of  Creston  Avenue,  Block  2806,  Lots 
37,  40,  Borough  of  The  Bronx.  Community  Board  #5. 


210-72-BZ 

APPLICANT — Stephen  B.  Jacobs  for  H.  Kluft  and  B. 
Finkel,  owners. 

SUBJECT— Application  March  23,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  the  erection 
of  a  seven  story  and  mezzanine  multiple  dwelling  that  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room. 

PREMISES  AFFECTED— 432-434  East  88th  Street,  south 
side,  257  feet  east  of  York  Avenue,  Block  1567,  Lot  35, 
Borough  of  Manhattan.  Community  Board  #8. 


253-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  April  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  and  lot  area  for  a  development  of  two  family  resi¬ 
dences  with  accessory  parking  within  the  front  yard. 


PREMISES  AFFECTED — 79 7  Armstrong  Avenue,  east 
side,  40.15  feet  north  of  Genesee  Avenue,  Block  5470,  Lot 
2,  Great  Kills,  Borough  of  Richmond. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district  the  inclu¬ 
sion  of  that  portion  of  the  lot  within  the  bed  of  the 
mapped  street  for  the  lot  area  requirement  of  a  two  fam¬ 
ily  dwelling. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  in¬ 
clusion  of  that  portion  of  the  lot  within  the  bed  of  the 
mapped  street  for  the  lot  area  requirement  of  a  two  family 
dwelling. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

419- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 
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SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

SAMUEL  L.  BECKER,  Chairman 


JUNE  13,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  13,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

746-71-A 

APPLICANT — -Aaron  Halpern  for  New  York  Phoenix 
School  of  Design,  owner. 

SUBJECT — Application  December  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  at  center 
of  building  to  be  enclosed. 

PREMISES  AFFECTED — 160  to  162  Lexington  Avenue, 
northwest  corner  of  30th  Street,  Block  886,  Lot  21,  Bor¬ 
ough  of  Manhattan. 


182-72-A 

APPLICANT — Charles  M.  Spindler  for  First  National  City 
Bank,  owner. 

SUBJECT — Application  March  8,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 

PREMISES  AFFECTED — 254  Park  Avenue  South,  north¬ 
west  corner  of  East  20th  Street,  Block  849,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


183-72-A 

APPLICANT — Charles  M.  Spindler  for  Grokash  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  8,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 

PREMISES  AFFECTED — 236-238  West  30th  Street,  south 
side,  300  feet  east  of  8th  Avenue,  Block  779,  Lot  63,  Bor¬ 
ough  of  Manhattan. 


188-72-A 

APPLICANT — Kenneth  L.  Meyer  for  Garry  Laboratories, 
owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  “Engine  Tune  Up”  and  “Gas 
Stinger”  in  15  fl.  oz.  containers,  metal  cans  without  re¬ 
placeable  tops  or  caps. 


191-72-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 
SUBJECT — Application  March  15,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  transportation  of  Fuel 
oil  jn  New  York  City. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  9,  1972,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan. 

978-65-BZ 

APPLICANT — Millard  Bresin  for  M.  D.  Operating  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  obtain  a  Certificate  of  Occupancy,  which  expired 
December  14,  1966 — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  permitting  in  a  Cl-2  dis¬ 
trict,  at  an  existing  automotive  service  station  with  acces¬ 
sory  uses  including  non-storage  garage  previously  granted 
by  the  Board,  the  enlargement  of  the  user  to  include  ac¬ 
cessory  parking. 

PREMISES  AFFECTED— 15-17  Bay  14th  Street,  1672- 
1680  86th  Street,  southeast  corner,  Block  6365,  Lot  33, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  T.  Hartnett. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occu¬ 
pancy  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  14,  1965,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  14,  1965,  only  as  to  the 
time  to  obtain  a  Certificate  of  Occupancy,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
six  months  from  the  date  of  this  amended  resolution.” 
(Alt.  3141-64) 


100-68-BZ 

APPLICANT — Milton  Feldman  for  Edo  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Deputy  Com¬ 
missioner  of  Marine  and  Aviation,  under  Section  73-29  of 
the  Zoning  Resolution,  permitting  in  an  M2-1  district,  in 
an  existing  one  story  mechanical  testing  laboratory,  the 
storage  of  Class  IV  material. 

PREMISES  AFFECTED — 109-20  14th  Avenue,  south  side, 
100  feet  west  of  110th  Street,  Block  4044,  Lot  6  (part  of) 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Milton  Feldman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  2,  1968,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  2,  1970; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  2, 
1968,  as  amended  through  June  2,  1970,  only  insofar  as  it 
refers  to  the  type  and  quantity  of  explosives  permitttd  to  be 
stored,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  the  quantity  of  explosives  stored  shall  be  limited 
to  60  pieces  of  Navy  Model  EX  107  Cartridge  and  56 
pieces  of  Edo  Part  No.  68336-3  (Walter  Kidde  Part 
No.  873364)  Cartridge,  Fire  Extinguisher,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Dept,  of 
Ports  and  Terminals  letter  dated  4/18/72) 


894-68-BZ — Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete,  which  expires  June  9,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R6  district,  the  erection  of  a  retail  store 
with  accessory  parking  in  the  open  area. 

PREMISES  AFFECTED— 2477  Crotona  Avenue,  710  East 
189  Street,  southwest  corner,  Block  3105,  Lot  26,  Borough 
of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1970,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  1,  1971 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  9, 
1970,  as  amended  through  June  1,  1971,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  9,  1972.”  (N.  B.  454-68) 


36-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  200  West  79th 
Street  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete,  which  expires  May  12,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  C2-1  and  C2-7  district,  the  erection 
of  an  18  story  residential  store  building  that  exceeds  the 
permitted  floor  area  ratio  and  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 
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PREMISES  AFFECTED — 380-394  Amsterdam  Avenue, 
200-204  West  79th  Street,  southwest  corner,  201-205  West 
78th  Street,  Block  1170,  Lots  29,  30,  32,  34,  35,  36,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  12, 
1970,  as  amended  through  May  18,  1971,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  12,  1972.”  (N.B.  111-69) 


314-70-A — Vol.  II 

APPLICANT — Edwin  G.  Collins  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  Dis¬ 
continue  smoking  anywhere  within  plant  area ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 438  Varick  Avenue,  northeast 
corner  of  Maspeth  Avenue,  Block  2838,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Willard  R.  Lehn  and  Edwin  G.  Collins. 
ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 


304-67-BZ— Vol.  Ill 

APPLICANT — Andrew  Di  Cammillo  for  Marjan  Realty 
Company,  owner. 

SUBJECT — Application  reopened  as  Volume  III,  Septem¬ 
ber  1,  1971 — -decision  of  the  Borough  Superintendent,  un¬ 
der  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing. 

PREMISES  AFFECTED — 1680  Carnarsie  Road,  south  side, 
100.554  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at 
2  P.M.,  for  decision ;  applicant  to  file  corrected  drawings; 
previously  inspected;  hearing  closed. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED— 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

For  Opposition:  Peter  Tinervia. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  the  purpose  of  providing  additional  information. 
Continued  hearing. 


776-71-BZ 

APPLICANT — Harold  E.  Diamond  for  City  of  New  York, 
owner;  Jewish  Community  Center  of  Staten  Island,  lessee. 
SUBJECT — Application  December  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-17  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  outdoor  day  camp  with  accessory  uses. 
PREMISES  AFFECTED — 1466  Manor  Road,  west  side, 
100.00  feet  south  of  Brielle  Avenue,  Block  955,  Lot  100, 
Todt  Hill,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  be  notified. 

779-71-BZ 

APPLICANT — Dr.  Daniel  Dicker  for  Clearview  Nursing 
Home,  owner. 

SUBJECT — Application  December  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  construc¬ 
tion  of  an  off-site  accessory  parking  facility  for  a  nursing 
home. 

PREMISES  AFFECTED— 157-14  19th  Avenue,  19-01 
157th  Street,  southeast  corner,  Block  4749,  Lot  1,  White- 
stone,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Dr.  Daniel  Dicker,  Nathan  Lucks  and  R. 
Retlay. 

For  Opposition :  Angela  Stanicid  and  Mary  Correnti. 
ACTION  OF  BOARD — Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  file  plans. 


793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED— 351-357  Second  Avenue,  west 
side,  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
30,  Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Lauren  F.  Otis  and  Helen  K.  Otis. 


456 


MINUTES 


ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  applicant. 


5-72-BZ 

APPLICANT— Nathan  Silberman  and  M.  L.  Goldsmith 
for  Parkdale  Realty  Company,  owner. 

SUBJECT— Application  January  6,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district,  in 
an  existing  6  story  and  cellar  multiple  dwelling,  the  con¬ 
version  of  the  doctors  office  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-conformity  and  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 89-10  63rd  Drive,  east  side,  320 
feet  north  of  Carlton  Street,  Block  3117,  Lot  17,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Marvin  L.  Goldsmith,  Paul  Goldin  and 
Nathan  Silberman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  the  purpose  of  amending  application  and  provid¬ 
ing  additional  information.  Continued  hearing. 


6-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Frank  Pic¬ 
colo,  owner ;  Compusort  and  the  Prudential  Life  Insurance 
Company,  lessee. 

SUBJECT— Application  January  10— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
one  story  enlargement  to  the  commercial  building  that 
encroaches  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 1078  to  1082  Utica  Avenue, 
northwest  corner  of  Beverly  Road,  Block  4734,  Lot  32, 
Borough  of  Brooklyn.  Community  Board  $9. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  the  purpose  of  providing  additional  information. 
Continued  hearing. 


15-72-BZ 

APPLICANT— George  Fuchs  of  Office  of  Samuel  Paul  for 
White  Castle  Systems,  Incorporated,  owner. 

SUBJECT— Application  January  18,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  conjunction  with 
the  reconstruction  of  a  drive-in  restaurant  the  installation 
of  illuminated  signs  that  exceed  the  permitted  surface  area. 

PREMISES  AFFECTED— 96-22  Rockaway  Boulevard, 
southwest  corner  of  97th  Street,  Block  9167,  Lot  7,  Wood- 
haven,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  George  Fuchs  and  Carl  Vernon. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  the  purpose  of  amending  the  application.  Con¬ 
tinued  hearing. 


90-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R10  and  Cl-5  district,  the 
erection  of  four  additional  stores  to  an  existing  eight  story 
telephone  exchange. 

PREMISES  AFFECTED— 208  to  216  East  79th  Street, 
south  side,  85  feet  east  of  Third  Avenue,  Block  1433,  Lots 
40,  44,  and  145,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  the  purpose  of  providing  additional  information. 
Continued  hearing. 


126-72-BZ 

APPLICANT— Andrew  Di  Camillo  for  St.  Finbar’s  R.  C. 
Church,  owner. 

SUBJECT— Application  February  10,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  off-site  accessory  garage  for  a  church 
that  encroaches  on  the  required  front  yard  and  rear  yard. 

PREMISES  AFFECTED— 137  Bay  20th  Street,  east  side, 
203  feet  J4  inch  south  from  Benson  Avenue,  Block  6405, 
Lot  12,  Borough  of  Brooklyn,  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition  :  Lillian  Gell. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1972,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  submit  additional 
information;  previously  inspected. 

Adjourned:  11 :15  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  9,  1972,  2  P.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta. 

218-72-BCR 

APPLICANT— Joseph  Stein,  Commissioner,  Department 
of  Buildings—  Subject:  Reference  Standard  RS  5-5 
(ASTM  E-84  Standard  Method  of  Tests  for  Surface 
Burning  Characteristics  of  Building  Materials — 1961) 
Amendment  to. 

APPEARANCES— 

For  Applicant:  I.  Minkin. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  2 
P.M.  for  the  purpose  of  discussing  late  submissions  of  ad¬ 
ditional  information. 


98-70-SM 

APPLICANT— Sprague  Meter  Company,  Division  of  Tex¬ 
tron,  Incorporated,  owner. 

SUBJECT — Gas  pressure  regulators. 

APPEARANCES— 

For  Applicant :  J.  D.  Selim. 

ACTION  OF  BOARD — Approved,  in  accordance  with  the 
report  and  recommendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  . . 0 

Absent :  Commissioner  Madigan  .  1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
98-70-SM — The  Sprague  Meter  Company,  a  Division  of  Tex¬ 
tron,  Incorporated,  Bridgeport,  Connecticut,  filed  for  ap¬ 
proval  of  Sprague  gas  pressure  regulators  (Models  B-31, 
B-32,  B-33,  B-34,  under  the  provisions  of  RS-16,  PI  15.6  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Gas  pressure  regulators. 

DESCRIPTION:  The  regulators  are  housed  in  a  cast  iron 
or  malleable  iron  valve  body.  The  energy  to  operate  the 
final  control  element  is  derived  from  the  controlled  medium, 
gas  flovv.  The  gas  flows  through  a  single  orifice  valve,  a 
lower  diaphragm  casing,  and  an  upper  diaphragm  casing. 
The  upper  casing  houses  the  side  of  the  diaphragm  which  is 
vented  to  the  atmosphere.  The  pressure  of  the  gas  flow  upon 
the  diaphragm  causes  it  to  deflect.  The  deflection  is  trans¬ 
mitted  from  the  membrane  to  the  valve  linkage  to  a  loaded 
spring.  The  loaded  spring  is  actuated  and  blocks  flow 
through  the  orifice.  The  gas  flow  is  diverted  to  reduce  pres¬ 
sure.  Data  for  the  individal  models  are  as  follows: 


Inlet  Pressure — 

Model 

PSI 

B-31 

0.5—125 

B-32 

0.5—125 

B-33 

0.5—125 

B-34 

0.5—150 

Orifice  Size —  Capacity 
Inches  SCFH 

%—y2  95—2500 

V»— y2  45—500 

y—y2  45—500 

Va—Va  500—3500 


INSPECTION  AND  TEST:  The  regulators  were  pres¬ 
sure  tested  by  Factory  Mutual  Research  Corporation  (No. 
21559,  on  file)  and  failed  between  1200  psi  and  1450  psi,  ten 
times  the  rated  working  pressures. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Sprague  pressure  regulators  (Models 
B-31,  B-32,  B-33,  B-34,  under  the  provisions  of  RS-16, 
PI  15.6  of  the  Building  Code  of  the  City  of  New  York.  The 
regulators  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  98-70-SM.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


198-72-SM 


Gypsum  Company,  Incorporated, 


Wall- 


APPLICANT— Kaiser 

owner. 

SUBJECT— Application  March  17,  1972— Gypsum 
board  Wood  Stud  Partition,  approval  of. 

APPEARANCES— 

I" or  Applicant:  Robert  J.  Montiesano. 

ACTION  OF  BOARD— Approved,  in  accordance  with  th< 
THE°VOTE— COmmendati°n  °f  tHe  Committee  on  Tests. 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  . £ 


Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
198-72-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,  filed  for  approval  of  Two  Hour  Fire  Rated 
Gypsum  Wallboard  Wood  Stud  Partition  under  the  pro¬ 
visions  of  C26-501.1  of  the  Building  Code  of  the  City  of  New 
York. 


PROPOSED  USE:  Two  Hour  Fire  Rated  Load  Bearing 
Combustible  Drywall  partition. 

DESCRIP  HON :  The  partition  consists  of  2"  x  4"  wood 
studs  16"  o.c.  staggered  8"  o.c.  and  adequately  supported  by 
bridging  inserts  between  the  studs  on  2"  x  6"  top  and  bot¬ 
tom  wood  plates  with  two  layers  of  ¥%"  Null-A-Fire  Type 
A  gypsum  wallboard  on  each  side.  The  materials  and  con¬ 
struction  of  the  partition  are  in  accordance  with  the  specifi¬ 
cations  of  Underwriters’  Laboratories  Wall  and  Partition 
Design  No.  4—2  Hr. 

INSPECTION  AND  TEST:  The  assembly  is  built  in 
accordance  with  the  specifications  of  Underwriters’  Labora¬ 
tories  Wall  and  Partition  Design  No.  4 — 2  Hr.  and  Under¬ 
writers’  Laboratories  letter  of  October  31,  1968  for  this 
partition. 


RECOMMENDATION :  The  Committee  on  Test  recom- 

mendYx.thnuappi:oyfrI  of  Kaiser  Two  Hour  Fire  Rated  Gyp¬ 
sum  Wallboard  Wood  Stud  Partition  for  use  in  locations 

^h5Te  ?tvy°  \our  combustible  construction  is  permitted  by 
I  able  3-4  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York.  Plans  submitted  to  the 
Department  of  Buildings  showing  proposed  use  of  the  parti- 
Uon  shall  be  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  m  New  York  City  under  Calendar 
Number  198-72-SM  and  further  the  applicant  shall  supply 
copies  of  Drawings  known  as  Modified  U.  L  Design  4—2 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  lamiliar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


200-72-SM  - - 

APPLICANT  Kaiser  Gypsum  Company,  Incorporated, 
owner.  r  ’ 

SUBJECT— Application  March  17,  1972  Wood  Joist-Gyp¬ 
sum  Drywall  Floor-Ceiling  Assembly,  approval  of. 

APPEARANCES— 

For  Applicant:  Robert  J.  Montiesano. 

ACTION  OF  BOARD — Approved,  in  accord  with  the 
report  and  recommendation  of  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
t  Commissioner  Nolan  and  Commissioner  Agusta  .....'  4 

Negative :  .  •  •  •  •  •  ^ 

Absent :  Commissioner  Madigan  . 1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
200-72-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,  filed  for  approval  of  a  One  Hour  Fire  Rated 
Wood  Joist  Gypsum  Dry  wall  Floor-Ceiling  Assembly  under 
the  provisions  of  C26-501.1  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  One  Hour  Fire  Rated  Combustible 
Floor-Ceiling  Assembly. 

DESCRIPTION:  The  top  layer  is  1"  x  3"  wood  tongue- 
and-groove  finished  flooring.  The  wood  subflooring  is  1  ' x.  6 
tongue-and-groove  and  is  fastened  to  the  joists.  The  joists 
are  2"  x  10",  fire  stopped  in  accordance  with  C26-504.7d 
Building  Code  of  the  City  of  N.  Y.  spaced  16"  o.c.,  which 
are  linked  by  1"  x  3"  wood  cross  bridging.  Resilient  strip 
channels  below  the  joists,  2l/["  wide  x  deep,  are  formed 
of  No.  28  gauge  galvanized  steel  and  are  spaced  24"  o.c. 
perpendicular  to  the  joists.  The  strips  are  screw  attached 
to  the  joists.  The  ceiling  is  J4"  thick  x  4'  wide  gypsum 
wallboard,  which  is  installed  with  its  long  dimension  per¬ 
pendicular  to  the  resilient  strips  and  the  side  edges  of  the 
board  located  between  joists.  The  wallboard  is  screw 
attached  to  the  resilient  strips.  An  alternate  construction  is 
the  nailing  of  the  wallboard  directly  to  the  joists,  with  the 
long  dimension  of  the  wallboard  perpendicular  to  the  joists. 
The  wallboard  joints  are  covered  with  paper  tape  embedded 
in  a  cementitious  compound  or  fiber  glass  tape  stapled  to 
the  wallboard  and  covered  with  a  1/16"  thick  coating  of  gyp¬ 
sum  plaster. 

INSPECTION  AND  TEST :  The  assembly  was  fire  tested 
by  Underwriters’  Laboratories  (File  R3543-6,  Assignment 
65K2624  and  File  R3543-8,  Assignment  68NK1361,  on  file) 
with  and  without  the  use  of  the  resilient  strips.  Both  tests 
resulted  in  a  one  hour  fire  rating. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Kaiser  One  Flour  Fire  Rated 
Wood  Joist  Gypsum  Drywall  Floor-Ceiling  Assembly  for 
use  in  buildings  in  which  one  hour  rated  combustible  con¬ 
struction  is  permitted  by  Table  3-4  of  the  Building  Code 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of 
the  City  of  New  York.  Plans  submitted  to  the  Department 
of  Buildings  showing  proposed  use  of  this  construction  shall 
include  the  drawings  contained  in  the  test  reports  cited 
above  and  shall  be  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  200-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  April  24,  1970— decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  Mul¬ 


tiple  Dwelling  Law  is  an  existing  31  story  multiple  dwell¬ 
ing,  the  addition  to  the  uses  to  include  transient  parking 
for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090- 
1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jacob  R.  Heller. 

For  Opposition:  John  J.  Carr,  Herbert  Mendelson  and 
Laurence  W.  Shanahan. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  . . . ;  •  •. . : ' :  v  •  ® 

Negative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
April  11  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  April  25,  1972;  then  to  May  9,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1970,  acting  on  Alt.  Applic.  407/1970,  reads : 

“A1 — Proposed  transient  parking  within  an  existing 
accessory  garage  in  a  Class  A  M.  D.,  located  in  a  Cl-9 
district  is  contrary  to  Section  36-461  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 

that  the  appeal  be  denied ;  and  .  .  . 

Whereas,  the  Board  finds  the  proposed  transient  parking 

is  inappropriate  to  the  surrounding  area;  and 

Whereas,  the  Board  finds  that  the  applicant  has  failed 
to  sustain  the  burden  of  proof  concerning  the  need  for  tran¬ 
sient  parking  in  the  surrounding  area ;  and 

WMereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  a  variance  under 
Section  60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1970,  acting  on  Alteration  Application 
407/1970,  Objection  No.  Al,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


696-71-BZ 

APPLICANT— Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 

SUBJECT— Application  October  27,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  in  an  exist¬ 
ing  six  story  multiple  dwelling,  the  conversion  of  the 
doctors’  offices  in  the  cellar  to  an  apartment  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 41  to  45  West  71st  Street, 
north  side,  300  feet  east  of  Columbus  Avenue,  Block 
1124,  Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Marvin  L.  Goldsmith. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  . . . ;  •  •. . v  •  ® 

Negative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Absent :  Commissioner  Madigan  .  1 


MINUTES 


THE  RESOLUTION— 

YVhereas,  a  public  hearing  was  held  on  this  application  on 
April  25,  1972,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  May  9,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  Alt.  Applic.  1442/1970, 
reads : 

“A14 — Proposed  floor  area  exceeds  allowable  floor 
area  contrary  to  Section  23-142  Zoning  Regulations.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  C  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  acting  on  Alt.  Applic.  1442/1970 
Objection  No.  A14  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


697-71-A 

APPLICANT — Nathan  Silberman  and  Marvin  L.  Gold¬ 
smith  for  Lumark  Construction  Corporation,  owner. 
SUBJECT  Application  October  27,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-cellar  apart¬ 
ment. 

PREMISES  AFFECTED— 41  to  45  West  71st  Street, 
north  side,  300  feet  east  of  Columbus  Avenue,  Block  1124, 
Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Marvin  L.  Goldsmith. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  4 

Negative :  .  "  '  q 

Absent :  Commissioner  Madigan  . 1 

THE  RESOLUTION— 

*5  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  on  Alt.  Applic.  1442-70,  reads: 

,,  4-1)  12  Repeat  A2 — Apt.  in  cellar  contrary  to  Sec. 

34  and  216  M.  D.  L. 

Sectffin376  M^D1  IA^~bathr00m  Cellar  contrary  to 

Resolved  that  this  application  is  hereby  withdrawn  at  the 
request  of  the  applicant. 


725-71-BZ 

A  — Joseph  H.  Lombardi  for  Lawrence 

Mohr,  owner,  Ettore  d’Ortona  and  Nichols  Finnoli,  lesse. 

SVi?J?CT~^p&licati.on  November  12,  1971— decision  c 
the  Borough  Superintendent,  under  Section  72-21  of  th 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  a 
existing  seven  story  multiple  dwelling  the  extension  c 
the  first  floor  restaurant. 

PREMISES  AFFECTED-79  to  81  Macdougal  Stree 
west  side^  137.9  feet  south  of  Bleeker  Street,  Block  52( 
Lot  28,  Borough  of  Manhattan. 

APPEARANCES— 

FOComLmPBdn#2  J°Seph  Lombardi  and  Doris  Diether 
For  Opposition:  None. 

RECOMMENDATION  of  the  community 

ijUAKiJ — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative :  .  q 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas  a  public  hearing  was  held  on  this  application  on 
April  25,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  9,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  11,  1971  acting  on  Alt.  Applic.  484/1971 
reads : 


.  .  A1  Propose  to  extend  the  non-conforming  use 

(eating  and  drinking  place  Use  Group  #6)  on  the  first 
floor  in  an  R7-2  district  is  no  permitted  as  per  Sect.  22-10 
ana  Sect.  52-01  of  the  Zoning  Resolution.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
record  supports  the  findings  required  to  be  made  under  Sec- 
tmn  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
ereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
und£L  oej-tl0r!  72:21  t^le  Zoning  Resolution,  to  permit  in 
a,"  K/'/  -tncti  *"  ail existing  seven-story  multiple  dwelling 
the  extension  of  the  first  floor  restaurant,  on  condition  that 
afl  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked,  “Received  November  12,  1971  ”  2 
Wp  ?nd  November  24,  1971,”  1  sheet  and  “January’  26, 
ty/-,  _  1  sheet  and  on  further  condition  the  ceiling  of  the 

^m,n^Sr°n  be.tr.eated  ™lth  acoustical  insulation  to  prevent 
sound  transmission  to  the  residents  above,  and  all  laws  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  of  the 
date  of  this  resolution. 


666-71-A 


i  noDert  u.  .Lowery,  Jhire  Commissioner. 
0^atecfR  PREMISES—Stevens  Woodside,  Incorpo- 


nf  f  rc  application  Uctober  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISE  AFFECTED — 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag- 
ha,  F.  D. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta  . 

Negative:  . 

Absent :  Commissioner  Madigan  . ’***”’’ 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

50-02/06  Queens  Blvd.,  Queens  No.  149183. 
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The  modifying  of  the  subject  certificate  is  necessary  to 
permit  the  issuance  of  an  order  by  this  Department  to 
require  additional  fire  protection  for  this  commercial 
structure  in  the  form  of  fire  extinguishing  equipment 
under  authority  of  Section  C19-161.0a  of  the  Adminis¬ 
trative  Code.” 

and 

Resolved,  that  this  application  is  hereby  withdrawn  at  the 
request  of  the  applicant. 


4-72-A 

APPLICANT — Hector  Ferreras  for  M.  R.  G.  Realties  In¬ 
corporated,  owner. 

SUBJECT — Application  January  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street 

PREMISES  AFFECTED — 805  Pelton  Avenue,  east  side, 
100  feet  north  of  Bard  Avenue,  Block  294,  Lot  6,  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative :  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  28,  1971  on  N.B.  Applic.  334-71,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  no  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York  and 
is  contrary  to  Article  III,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
the  total  perimeter  of  the  building  fronting  directly 
upon  legally  mapped  street  or  frontage  space  contrary 
to  C26-401.1  of  the  Building  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  28,  1971,  acting  on  N.B.  Applic.  334-71,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  on  further  condition 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  January  6,  1972,”  2  sheets,  and  “March  30, 
1972,”  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 

133-72-A 

APPLICANT — Brite  Car  Wash,  Incorporated  for  John 
Treanor,  owner. 

SUBJECT — Application  February  11,  1972 — Review  of  a 
decision  of  the  Borough  Superintendent,  re-  approval  of  a 
permit. 

PREMISES  AFFECTED — 2490  Third  Avenue,  east  side, 
25.66  feet  north  of  East  136th  Street,  Block  2318,  Lot  19, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Bernard  Cheriff. 

For  Opposition :  K.  Koons  and  J.  Treanor. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  14,  1972  on  N.  B.  Applic.  37-71,  reads: 

“Pursuant  to  your  letter  of  December  28,  1971,  regard¬ 
ing  an  alleged  approval  in  error  of  the  subject  applica¬ 
tion,  this  office  reviewed  the  subject  application  and 
plans. 

The  plans  indicate  that  the  subject  proposed  building 
will  have  only  one  washing  lane,  and,  the  open  space  on 
the  lot  can  readily  accommodate  the  10  vehicles  in  the 
reservoir  space  required  by  Section  32-25  of  the  Zoning 
Resolution. 

Accordingly,  I  have  no  basis  in  law  on  which  I  can 
direct  revocation  of  the  approval  and  permit  for  this 
application.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  January  14,  1972  acting  on  N.  B. 
Applic.  37-71,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


155-72- A 

APPLICANT — The  Barcolene  Company,  owner. 

SUBJECT — Application  February  24,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Hallmark  window  wash  with 
anti-freeze”  in  one  gallon  polyethylene  container  with 
metal  screw  cap  not  in  compliance  with  the  regulations  of 
the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Joseph  H.  Toplon. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  19,  1972  on  Folder  #122-2521,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Hallmark  Window  Wash  With 
Anti-Freeze’  a  combustible  mixture  having  a  flash 
point  of  102°F.  in  containers  as  follows:  one  (1)  gallon 
polyethylene  containers  with  metal  screw  cap  is  dis¬ 
approved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C19.59.0.C.  NYC  Adm. 
Code  requires  that  metal  one  (1)  gallon  containers  be 
used  to  package  combustible  mixture  products.” 
and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
Appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  January  19,  1972,  acting  on  Folder  No.  122-2521,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  container  comply  with 
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drawing  marked  “Received  February  24,  1972,”  one  sheet; 
on  further  condition  that  the  label  be  in  such  style  and  word¬ 
ing  as  is  satisfactory  to  the  Fire  Commissioner ;  and  that  in 
all  other  respects,  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


160-72-A 

APPLICANT — Hector  Ferreras  for  Anthony  Di  Tommaso, 
owner. 

SUBJECT — Application  February  25,  1972 — filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 84  St.  George  Drive,  west  side, 
100.69  feet  north  of  Romer  Road,  Block  871,  Lot  65,  Todt 
Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972  on  N.B.  Applic.  3-72,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is.  contrary  to  Article  III,  Section  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  legally  mapped  street  or  frontage  space  contrary  to 
C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  10,  1972,  acting  on  N.B.  Applic.  3-72,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  here  is  granted,  on  condi¬ 
tion  that  the  building  shall  comply  with  drawings  marked 
“Received  February  25,  1972,”  2  sheets,  and  “March  30, 
1972,”  one  sheet;  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


161-72-A 


APPLICANT — Hector  Ferreras  for  Dr.  Dominick  Savino, 
owner. 


SUBJECT— Application  February  25,  1972— filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 55  Buttonwood  Road,  east  side, 
132.02  feet  south  from  Willowpond  Road,  Block  876  Lot 
96,  Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  .....’ 

Negative:  . 

Absent :  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1972  on  N.B.  Applic.  811-71,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  Official  Map  of  the  City  of  New  York 
and  is  contrary  to  Article  III,  Section  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  legally  mapped  street  or  frontage  space  contrary  to 
C26-401.1  of  the  building  code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  22,  1972,  acting  on  N.B.  Applic.  811-71,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  is  hereby  granted,  on  condi¬ 
tion  that  the  building  shall  substantially  comply  with  draw¬ 
ings  marked  “Received  February  24,  1972,”  2  sheets  and 
“March  30,  1972,”  one  sheet;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


179-72-A 


APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Trustee  of  August  Flattau  c/o  Robert  W. 
Maloney ;  owner ;  Liberty  Moving  and  Storage  Corporation, 
lessee. 

SUBJECT — Application  March  9,  1972— Appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 48-50  West  65th  Street,  south 
side,  175  feet  east  of  Broadway,  Block  1117,  Lot  53,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 


For  Applicant:  Joseph  Lombardi. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  T.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative :  .  o 

Absent :  Commissioner  Madigan  . ’ ’  ’  l 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  31,  1968  and  April  4,  1972  on  Order  No.  4081-7, 

reads : 


“1.  Install  an  approved  automatic  sprinkler  system 
throughout  building,  arranged  and  equipped  as  per 
Chapt.  26,  Art.  16  Admin.  Code.  C19-161.0a  Admin. 

Code.” 


and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  3,  1968  and  April  4,  1972,  acting  on 
Order  No.  4081-7,  Objection  No.  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  non-automatic  sprinkler  system  be  installed  in 
the  cellar  and  an  automatic  fire  alarm  system  with  standpipe 
system  be  installed  throughout  the  building ;  on  further  con¬ 
dition  that  the  building  conform  to  drawings  marked  “Re¬ 
ceived  March  13,  1972,”  13  sheets,  and  all  laws,  rules  and 
regulations  shall  be  complied  with. 
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180-72-A 

APPLICANT — Joseph  H.  Lombardi  for  Charlotte  Flattau 
and  Marion  D.  Flattau  Trustee  of  August  Flattau  c/o 
Robert  W.  Maloney,  owners;  Liberty  Moving  and  Storage 
Corporation,  lessee. 

SUBJECT — Application  March  9,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  sprinkler  system. 
PREMISES  AFFECTED— 43-47  West  64th  Street,  north 
side,  109.11  feet  east  of  Broadway,  Block  1117,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  7,  1967  and  April  4,  1972  on  Order  No.  4082-7, 
reads : 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  building,  arranged  and  equipped  as  per  Chapt. 
26,  Art.  16  Admin.  Code.  C19-161.0a  Admin.  Code.” 

and 

W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  7,  1967  and  April  4,  1972,  acting  on  Order 
No.  4082-7,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  a  non-automatic  sprinkler  system  be  installed  in  the 
cellar  and  an  automatic  fire  alarm  system  with  central  office 
connection  be  installed  throughout  the  building;  on  further 
condition  that  the  central  office  connection  may  be  combined 
with  the  one  at  48-50  West  65th  Street;  on  further  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  March  9,  1972,”  13  sheets ;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


136-72-A 

APPLICANT — H.  M.  Cole  for  Trinity  Place  Company, 
owner. 


SUBJECT — Application  February  15,  1972 — proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  Entire  Block, 
1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Block  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole,  P.  J.  Carvin  and  W.  G.  Cobb. 
ACTION  OF  BOARD — Laid  over  to  May  23,  1972,  at  2 
P.M.  For  the  purpose  of  receiving  additional  information. 
Continued  hearing. 


150-72-A 

APPLICANT — Albert  Homer  Swanke  for  Rock  McGraw, 
Incorporated,  owner ;  Rock  McGraw,  Incorporated,  lessee. 

SUBJECT — Application  February  22,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  interior  cor¬ 
ridors  and  transoms. 

PREMISES  AFFECTED— 1221-37  Avenue  of  the  Amer¬ 
icas,  west  side  from  West  48th  to  West  49th  Streets, 
Block  1001,  Lots  13  thru  53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sal  Criscuolo. 

ACTION  OF  BOARD— Laid  over  to  May  16,  1972,  at  2 
P.M.,  for  decision ;  applicant  to  submit  additional  informa¬ 
tion. 


185-72-A 

APPLICANT — Howard  Miller  for  Victory  Memorial  Hos¬ 
pital,  owner. 

SUBJECT — Application  March  13,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  revised  location  of 
Liquid  Oxygen  Storage  Tank. 

PREMISES  AFFECTED — 9036  7th  Avenue  and  675  92nd 
Street,  northeast  corner,  Block  6094,  Lots  3,  6,  8,  9,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Anthony  Guccione. 
For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1972,  at  2 
P.M.,  for  decision ;  applicant  to  file  additional  information ; 
hearing  closed. 

Adjourned:  3:00  P.M. 

James  P.  Mulroy,  Secretary 
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Notice  of  Hearing  of  Calendar. 

4'- 

■ 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  May  16, 
1972,  Affecting  Calendar  Numbers — 


421-37-BZ— Vol.  II 

312-64-BZ 

135-72-BZ 

and  Vol.  Ill 

247-69-BZ 

162-72-BZ 

398-38-BZ 

146-71-A 

170-72-BZ 

1129-39-BZ— Vol.  II 

574-71-BZ 

171-72-BZ 

588-41-BZ 

679-71-BZ 

223-72-A 

37-50-BZ 

745-71-BZ 

207-72-BZ 

606-52-BZ— Vol.  II 

750-71-BZ 

776-71-BZ 

699-54-BZ 

56-72-BZ 

805-71-BZ 

142-56-BZ 

57-72-BZ 

7-72-BZ 

613-56-BZ 

95-72-BZ 

8-72-A 

49-61-BZ 

Avril  H.  Latham,  Chief  Clerk 


Office — 80  Lafavette  Street,  9th  f  loor.  Manhattan,  New 
York.  N.  Y.  10013. 

Telephone — 566-51 74. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  May  16, 
1972,  Affecting  Calendar  Numbers — 


748-48-SA 

215-72-SM 

642-71-A 

911-60-SM 

1020-61-SM 

17-72-BZ 

198-64-SA 

701-66-SA 

18-72-A 

373-64-SM 

702-66-SA 

218-72-BCR 

1301-66-SM 

703-66-SA 

239-72-BCR 

227-67-SM 

856-66-SM 

121-72-A 

121-70-SA 

766-66-SM 

139-72-A 

371-70-SM 

869-67-SM 

150-72-A 

748-70-SM 

216-72-SA 

185-72-A 

764-71-SA 

304-67-BZ— Vol.  Ill 

753-71-A 

768-71-SA 

640-69-BZ 

156-72-A 

3-72-SM 

611-71-BZ 

166-72-A 

147-72-SM 

641-71-BZ 

187-72-A 

214-72-SM 
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DOCKET 

New  Cases  Filed  up  to  May  16,  1972 
Cal.  No.  Dept.  Premises  Affected 

335- 72-A — F.D. — 21-25  44th  Avenue,  44-30  22nd  Street, 
northwest  corner,  Block  441,  Lot  1,  Long  Island  City, 
Borough  of  Queens,  F.D.  letter  of  4/12/72,  re-  buried 
storage  system,  M3-1  district. 

336- 72-BZ — B.B. — 25  George  Street,  west  side,  204  feet  10 
inches  north  of  Evergreen  Avenue,  Block  3153,  Lot  11, 
Borough  of  Brooklyn,  Community  Board  #4,  N.B.  40-72, 
re-  proposed  school,  M3-1  district. 

337- 72-A — F.D. — Packaging  of  flammable  mixtures 
known  as  1)  B.  F.  Goodrich  Marine  Adhesive  HLN-21, 
part  B  and  2)  B.  F.  Goodrich  Marine  Adhesive  HLN-30, 
part  B  in  one  pint  glass  bottle  with  plastic  screw  cap  not 
in  accordance  with  regulations  of  the  Administrative 
Code. 


338-72-SA — P.  M.  Lattner  Manufacturing  Company, 
Lattner  electric  boilers  various  models,  manufactured 
by  P.  M.  Lattner  Manufacturing  Company,  Appliance. 


339-72-BZ- — B.Q. — 46-01  67th  Street,  east  side,  77  feet 
south  of  Queens  Boulevard,  Bock  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens,  Community  Board  #2,  N.B. 
516-71,  re-  proposed  four  story  multiple  dwelling,  R-4  and 
C-8  district. 


340-72-BZ — B.Bx. — 3155  Grace  Avenue,  southwest  cor¬ 
ner  of  Burke  Avenue,  Block  4777,  Lot  2,  Borough  of  The 
Bronx,  Community  Board  #12,  N.B.  53-72,  re-  enlarge¬ 
ment  of  home  for  the  aged  and  infirmary,  R5  district. 


341-72-A — F.D. — 205-18  Murdock  Avenue,  Borough  of 
Queens,  F.D.  letter  of  4/12/72,  Order  #72-1038,  re-  tank 
trailer  trucks  for  oil  transportation. 


342-72-BZ — B.B. — 1300  to  1312  Rockaway  Parkway,  west 
side,  225  feet  11J4  inches  south  of  Foster  Avenue,  Block 
8146,  Lot  51,  Borough  of  Brooklyn,  Community  Board 
#17,  re-  proposed  enlargement  to  existing  factory,  bulk, 
parking,  R4  district. 


343-72-BZ — B.Q. — 179-37  137th  Avenue,  northwest  cor¬ 
ner  of  Belknap  Street,  Block  12993,  Lot  118,  Springfield 
Gardens,  Borough  of  Queens,  Community  Board  #13, 
Alt.  No.  1506-71,  re-  public  school,  excessive  floor  area 
ratio,  sky  exposure  plain,  R3-2  district. 


308-72-A — B.R. — 356  Hawthorne  Avenue,  southwest  cor¬ 
ner  Darcey  Avenue,  Block  2086,  Lot  45,  Willowbrook, 
Borough  of  Richmond,  re-  connections  to  sewer  system, 
Administrative  Code. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  13,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  June  12,  1972  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 

matters : 

825-28-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Company, 
owner. 


SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  15,  1972 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7f  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  proposed 
erection  and  maintenance  of  a  gasoline  service  station, 
auto  washing,  lubritorium,  sale  of  auto  accessories,  minor 
repairs  with  hand  tools  only,  parking  and  storage  of  cars. 

PREMISES  AFFECTED— 1982  Bronxdale  Avenue,  and 
1951-1961  Barns  Avenue,  northwest  corner  and  780-792 
Neill  Avenue,  Block  4261,  Lot  60,  Borough  of  The  Bronx. 

435-53-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Concetta  Tuozzo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6,  1972 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  change  in  occupancy 
from  five  car  garage  to  storage  and  bailing  of  scrap  paper 
and  rags. 

PREMISES  AFFECTED — 6712  11th  Avenue,  west  side, 
60  feet  south  of  67th  Street,  Block  5765,  Lot  44,  Borough 
of  Brooklyn. 

851-56-BZ 

APPLICANT — Goldwater  and  Flynn  for  Helen  C.  Nugent, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  26,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  selling  station,  office,  lubri¬ 
torium,  car  washing,  repairing,  parking  and  storage  of 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED— South  side  of  Westchester 
Avenue,  100  ft.  west  of  Pugsley  Avenue,  Block  3796,  Lots 
17,  21  and  23,  Borough  of  The  Bronx. 


16-58-BZ 

APPLICANT — Ervin  Palmer  for  First  Leasing  Corpora¬ 
tion,  owner. 

SUBIECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  December  7,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  retail  and  residence  use  district,  the  extension 
of  the  present  parking  lot  from  the  retail  portion  into  the 
residence  portion  of  the  plot. 

PREMISES  AFFECTED— 443-447  3rd  Avenue,  east  side, 
19  feet  9  inches  south  of  East  31st  Street  and  206  East  31st 
Street,  Block  911,  Lot  64,  Borough  of  Manhattan. 


791-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  Dorothy,  Harriet, 
Francis  T.  and  Raymond  C.  Murphy,  owners,  Castle  Keep, 
Incorporated,  lessee. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Cl-2  district,  in  an  existing 
one  storv  building,  the  addition  to  the  restaurant  use  to  in¬ 
clude  cabaret. 

PREMISES  AFFECTED — 3397  East  Tremont  Avenue, 
east  side,  26.47  feet  north  of  Bruckner  Boulevard,  Block 
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5309,  Lots  7  and  54,  Borough  of  The  Bronx.  Community 
Board  #10. 

125-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Carl  J.  Maz- 
zara,  owner. 

SUBJECT — Application  February  9,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  Ml-1  district,  in  an  existing 
three  story  building  the  conversion  of  the  first  floor  store 
into  residential  use. 

PREMISES  AFFECTED— 6223  14th  Avenue,  northeast 
corner  of  63rd  Street,  Block  5734,  Lot  1,  Borough  of 
Brooklyn. 


159-72-BZ 

APPLICANT — Morton  S.  Cahn  for  H.  &  R.  Associates, 
owner. 

SUBJECT — Application  February  24,  1972- — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  on  a  plot  de¬ 
veloped  with  retail  stores,  the  addition  to  the  use  of  one 
store  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 127-19  Merrick  Boulevard, 
north  side,  from  Anderson  Road  to  Selever  Road,  Block 
12488,  Lot  1.  Springfield  Gardens,  Borough  of  Queens. 
Community  Board  #12. 


186-72-BZ 

APPLICANT — Noah  N.  Sherman  for  Riverside  Memorial 
Chapel,  Incorporated,  owner. 

SUBJECT — Application  March  13,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  the  en¬ 
largement  in  lot  area  of  an  existing  funeral  establishment 
previously  before  the  Board  for  use  as  accessory  parking. 

PREMISES  AFFECTED— 152-158  East  179th  Street, 
southwest  corner  of  Creston  Avenue,  Block  2806,  Lots 
37,  40,  Borough  of  The  Bronx.  Community  Board  #5. 


210-72-BZ 

APPLICANT — Stephen  B.  Jacobs  for  H.  Kluft  and  B. 
Finkel,  owners. 

SUBJECT— Application  March  23,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R8  district,  the  erection 
of  a  seven  story  and  mezzanine  multiple  dwelling  that  has 
less  than  the  required  open  space  ratio  and  lot  area  per 
room. 

PREMISES  AFFECTED— 432-434  East  88th  Street,  south 
side,  257  feet  east  of  York  Avenue,  Block  1567,  Lot  35, 
Borough  of  Manhattan.  Community  Board  #8. 


253-72-B Z 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  April  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  and  lot  area  for  a  development  of  two  family  resi¬ 
dences  with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 797  Armstrong  Avenue,  east 
side,  40.15  feet  north  of  Genesee  Avenue,  Block  5470,  Lot 
2,  Great  Kills,  Borough  of  Richmond. 


750-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Salvatore 
Castelli,  owner. 

SUBJECT — Application  December  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story  and  basement,  two  family  dwelling  with 
a  doctor’s  office  that  exceeds  the  permitted  lot  coverage, 
has  less  than  the  required  lot  area  per  room  and  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— 2501  Cropsey  Avenue,  north¬ 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 

Laid  over  from  May  16,  1972,  at  the  request  of  Com¬ 
munity  Planning  Board  #11. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district  the  inclu¬ 
sion  of  that  portion  of  the  lot  within  the  bed  of  the 
mapped  street  for  the  lot  area  requirement  of  a  two  fam¬ 
ily  dwelling. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 
21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 
21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
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Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  in¬ 
clusion  of  that  portion  of  the  lot  within  the  bed  of  the 
mapped  street  for  the  lot  area  requirement  of  a  two  family- 
dwelling. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  2 2nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 


423-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

SAMUEL  L.  BECKER,  Chairman 


JUNE  13,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  13,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

254-72-SM 

APPLICANT — H.  H.  Robertson  Company — Steel  decking. 


255-72-SA 

APPLICANT — Bruno  Appliance  Corporation — Food  waste 

disposer. 


261-72-SA 

APPLICANT — Ritter  Company — Vacuum  pump. 


262-72-SA 

APPLICANT — Hewlett-Packard  Company — Gas  chromat¬ 
ograph. 


285-72-SA 

APPLICANT — Bernie  and  Bob  Leventhal,  Incorporated — 
Water  chillers. 


286-72-SM 

APPLICANT — Frankel  Associates,  Incorporated — Flame¬ 
proof  fabrics. 

746-71-A 

APPLICANT — Aaron  Halpern  for  New  York  Phoenix 
School  of  Design,  owner. 

SUBJECT — Application  December  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  at  center 
of  building  to  be  enclosed. 

PREMISES  AFFECTED — 160  to  162  Lexington  Avenue 
northwest  corner  of  30th  Street,  Block  886,  Lot  21,  Bor¬ 
ough  of  Manhattan. 

182-72-A 

APPLICANT — Charles  M.  Spindler  for  First  National  City 
Bank,  owner. 

SUBJECT — Application  March  8,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 

PREMISES  AFFECTED — 254  Park  Avenue  South,  north¬ 
west  corner  of  East  20th  Street,  Block  849,  Lot  36,  Bor¬ 
ough  of  Manhattan. 


183-72-A 

APPLICANT — Charles  M.  Spindler  for  Grokash  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  8,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Elevator  in  Readiness. 

PREMISES  AFFECTED — 236-238  West  30th  Street,  south 
side,  300  feet  east  of  8th  Avenue,  Block  779,  Lot  63,  Bor¬ 
ough  of  Manhattan. 


188-72-A 

APPLICANT — Kenneth  L.  Meyer  for  Garry  Laboratories, 
owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam- 
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mable  mixture  known  as  “Engine  Tune  Up”  and  “Gas 
Stinger”  in  15  fl.  oz.  containers,  metal  cans  without  re¬ 
placeable  tops  or  caps. 


191-72-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 
SUBJECT — Application  March  15,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  transportation  of  Fuel 
oil  jn  New  York  City. 

SAMUEL  L.  BECKER,  Chairman 


JUNE  20,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  20,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

340-41-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  May  i,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  for  a  term  of  years, 
the  erection  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 72-09  Main  Street,  southeast 
corner  of  72nd  Avenue,  Block  6660,  Lot  1,  Flushing, 
Borough  of  Queens. 


389-51-BZ — Vol.  I 

APPLICANT — H.  M.  Cole  for  Tracco-Bogota,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  extension 
of  garage  use  on  West  56th  Street  (Lot  40)  presently 
used  as  a  storage  garage,  to  be  extended  into  building 
located  on  Lot  39,  presently  used  as  a  non-storage  (three 
pleasure  cars;  balance  dead  storage). 

PREMISES  AFFECTED — 108-112  West  56th  Street,  south 
side,  150  feet  west  of  Avenue  of  the  Americas,  Block 
1008,  Lots  39  and  40,  Borough  of  Manhattan. 


404-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Louise  Foley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  17,  1972 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7c,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  and  unrestricted  use 
district  the  reconstruction  and  extension  of  existing  gaso¬ 
line  service  station  to  include  adjoining  existing  lot  used 
for  parking  and  storage  of  motor  vehicles,  to  include  gaso¬ 
line  service  station,  lubritorium,  car  wash,  storage  and 
sale  of  accessories,  motor  vehicle  repairs  and  office  and  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicle. 

PREMISES  AFFECTED — 86-10  Whitney  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  1579,  Lot  20,  Elmhurst, 
Borough  of  Queens. 


795-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sgt.  Meyer  Levin 
Memorial  Hall  Association,  Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  9,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  a  build¬ 
ing  for  public  function  and  meeting  rooms. 

PREMISES  AFFECTED — 1624  East  14th  Street,  west  side, 
180  feet  south  of  Avenue  P,  Block  6776,  Lot  16,  Borough 
of  Brooklyn. 


852-56-BZ— Vol.  Ill 

APPLICANT — Meyer  Press  for  Harberk  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  13,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  one  story  building  as  a  motor  vehicle  repair 
shop  including  wheel  alignment,  brake  testing  and  brake 
repairs. 

PREMISES  AFFECTED — 143-05  Liberty  Avenue  and 
102-41  to  102-47  Remington  Street,  northeast  corner,  Block 
10020,  Lot  138,  Jamaica,  Borough  of  Queens. 


30-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joseph  Tanenbaum, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  September  17, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing  (non-automatic) 
minor  repairs  (hand  tools  only),  office  storage  and  sale 
of  auto  accessories  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 136-31  to  136-39  35th  Avenue, 
northwest  corner  of  Leavitt  Street,  Block  4951,  Lot  71, 
Flushing,  Borough  of  Queens. 


149-72-BZ 

APPLICANT — Harold  Weinberg  for  Berl  Goldhirsch, 
owner. 

SUBJECT — Application  February  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  second 
floor  apartment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  the  lot  area 
requirement. 

PREMISES  AFFECTED — 199  Lee  Avenue,  northeast 
corner  of  Heyward  Street,  Block  2226,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #3. 


158-72-BZ 

APPLICANT — Vincent  B.  Agusta  for  Joseph  Ferrarella, 
owner. 

SUBJECT — Application  February  24,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  in  an  existing 
one  story  commercial  building,  the  conversion  of  three 
retail  stores  to  funeral  establishment. 
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PREMISES  AFFECTED— 67-61  to  67-71  Eliot  Avenue  and 
66-70  to  66-80  68th  Street,  northwest  corner,  Block  2780, 
Lot  100,  Maspeth,  Borough  of  Queens.  Community  Board 
#2. 


205-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  Tischler  and  Regina  Tischler,  owners. 

SUBJECT— Application  March  21,  1972— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  five  story  health  related  facility  that  exceeds  the  per* 
rnitted  floor  area  ratio  and  lot  coverage,  encroaches  on  the 
required  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn.  Community  Board  #13. 


280-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT— Application  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story, 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED — 29-33  Bell  Boulevard,  east  side, 

32.84  feet  east  of  29th  Avenue,  Block  6054,  Lot  13,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 


281-72-BZ 

APPLICANT— McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT— Application  April  20,  1972— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story, 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED— 29-31  Bell  Boulevard,  east  side, 

301.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  14, 
Bayside,  Borough  of  Queens.  Community  Board  #11. 


282-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  three 
story,  two  family  dwelling,  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  and  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED— 29-29  Bell  Boulevard,  east  side, 

279.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  17, 
Bayside,  Borough  of  Queens.  Community  Board  #11. 


283- 72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT— Application  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of.  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area  , 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED— 29-27  Bell  Boulevard,  east  side, 

257.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  18, 
Bayside,  Borough  of  Queens.  Community  Board  #11. 

284- 72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  405  East  Asso¬ 
ciates,  owner ;  Hippopotamus  Club,  lessee. 

SUBJECT — Application  April  20,  1972 — decision  of  the  Bor-  : 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  an  existing 
five  story  building,  the  conversion  of  the  basement  and  first 
floor  from  furniture  showroom  and  storage  to  restaurant 
with  limited  cabaret. 

PREMISES  AFFECTED— 403-405  East  62nd  Street,  north 
side,  81  feet  east  of  First  Avenue,  Block  1457,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #8. 


293-72-BZ 

APPLICANT — Peirez,  Karmiol  and  Ackerman  for  Peter 
Kalikow,  owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-8  district,  the  erection  of  a  24 
story  residence  without  the  required  accessory  parking. 

PREMISES  AFFECTED — 301  to  303  East  87th  Street  and 
1682  to  1690  Second  Avenue,  northeast  corner,  Block  1550, 
Lots  1,  2  and  3,  Borough  of  Manhattan. 

339-72-BZ 

APPLICANT — Peter  R.  Gray  for  Sal  Surace,  owner. 

SUBJECT — Application  May  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  and  C8  district,  the  erection 
of  a  four  story  and  cellar  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  accessory  parking 
and  extends  into  the  C8  district. 

PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens.  Community  Board  #2. 

SAMUEL  L.  BECKER,  Chairman 


JUNE  20,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  20,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

239-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner  Depart¬ 
ment  of  Buildings.  Subject:  Reference  Standard  RS  10-3 
(ACI  318-1963,  Building  Code  Requirements  for  rein¬ 
forced  concrete)  and  modifications  thereto  to  be  repealed  in 
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its  entirety  and  superceded  by  the  following :  Reference 
Standard  RS  10-3  (ACI  318-1971  Building  Code  Require¬ 
ments  for  reinforced  concrete)  with  modifications. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


698-71- A 

APPLICANT — Brody  and  Bell  Associates  for  Jet  Start 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Jet-Start  Starting  Fluid  Injec¬ 
tion  System”  in  950  cc  steel  pressurized  container,  con¬ 
tainer  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 


195-72-A 

APPLICANT — Harry  Soled  for  Rabbi  M.  Rosenbaum, 
owner. 

SUBJECT— Application  March  16,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  height  in 
Class  IV  building. 

PREMISES  AFFECTED— 1358  East  13th  Street,  west  side, 
240^4  feet  south  of  Elm  Avenue,  Block  6741,  Lot  41, 
Borough  of  Brooklyn. 


230-72-A 

APPLICANT — Chemetron  Corporation,  Cardox  Division, 
owner ;  Kirsch  Beverage,  lessee. 

SUBJECT — Application  March  30,  1972 — appeal  from  a  de¬ 


cision  of  the  Fire  Commissioner  re-  storage  of  carbon 
dioxide  in  24  ton  receivers. 

PREMISES  AFFECTED— 112-02  15th  Avenue,  south  side, 
between  112th  Street  and  114th  Street,  Block  4065,  Lot 
1,  College  Point,  Borough  of  Queens. 


247-72-A 

APPLICANT — Walter  L.  Kent  for  Lexeleven  Corporation, 
owner;  Gray  Young  Enterprises,  lessee. 

SUBJECT — Application  April  6,  1972 — review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 

PREMISES  AFFECTED — 1567  Second  Avenue,  west  side, 
62.2  feet  north  of  East  81st  Street,  Block  1527,  Lot  123, 
Borough  of  Manhattan. 


267-72-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Grymes  Hill  Manor  Estates, 
Incorporated. 

SUBJECT — Application  April  19,  1972 — for  Modification 
of  Certificate  of  Occupancy  re-  yard  hydrant. 

PREMISES  AFFECTED — 53  Seth  Court,  north  side,  400 
feet  west  of  Howard  Avenue,  Block  596,  Lot  100,  Grymes 
Hill,  Borough  of  Richmond. 


268-82-A 

APPLICANT — Robert  O.  Lowery.  Fire  Commissioner. 
OWNER  OF  PREMISES — Nicoletta  Liantonio. 
SUBJECT — Application  April  19,  1972— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1371-1373  Rogers  Avenue,  east 
side,  26  feet  north  of  Farragut  Road,  Block  5229,  Lot  7, 
Borough  of  Brooklyn. 


321-72-A 

APPLICANT — Norman  L.  Rieffman  for  East  New  York 
Properties,  owner. 

SUBJECT — Application  May  4,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  omission  of 
standpipe. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  16,  1972,  10  A.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  April  25,  1972  and  May  2, 

1972,  were  approved  as  printed  in  the  Bulletins  of  May  4, 

1972  and  May  11,  1972,  Vol.  57,  Nos.  18  and  19. 

421-37-BZ — Vol.  II  and  Vol.  Ill 

APPLICANT — Joseph  Marini  for  Anthony  Moccia,  owner. 

SUBJECT  —  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 1108-1110  East  216th  Street 
and  3585  Wilson  Avenue,  southwest  corner,  Block  4710, 
Lot  22  (formerly  Lots  22,  23,  24,  26)  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vols.  II  &  III  on  March  8,  1955  and  March  11,  1958,  on 
certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
8,  1955,  as  amended  through  February  7,  1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  7,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1105-56) 


398-38-BZ 

APPLICANT — Martyn  and  Don  Weston  for  Beatrice 
Gamso,  owner. 

SUBJECT  —  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
21  of  the  Zoning  Resolution  permitting  in  a  residence  use 
and  “E”  area  district,  the  erection  of  an  extension  to  an 
existing  dwelling,  not  conforming  with  the  ten  (10)  foot 
setback  required  by  the  building  zone  resolution. 

PREMISES  AFFECTED — 827  East  21st  Street,  east  side, 
100  ft.  north  of  Glenwood  Road,  Block  5242,  Lot  11, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  I.  Donald  Weston. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  19,  1938,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  19, 
1938,  by  adding  thereto: 

“that  the  doctor’s  office  shall  be  omitted  from  the  first 
floor,  substantially  as  shown  on  revised  drawing  of  pro¬ 
posed  conditions  marked  ‘Received  April  21,  1972’ ;  and 
that  the  building  shall  be  used  for  residential  purposes 
only ;  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  415-72) 


1129-39-BZ— Vol.  II 

APPLICANT — Lawrence  H.  King  for  900  Southern  Boule¬ 
vard  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  23,  1969 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  conversion  of  occupancy  of 
part  of  existing  business  building  (stores  previously 
granted  by  the  Board)  to  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 900-908  Southern  Boulevard 
and  908-912  Barretto  Street,  northeast  corner,  Block  2735. 
Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  3,  1949,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  11,  1941,  as  amended 
through  June  23,  1964,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  694-67) 


588-41-BZ 

APPLICANT — Ephraim  Schneider,  owner. 

SUBJECT  —  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  7,  1972 
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— decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7 h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 29-02  to  29-10  Seagirt  Avenue 
and  201-217  Beach  29th  Street,  northwest  coiner,  Block 
15805,  Lot  20,  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ephraim  Schneider. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  17,  1941,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  17, 
1941,  as  amended  through  May  5,  1970,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  two  years  from  March  7,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1386-50) 


37-50-BZ 

APPLICANT — Atkin  and  Bassolino  for  Eastern  Boulevard 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  21,  1969 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7c  and  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  reconstruction 
and  extension  of  existing  accessory  building  on  existing 
gasoline  service  station  to  include  lubritorium,  car  wash¬ 
ing  accessory  store  and  to  permit  the  parking  and  storage 
of  motor  vehicles  on  unbuilt  upon  portion  of  plot. 

PREMISES  AFFECTED  — 1499  Bruckner  Boulevard, 
northwest  corner  of  Wheeler  Avenue,  Block  3712,  Lots 
1,  5  and  75,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  applica¬ 
tion  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Whereas,  this  application  was  granted  by  the  Board  on 
June  13,  1950,  on  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  13,  1950,  amended  through 
July  21,  1964,  only  as  to  the  term  of  the  variance  of  the 


parking  lot,  so  that  as  amended  this  portion  of  the  resolution 

shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  971-49) 

606-52-BZ — Vol.  II 

APPLICANT — -Millard  Breslin  for  Wampus  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  February  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district  the  change  in 
occupancy  from  light  manufacturing  and  warehouse  to 
storage,  woodworking  and  manufacturing. 

PREMISES  AFFECTED — 14-27  27th  Avenue,  north  side, 
222.25  feet  east  of  14th  Street  and  26-21  14th  Street, 
Block  901,  Lots  6  and  23,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Millard  Breslin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  June  28,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
28,  1955,  as  amended  through  February  15,  1967,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  February  15, 
1972,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  268-50) 


699-54-BZ 

APPLICANT — Atkin  and  Bassolino  for  Mrs.  Ann  Tomasso, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  June  12,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  parking  and 
storage  of  motor  vehicles  on  unbuilt  upon  portion  of  lot. 

PREMISES  AFFECTED — 2231  Belmont  Avenue,  west  side, 
150  feet  south  of  East  183rd  Street,  Block  3086,  Lot  36, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  . . .  0 
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THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  12,  1955,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
12,  1955,  as  amended  through  October  24,  1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  June  12,  1972,  to 
permit  ...  ;  on  condition  that  a  four  foot  high  woven 
wire  fence  of  the  chain  link  type  be  erected  and  main¬ 
tained  on  the  concrete  wall  along  the  rear  lot  line ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
766-54) 

142-56-BZ 

APPLICANT— Albert  Melniker  for  Firgil  L.  Speroni, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  January  15, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  office  and  sales,  minor  auto 
repairs,  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 1231-1241  (1235  Official)  Rich¬ 
mond  Road  and  1-11  Vista  Avenue,  northwest  corner, 
Block  849,  Lot  30,  South  Beach,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  15,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
15,  1957,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  January  15,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  29-56) 


613-56-BZ 

APPLICANT — Arthur  Levine  for  Bertha  S.  Friedman  and 
William  Esikoff,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  April  9, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  a  restricted  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  minor  repairs  with  hand  tools  only, 


auto  washing  (non  automatic),  office,  sales  and  storage  of 
auto  accessories  and  parking  of  cars  waiting  to  be  serviced. 
PREMISES  AFFECTED— 111-02  to  111-18  Van  Wyclc 
Boulevard  and  111-05  to  111-11  Lincoln  Street,  southwest 
corner,  Block  11639,  Lot  12,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Levine. 

ACTION  OF  EOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  9,  1957,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
9,  1957,  as  amended  through  July  7,  1970,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  9,  1972, 
to  permit  ...  ;  on  condition  that  the  premises  be  made 
to  comply  with  the  drawings  approved  by  the  Board; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.” 
(N.B.  2989-56) 


49-61-BZ 

APPLICANT — Robert  Gottlieb  for  Helen  Gotzmann,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  7,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  the  open 
area  at  the  rear  of  1968  and  1970  Crotona  Avenue,  for 
the  parking  of  passenger  type  automobiles  on  a  monthly 
basis. 

PREMISES  AFFECTED — 1968-1970  Crotona  Avenue,  east 
side,  115.62  feet  north  of  East  Tremont  Avenue,  Block 
3092,  Lots  3  and  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  28,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  28,  1961,  as  amended  through  March  7,  1967,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  March  7,  1972, 
to  permit  ...  ;  on  condition  that  the  lot  be  surfaced  with 


474 


MINUTES 


cinders  and  a  suitable  binder ;  that  bumpers  be  made  to 
comply  with  the  rules  and  regulations  of  the  Department 
of  Bindings ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1083-60) 


312-64-BZ 

APPLICANT — Frank  A.  De  Santis  for  The  First  Chinese 
Presbyterian  Church,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  September  19, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R7-2  district,  the  enlarge¬ 
ment  in  area  of  an  existing  parking  lot,  previously  granted 
by  the  Board  into  an  adjoining  lot. 

PREMISES  AFFECTED — 90-92  Madison  Street,  south 
side,  222  feet  10  inches  east  of  Catherine  Street,  Block 
276,  Lots  43  and  44,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  A.  De  Santis. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  9,  1964,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
9,  1964,  as  amended  through  March  7,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  September  19, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  154-64) 


247-69-BZ 

APPLICANT- — Olnick,  Seltzer  and  Boxer  for  Independence 
Associates,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex- 
tion  of  time  to  complete,  which  expires  May  19,  1972 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  Cl-9  and  R7-2  district,  the  erection  of  a 
32  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  has  less  than  the  required  lot  area  per  room. 

PREMISES  AFFECTED — 560-576  Third  Avenue,  west  side 
from  East  37th  Street  to  East  38th  Street,  158-166  East 
38th  Street,  159-163  East  37th  Street,  Block  893,  Lot  41, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Isidore  Seltzer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 


Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  19,  1970,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  11,  1971;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  19, 
1970,  as  amended  through  May  11,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  19,  1972.”  (N.B.  1 7-69 


146-71-A 

APPLICANT — Riekers-Crisa  Corporation,  owner. 

SUBJECT — Application  March  11,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Packaging  of  in¬ 
flammable  mixture  known  as  Fondue  Heat  in  16  fluid  ounce 
polyvinyl  chloride  pinchwaist  cylinder  not  in  compliance 
with  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  THE  BOARD — Application  dismissed  for 
lack  of  prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a  dis¬ 
trict  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Nathaniel  Zelikow,  Marie  A.  Pascarella, 
Matilda  Charles,  Antonio  and  Mary  Atha. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at  2 
P.M.,  for  decision;  previously  inspected;  hearing  closed. 


679-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electroknit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  clothing 
manufacturing  and  knitting  establishment  previously  be¬ 
fore  the  Board. 
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PREMISES  AFFECTED — 2302  Neptune  Avenue,  south¬ 
west  corner  of  West  23rd  Street,  Block  7015,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  amended 
application  and  amended  plans ;  previously  inspected. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceeds  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED— 1871  to  1879  Broadway  and  38 
to  40  West  62nd  Street,  southwest  corner,  Block  1114,  Lot 
5,  Borough  of  Manhattan.  Community  Board  #7. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  R.  Frome. 

ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant. 


750-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Salvatore 
Castelli,  owner. 

SUBJECT — Application  December  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district  the  erection  of 
a  two  story  and  basement,  two  family  dwelling  with  a 
doctor’s  office  that  exceeds  the  permitted  lot  coverage,  has 
less  than  the  required  lot  area  per  room  and  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED — 2501  Cropsey  Avenue,  north¬ 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant :  Harriet  Jacobs. 

For  Opposition:  Andrew  A.  Verdi. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at 
10  A.M.,  at  the  request  of  Community  Planning  Board 
#11. 


56-72-BZ 

APPLICANT — Alfonso  Duarte  for  Anrich  Holding  Cor¬ 
poration,  owner ;  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Application  January  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair  and 
service  shop. 

PREMISES  AFFECTED — 32-15  112th  Place,  east  side, 
116.70  feet  north  of  Northern  Boulevard,  Block  1707, 
Lots  5,  6,  7,  8,  13,  and  46,  Corona,  Borough  of  Queens. 
Community  Board  #3. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

For  Opposition:  None, 


ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 


57-72-BZ 

APPLICANT — Alfonso  Duarte  for  Jarco  Holding  Corpora¬ 
tion,  owner,  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Application  January  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  of  an  existing  automobile  sales  and 
service  establishment. 

PREMISES  AFFECTED — 112-21  Northern  Boulevard, 
northeast  corner  of  112th  Place,  Block  1707,  Lots  36,  43, 
44,  and  45,  Corona,  Borough  of  Queens.  Community 
Board  #3. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

For  Opposition :  F.  M.  Guercio. 

ACTION  OF  BOARD— Laid  over  to  May  30,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  De  Nicola, 
owner. 

SUBJECT — Application  January  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story,  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on 
the  required  side  yards. 

PREMISES  AFFECTED — 189-11  45th  Avenue,  north  side, 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  Carol  Cahill,  Lorraine  Glacken,  Gerald 
Griffin,  Catherine  Talkington,  Robert  J.  Gregos,  Mary 
Bongiovanni,  R.  Chlupsa,  Louis  F.  Neuhaus  and  others. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at  10 
A.M.,  for  the  purpose  of  applicant  submitting  additional 
information.  Continued  hearing. 


135-72-BZ 

APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty,  owner; 

Federated  Department  Stores,  Incorporated,  lessee. 
SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  the  erection  of 
a  six. story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED — 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  No.  1. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  Noel  Rubinton. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at  10 
A.M.,  for  the  purpose  of  the  applicant  to  complete  in¬ 
formation  of  a  study.  Continued  hearing. 
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162-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Edward 
Lauria,  owner. 

SUBJECT — Application  February  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  erec¬ 
tion  of  a  one  story  retail  store  with  accessory  ice  vending 
machine,  parking  and  signs. 

PREMISES  AFFECTED— 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond,  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  Edward  Lauria. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  May  30,  1972,  at  10 
A.M.,  for  the  purpose  of  providing  additional  information. 
Continued  hearing. 


170-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  195  Broadway  Corporation,  owner. 

SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 195  Broadway,  northwest  cor¬ 
ner  of  Dey  Street,  Block  80,  Lots  1,  14,  17,  20,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Irving  Gershon 
and  Max  Lincer. 

For  Opposition:  John  Jabberley. 

ACTION  OF  BOARD— Laid  over  to  May  30;  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


171-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 
SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection 
of  a  connecting  bridge  between  two  buildings  that  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 14-26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3, 
Borough  of  Manhattan.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Max  Lincer  and 
Irving  Gershon. 

For  Opposition:  John  Jabberley. 

ACTION  OF  BOARD— Laid  over  to  May  30,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


223-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 

SUBJECT — Application  March  27,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  Projection  of 
bridge  not  permissible  beyond  building  line. 

PREMISES  AFFECTED— 14  to  26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Irving  Gershon 
and  Max  Lincer. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.  M.,  for  decision;  previously  inspected;  hearing  closed. 


207-72-BZ 

APPLICANT — McGee  and  Morsellino  for  R.  H.  Macy, 
owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  73-482  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district,  the 
erection  of  a  two  story  warehouse  outlet  and  retail  store 
with  accessory  parking  facility  that  exceeds  the  permitted 
size  and  with  roof  parking. 

PREMISES  AFFECTED — 66-26  Metropolitan  Avenue, 
southeast  corner  of  65th  Lane,  Block  3605,  Lot  1,  Middle 
Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Robert  E.  Levien, 
Dennis  Ratner,  Harold  Pivorick,  Ralph  S.  Deliso, 
Steven  Jay  Bassia,  Robert  Gallo  and  Arthur  Ratner. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at  10 
A.M.,  for  the  purpose  of  the  applicant  submitting  revised 
plans.  Continued  hearing. 


776-71-BZ 

APPLICANT — Harold  E.  Diamond  for  City  of  New  York, 
owner,  Jewish  Community  Center  of  Staten  Island,  lessee. 
SUBJECT — Application  December  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-17  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  outdoor  day  camp  with  accessory  uses. 
PREMISES  AFFECTED — 1466  Manor  Road,  west  side, 
100.00  feet  south  of  Brielle  Avenue,  Block  955,  Lot  100, 
Todt  Hill,  Borough  of  Richmond.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  April  25,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  May  9,  1972 ;  then  to  May  16,  1972 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  15,  1971,  acting  on  N.  B.  Applic.  1888/1971, 
reads : 

“1.  An  outdoor  day  camp  requires  a  special  permit 
by  the  Board  of  Standards  and  Appeals  as  per  Sec. 
73-17  of  the  Zoning  Resolution. 

2.  As  there  are  no  bulk  or  parking  regulations  for 
day  camp  in  residential  zone,  application  is  referred  to 
the  Board  of  Standards  and  Appeals.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-17  of  the  Zoning  Resolution. 


MINUTES 


Resolved,  that  the  Eoard  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-17  of  the  Zoning  Resolution,  to  permit 
in  an  R3-2  district,  the  construction  of  an  outdoor  camp  with 
accessory  uses,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked 
“Received  December  17,  1971,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


805-71-BZ 

APPLICANT — George  Fuchs  for  Marlboro  Jewish  Center, 
owner. 

SUEJECT — Application  December  29,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  and  RS  district, 
the  erection  of  a  two  story  and  cellar  enlargement  to  an 
existing  synagogue  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 2324  to  2328  West  13th  Street, 
west  side,  160  feet  south  of  Avenue  W,  Block  7160,  Lots 
15  and  18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  Fuchs,  William  V.  Ziltzer  and 
Rabbi  Blarvey  Schockett. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  2,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  May  16,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  13,  1971,  acting  on  Alt.  Applic.  1017/1970, 
reads : 

“1.  Proposed  2  story  and  cellar  enlargement  to  an 
existing  synagogue  located  within  a  Cl-2  in  R5  district 
is  not  a  permitted  obstruction  within  a  required  30  ft. 
rear  yard  and  is  contrary  to  Sect.  77-27  and  24-36  of  the 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
and  R5  district,  the  erection  of  a  two-story  and  cellar  en¬ 
largement  to  an  existing  synagogue  that  encroaches  on  the 
required  rear  yard,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  December  29,  1971,”  8  sheets,  and  “May  9,  1972,”  2 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with  and  that  substantial  construction  be 
completed  within  two  years  from  the  date  of  this  resolution. 


7-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  conversion  of 
a  two  story  building  from  medical  offices  and  dwelling  to 
medical  offices  and  medical  laboratories. 

PREMISES  AFFECTED— 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  James  C.  Saraylotes,  Frank  &  Concetta 
Marchese,  Ruth  Gellis,  Stephen  Solare,  Terri  Horowitz, 
Ruth  Singer,  Rev.  Frank  C.  Williams,  Harry  Kalik, 
Lenore  Friedman,  Sadie  Teitelbaum,  Sanford  Feit, 
Vivian  Sutton  and  others. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative: .  0 


8-72-A 

APPLICANT — Lama  &  Vassalotti  for  Dr.  Miles  Kahan 
and  Dr.  Irwin  Weiner,  owners. 

SUBJECT — Application  January  10,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  extension  of 
office  uses  within  frame  building  and  live  load. 
PREMISES  AFFECTED — 2405  Avenue  P,  northside,  37 
feet  east  of  East  24th  Street,  Block  6771,  Lot  50,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative: . .  0 


Adjourned:  12:30  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  16,  1972,  2  P.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


748-48-SA 

APPLICANT — Sun-Ray  Burner  Manufacturing  Corpora¬ 
tion,  owner. 

APPEARANCES— 

For  Applicant:  Fred  Lodge. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


47S 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  .  0 

Absent:  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
748-48- S A— Amendment  to  resolution  as  to  additional  models 
of  oil  burners.  .  ... 

Sun-Ray  Burner  Manufacturing  Corporation,  Plamview, 
New  York  requested  that  the  resolution  adopted  November 
9,  1948  and  as  amended  through  November  23,  1965  under 
Calendar  748-48-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  oil  burners. 

DESCRIPTION:  The  requested  Models  PGC,  PHC, 
PGC-34  and  PHC-34  are  basically  the  same  as  the  presently 
approved  Models  GC,  HC,  GC-34  and  HC-34  except  that 
an  extra  solenoid  valve  has  been  added. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
MP1039. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  9,  1948  and  as 
amended  through  November  23,  1965  under  Calendar  748- 
-8-SA  be  reopened  and  amended  so  as  to  include  the  addi¬ 
tional  Models  PGC,  PHC.  PGC-34  and  PHC-34  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  Novem¬ 
ber  9,  1948  and  as  amended  through  November  23,  1965  under 
Calendar  748-48-SA  are  complied  with  and  the  requirements 
of  Articles  14  and  15  Building  Code  of  the  City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  process  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  of  revocation  of 
approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


911-60-SM 

APPLICANT — Conwed  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  William  J.  Shire,  Jr. 

ACTION  OF  BOARD — Anolication  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative: .  0 

Absent :  Vice  Chairman  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
911-60-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and  ceiling  construction. 


Conwed  Corporation,  St.  Paul,  Minnesota  requested  that  the 
resolution  adopted  April  18,  1961  and  as  amended  through 
April  6,  1971  under  Calendar  911-60-SM  be  reopened  and 
amended  so  as  to  include  an  additional  fire  resistive  floor  and 
ceiling  construction. 

PROPOSED  USE:  Two  hour  fire  resistive  floor  and  ceiling 
construction. 

DESCRIPTION :  The  construction  is  a  floor  and  ceiling 
assembly  consisting  of  2l/2"  concrete  on  metal  lath  supported 
by  steel  joists  protected  with  24"  x  48"  x  5/fc"  thick  lay-in 
board  ceiling  with  recessed  light  fixtures  and  an  air  duct. 

The  lay-in  board  or  tile  is  designated  as  Type  FR4  and 
differs  from  the  presently  approved  tile  in  that  a  clay  binder 
is  used  and  the  tile  has  a  baked  finish. 

The  construction  is  similar  to  the  construction  designated 
as  Type  I  approved  under  this  Calendar  Number  on  October 
2,  1962  except  for  the  use  of  the  new  tile. 

The  construction  is  in  accordance  with  Ill.  1  as  contained 
in  Underwriters’  Laboratories  Report  R4355-19  and  is  also 
designated  as  Design  282 — 2  Hours. 

INSPECTION  AND  TEST :  The  construction  as  herein 
described  was  tested  at  the  Underwriters’  Laboratories  in  ac¬ 
cordance  with  the  requirements  of  RS  5-2  and  successfully 
met  the  fire  and  hose  stream  requirements  of  a  2  hour  fire 
resistive  floor  and  ceiling  construction.  The  complete  report 
Underwriters’  Laboratories  Report  R4355-19  is  on  file  with 
the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  18,  1961  and  as 
amended  through  April  6,  1971  under  Calendar  911-60-SM 
be  reopened  and  amended  so  as  to  include  the  additional  fire 
resistive  floor  and  ceiling  construction  as  herein  described 
on  condition  that  the  duct  openings  shall  not  exceed  110  sq. 
inches  per  100  sq.  ft.  of  ceiling  area ;  that  the  lighting  fixtures 
shall  not  exceed  24  sq.  ft.  per  100  sq.  ft.  of  ceiling  area  and 
when  the  ceiling  is  dropped  6  inches  or  more  below  the  lower 
flanges  of  the  joists,  the  hangers  shall  be  straps  in  lieu  of 
wires. 

The  Committee  further  recommends  that  all  plans  submitted 
to  the  Department  of  Buildings  showing  the  proposed  use  of 
this  type  of  construction  shall  be  labeled  “Approved  by  the 
Board  of  Standards  and  Appeals  under  Calendar  911-60-SM 
and  in  addition  shall  also  submit  the  drawings  herein  described 
and  that  all  other  requirements  of  the  resolution  ^adopted 
April  18,  1961  and  as  amended  through  April  6,  1971  under 
Calendar  911-60-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

198-64-SA 

APPLICANT — Ohio  Medical  Products,  A  Division  of 

Airco,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Francis  P.  Parks. 


479 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
198-64-SA:  Amendment  to  resolution  as  to  change  of  corpo¬ 
rate  name  and  additional  material  for  outer  shell  and  change 
of  thickness  of  insulation. 

Ohio  Medical  Products,  A  Division  of  Airco  Incorporated, 
New  Jersey  requested  that  the  resolution  adopted  November 
9,  1965  under  Calendar  198-64-SA  be  reopened  and  amended 
so  as  to  change  of  corporate  name,  additional  material  for 
outer  shell  and  change  of  thickness  of  insulation. 

PROPOSED  USE:  Receiver  for  storage  of  liquid  nitrous 
oxide. 

DESCRIPTION :  The  outer  shell  of  the  presently  approved 
receiver  is  either  steel  or  aluminum.  The  applicant  requests 
that  they  be  permitted  to  construct  the  outer  shell  of  either 
sheet  metal  or  self-extinguishing  fiberglass. 

The  applicant  also  requests  that  the  thickness  of  the  in¬ 
sulation  be  reduced  from  4"  to  3". 

The  applicant  has  submitted  an  affidavit  showing  the 
change  of  name  from  Ohio  Chemical  and  Surgical  Equip¬ 
ment  Company,  A  Division  of  Air  Reduction  Company  In¬ 
corporated  to  Ohio  Medical  Products,  A  Division  of  Airco 
Incorporated. 

INSPECTION  AND  TEST:  The  requests  were  discussed 
with  the  Fire  Department  and  they  voiced  objection  to  the 
use  of  fiberglass  outer  shell  but  had  no  objection  to  the  use 
of  sheet  metal  provided  it  was  not  lighter  than  22  gauge. 
No  objection  was  raised  to  decreasing  the  thickness  of  the 
insulation  to  3". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  9,  1965  under 
Calendar  198-64-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name ;  new  name  being  Ohio  Medical 
Products,  A  Division  of  Airco  Incorporated  to  permit  the 
outer  shell  to  be  constructed  of  either  steel,  aluminum  or 
s'iee^  nietal  not  lighter  than  22  gauge  and  to  permit  the  use 
of  3  thick  insulation  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  November  9,  1965  under 
Calendar  198-64-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  _  manufactured,  shall  be  filed  annually  with  this 
ooard,  certifying .  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  aoprovals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
°L  corporate  name.  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

373-64-SM 

APPLICANT  National  Elevator  Cab  and  Door  Company, 

owner. 


APPEARANCES— 

For  Applicant :  Richard  F.  Pezenik. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  .  q 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

373-64-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

National  Elevator  Cab  and  Door  Company,  Woodside, 
New  York  requested  that  the  resolution  adopted  July  14, 
1964  and  as  amended  through  June  9,  1970  under  Cal.  No. 
373-64-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE :  One  and  one-half  hour  opening  pro¬ 
tective  assembly. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  door. 
The  request  is  to  show  a  change  of  owner-manufacturer. 
National  Elevator  Cab  and  Door  Corporation  have  sub¬ 
mitted  an  affidavit  showing  that  they  have  purchased  all 
rights,  assets  etc.  from  Aram  Metal  Products  Ltd. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  14,  1964  and  as 
amended  through  June  9,  1970  under  Calendar  373-64-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer  ;  new  owner-manufacturer  being  National 
Elevator  Cab  and  Door  Company  on  condition  that  the 
requirements  of  the  resolution  adopted  July  14,  1964  and  as 
amended  June  9,  1970  under  Calendar  373-64-SM  be  com¬ 
plied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1301-66-SM 

APPLICANT — Huttar’s  Garden  Center,  Incorporated  for 
Neva-Burn  Products  Corp.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative:  .  0 

Absent :  Vice  Chairman  Klein  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
1301-66-SM — Huttar’s  Garden  Center,  Incorporated,  Staten 
Island,  New  York,  for  Neva-Burn  Products  Corporation, 
Brooklyn,  New  York,  filed  for  approval  of  Neva-Burn  Flame- 
nroofing  Compound  under  the  provisions  of  the  Flameproof¬ 
ing  Rules  of  the  Board  of  Standards  and  Appeals  (Calendar 
Number  294-40-SR). 
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PROPOSED  USE:  Flameproofing  of  lycopodium  decora¬ 
tions. 

DESCRIPTION:  Lycopodium  is  a  plant  containing  no 
pitch  or  resin.  It  is  used  for  decorative  purposes  in  the  form 
of  wreaths  and  garlands.  The  lycopodium  is  boiled  in  water 
and  a  dye  solution  and  flameproofed  with  Neva-Burn  Flame¬ 
proofing  Compound  (as  approved  under  Calendar  Number 
1069-40-SM),  and  calcium  chloride,  salt  and  glycerine  solu¬ 
tion. 

INSPECTION  AND  TEST:  The  material  flameproofed 
as  herein  described  was  tested  by  Better  Fabrics  Testing 
Bureau  (No.  16386)  and  met  the  requirements  of  the  Flame¬ 
proofing  Rules  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Neva-Burn  Flameproofing  Compound 
for  lycopodium  decorations  under  the  provisions  of  the  Flame¬ 
proofing  Rules  of  the  Board  of  Standards  and^  Appeals. 
The  containers  for  the  compound  shall  be  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  1301-66-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


227-67-SM 

APPLICANT— Miller  Picking  Corporation,  owner;  R.  L. 
Faber  and  Associates,  Incorporated,  agent. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative:  . . . .  0 

Absent:  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
227-67-SM — Miller-Picking  Corporation,  Johnstown,  Penn¬ 
sylvania,  filed  for  approval  of  Models  CHA-103  through 
CHA-1403  Air-Cooled  Liquid  Chillers  under  the  provisions 
of  Article  13  of  the  Building  Code  of  the  City  of  New  York. 
Whereas,  the  report  of  a  Committee  on  Test  reads: 

PROPOSED  USE:  Water  chiller. 

DESCRIPTION :  The  chillers  cool  water  for  comfort  and 
industrial  purposes.  The  condenser  coils  of  the  chillers  are 
made  of  copper  tubing  with  aluminum  fins.  Coils  are  3  rows 
deep  and  10  fins  per  inch.  The  condenser  fans  have  large 
diameter  slow  speed  propeller  fans,  taper  lock  hubs,  and 
stainless  steel  shafts.  The  condenser  fan  motors  are  v-belt 
driven.  The  compressors  are  accessible  hermetic  type  and 


are  designed  to  cool  water  at  55°  F.  to  45°  F.  with  a  95°  F. 
ambient  temperature.  The  evaporators  have  a  single  pass 
brass  shell  with  copper  inner  fins  in  the  refrigerant  passages, 
and  brass  water  connections.  The  electric  control  panel  in¬ 
cludes  dual  pressure  control,  master  temperature  control, 
anti-freeze  control,  control  circuit  fuses,  and  motor  circuit 
fuses.  The  base  of  the  chiller  is  a  structural  steel  I-beam 
and  channel.  The  cabinet  is  made  of  16  gauge  galvanized 
steel.  Insulation  on  the  evaporator  and  suction  lines  is  made 
of  foamed  plastic.  Other  accessories  include  an  expansion 
valve,  sight  glass,  filter  dryer,  condenser  fan  pressure  switch, 
main  line  disconnect  switch,  and  hot  gas  bypass.  The  chillers 
use  between  25  lbs.  and  200  lbs.  of  Type  R22  refrigerant  in 
the  refrigeration  cycle. 

INSPECTION  AND  TEST :  The  compressors,  contactors, 
starters,  controls,  pressure  switches,  temperature  controllers, 
motors,  transformers,  and  circuit  protective  devices  are  in¬ 
dividually  approved  by  Underwriters’  Laboratories.  The 
evaporators  are  A.S.M.E.  approved. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  CHA-103  through  CHA-1403 
Air-Cooled  Liquid  Chillers  under  the  provisions  of  Article 
13  of  the  Building  Code  of  the  City  of  New  York.  The 
chillers  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  227-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  unler  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


121-70-SA 

APPLICANT — Firetrol,  Incorporated,  owner;  Quimby 
Equipment  Company,  Incorporated,  agent. 

APPEARANCES— 

For  Applicant:  Blaise  Martucci. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . 0 

Absent:  Vice  Chairman  Klein  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
121-70-SA — Firetrol,  Incorporated,  Erie,  Pennsylvania  filed 
for  approval  of  the  Firetrol  Fire  Pump  Controllers  Models 
FTA-1000,  FTA-750,  FTA-500,  FTA-500T  and  FTA-200 
— under  the  provisions  of  C26-1703.ll (b)  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Electrical  equipment  for  control  of 
electrical  driven  fire  pumps. 
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DESCRIPTION :  The  Model  FTA-1000  fire  pump  con¬ 
troller  controls  the  starting  and  stopping  of  across-the-line 
squirrel  cage  induction  motors  which  drive  fire  pumps.  The 
induction  motor  ratings  are  15-60  H.P. 

The  Model  FTA-750  are  to  be  used  with  motors  having 
ratings  from  15  to  30  H.P. 

Ihe  Model  FTA-500  and  FTA-500T  are  known  as 
“Jockey”  pump  controllers  and  are  used  on  electric  motor 
driven  auxiliary  pumps  up  to  30  H.P. 

The  Model  FTA-200  is  an  auxiliary  alarm  panel  which 
gives  audible  and  visual  signals  at  a  remote  station  to  indi¬ 
cate  the  following:  (1) — The  main  fire  pump  is  running 
(2)  The  incoming  power  to  the  main  fire  pump  has  been 
lost  and  (3)  The  supervisory  voltage  in  the  alarm  panel 
has  been  lost. 

Model  FTA-1500  is  a  combined  manual  and  automatic 
primary  resistance  type  reduced  voltage  controller  and  is 
intended  for  use  with  electric  driven  fire  pumps  where  across- 
the-line  starting  of  the  pump  would  be  unacceptable  to  the 
sunplying  power  source. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  Underwriters’  Laboratories  under  EX- 
2662  and  Factory  Mutual  Serial  No.  19205. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Firetrol  Fire  Pump  Controllers 
as  herein  described  for  use  in  New  York  City  under  the  pro¬ 
visions  of  C26-1703.ll  (b)  Building  Code  of  the  City  of  New 
York  on  condition  that  each  controller  bear  a  label,  perman¬ 
ently  affixed,  reading  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
121-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  .  manufactured,  shall  be  filed  annually  with 
t  'is  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
tins  approval,  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


371-70-SM 


1  PLICANT  United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

a  Cl  ION  OF  BOARD — Application  reonened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Commissioner  Madigan 
Commissioner  Nolan  and  Commissioner  Agusta  4 

Negative:  .  0 

Absent :  Vice  Chairman  Klein  . 1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

371-70-SM— Amendment  to  resolution  as  to  alternate  method 
oi  construction. 


United  States  Gypsum  Company,  New  York  requested  that 
the  .resolution  adopted  February  9,  1971  under  Calendar 
371-70-SM  be  reopened  and  amended  so  as  to  permit  an 
alternate  method  of  fireproofing  of  the  steel  beam. 

PROPOSED  LTSE:  Two  hour  fire  resistive  beam  protection. 
DESCRIPTION  :  The  presently  approved  method  of  fire¬ 
proofing  of  the  beam  consists  of  two  layers  of  Y"  thick 
Sheetrock  Firecode  applied  below  the  lower  flange  of  the 
beam  and  two  layers  of  Y§"  thick  Sheetrock  Firecode  applied 
opposite  the  web,  forming  a  boxed-beam  protection. 

The  requested  alternate  method  consists  of  the  same  two 
layers  of  Y%"  thick  Sheetrock  Firecode  applied  below  the 
lower  flange  and  one  layer  of  \Y\"  thick  Sheetrock  Firecode 
applied  opposite  the  web. 

The  construction  is  in  conformity  with  Dwg.  listed  as  Job 
No.  2250  which  is  on  file  with  the  record. 

INSPECTION  AND  TEST:  The  proposed  construction 
was  examined  by  Asst.  Engr.  J.  A.  Darts  and  it  was  noted 
that  there  was  no  decrease  in  the  amount  of  protection. 
RECOMMENDATION :  The  Committee  on  Test  recom- 
mendsj.hat  the  resolution  adopted  February  9,  1971  under 
Cal.  371-70-SM  be  reopened  and  amended  so  as  to  permit 
the  alternate  method  of  fireproofing  of  steel  beams,  as  herein 
described,  on  condition  that  the  requirements  of  the  resolution 
adopted  February  9,  1971  under  Calendar  371-70-SM  are 
complied  with  and  further  that  the  drawings  referred  to  shall 
also  be  submitted  to  the  Department  of  Buildings  when  this 
construction  is  proposed. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
.Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


748-70-SM 


APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

AC  HON  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta . 

Negative:  . 

Absent :  Vice  Chairman  Klein . 

THE  RESOLUTION— 


4 

0 

1 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

/48-70-SM— Amendment  to  resolution  as  to  alternate  method 
of  construction. 

National  Gypsum  Company,  Buffalo,  New  York  requested 
ad°Pted  February  23,  1971  under  Calendar 
/48-/U-8M  be  reopened  and  amended  so  as  to  permit  an  alter¬ 
nate  method  of  construction  of  the  three  hour  fire  resistive 

wall. 
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PROPOSED  USE:  3  Hour  fire  resistive  shaft  enclosure 
wall  (non-combustible). 

DESCRIPTION :  There  is  no  change  in  the  materials  used 
in  the  construction  of  the  alternate  wall,  the  change  is  in 
me  manner  of  erection  and  placing  of  the  various  components. 

The  original  and  presently  approved  wall  is  so  constructed 
mac  one  face  of  the  wall  consists  of  two  layers  of  1"  thick 
core  board  and  the  opposite  face  two  layers  of  54"  thick  Fire- 
Shield  gypsum  wall  board.  The  request  is  to  utilize  the  same 
.  roducts  but  so  arrange  them  that  one  face  consists  of  two 
layers  of  1"  thick  core  board  and  one  layer  of  54"  thick  Fire- 
Shield  gypsum  wallboard  and  the  opposite  face  one  layer  of 
7  Fire- Shield  gypsum  wall  board.  The  overall  thickness  of 
the  presently  approved  wall  and  the  requested  wall  will  be 
the  same  and  each  will  contain  the  same  amount  and  thickness 
of  boards. 

The  applicant  also  requested  that  the  coreboard  panels  be 
lab  led  with  their  own  specific  calendar  number,  namely 
Calendar  307-69-SM. 

INSPECTION  AND  TEST :  As  the  result  of  a  study  made 
by  Factory  Mutual  Engineering  Association,  the  conclusion 
was  reached  that  the  alternate  method  of  construction  as 
herein  described  did  not  adversely  affect  the  3 .  hour  fire 
resistive  rating,  in  fact  it  would  improve  the  rating  as  the 
additional  board  will  provide  additional  protection  to  the 
Metaledge  Corewall  units  from  direct  fire  exposure  thus 
reducing  the  elongation  and  distortion  of  the  steel  edge 
reinforcement  of  the  coreboard  panel  units. 
RECOMMENDATION :  The  Committee  on^Test  recom¬ 
mends  that  the  resolution  adopted  February  23,  1971  under 
Calendar  748-70-SM  be  reopened  and  amended  so  as  to  permit 
the  use  of  the  alternate  method  of  construction  of  the  wall  so 
that  one  face  shall  consist  of  two  layers  of  1"  thick  coreboard 
and  one  layer  of  54"  thick  Fire-Shield  gypsum  wallboard  and 
the  opposite  face  consisting  of  one  layer  of  54”  thick  Fire- 
Shield. 

The  Committee  further  recommends  that  the  coreboard  be 
labeled  under  calendar  307-69-SM  and  that  in  lieu  of  label¬ 
ing  the  partition,  that  all  plans  submitted  to  the  Department 
of  Buildings  showing  the  proposed  use  of  this  partition  shall 
be  labeled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  748-70-SM  and 
ihat  all  other  requirements  of  the  resolution  adopted  February 
23,  1971  under  Calendar  748-70-SM  be  complied  with. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards.  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
lie  above  report. 


764-71-SA 

APPLICANT— Reginald  S.  Martyn  for  The  Hobart  Manu¬ 
facturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  R.  S.  Martyn. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative: .  ® 

Absent:  Vice  Chairman  Klein  .  1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
764-71-SA — The  Hobart  Manufacturing  Company,  Troy, 
Ohio,  filed  for  approval  of  KitchenAid  Models  KWS-110, 
KWI-110,  KWC-110,  KWD-110,  KWF-110  and  National 
Models  770D,  660D,  444E,  244E,  NDP-210,  NDP-110  food 
waste  disposers  under  the  provisions  of  New  York  City 
Local  Law  No.  14-1968. 

PROPOSED  USE:  Food  waste  disposers. 

DESCRIPTION:  Specifications  are  as  follows: 

KitchenAid  Model  KWS-110: 

Motor — hp,  115  volts 

Capacity — 2  quarts  (grind  chamber) 

Feed — batch 

Cover — “Magnestart”  starts  disposer  when  cover  is  on,  stops 
disposer  when  cover  is  off 

Features — motor  and  grind  wheel  rotation  reversal,  epoxy 
coated  grind  chamber,  teflon  coated  drain  chamber 
KitchenAid  Model  KWI-110: 

Motor — 1/2  hp,  115  volts 

Capacity — 2  quarts  (grind  chamber) 

Feed — continuous 

Cover — snap-in,  allows  drain  or  seal  when  disposer  is  not 
running,  allows  drain  when  disposer  is  running 
Features — motor  and  grind  wheel  rotation  reversal,  epoxy 
coated  grind  chamber,  teflon  coated  drain  chamber 
KitchenAid  Model  KWC-110: 

Same  as  KWI-110  with  the  exception  of  no  motor  rotation 
reversal 

KitchenAid  Model  KWF-110: 

Same  as  KWC-110 
KitchenAid  Model  KWD-110: 

Same  as  KWS-110  with  the  exception  of  no  motor  rotation 
reversal 

National  Model  660D : 

Motor — 14  hp,  115  volts 
Capacity — 2  quarts  (grid  chamber) 

F  eed — continuous 

Cover— stainless  steel  vinyl  seal  snap-in  cover  with  control 
which  changes  direction  of  grid  table  each  time  disposer 
starts,  cover  may  be  in  drain  position  during  grinding 
operation 

Features — drain  housing  and  grind  chamber  with  baked 
epoxy  finish 
National  Model  770D : 

Same  as  Model  660D  with  the  exception  of  batch  feed 
instead  of  continuous  feed  and  the  addition  of  “Magne- 
touch”  cover  control  which  automatically  starts  disposer 
when  cover  is  in  place 
National  Model  244E: 

Same  as  Model  660D 
National  Model  444E : 

Same  as  Model  770D 
National  Model  NDP-110: 

Motor — Vz  hp,  115  volts 
Capacity— 1%  quarts  (grind  chamber) 

Feed — continuous 

Cover — one  piece  snap-in  vinyl  cover  with  drain  or  seal 
position  which  may  be  in  drain  position  during  grinding 
operation 

Features — “Snap-Lock”  mounting  design  without  bolts,  one 
piece  stainless  steel  29  square  inch  grind  ring,  flexible  im- 
pellers. 

National  Model  NDP — 210: 

Motor — 14  hp,  115  volts. 

Capacity — 134  quarts  (grind  chamber) 

Feed — continuous 

Cover — snap-in-cover  with  chrome  plated  handle  which  per¬ 
mits  drain  or  seal  position  (may  be  in  drain  position  dur¬ 
ing  grind  operation)  and  stainless  steel  cover  plate. 
Features — Toggle  switch  maintained  forward,  off,  and  mo¬ 
mentary  reverse  position,  baked  apoxy  grinding  chamber 
lining,  “Snap-Lock”  mounting  design  without  bolts,  one 
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piece  stainless  steel  29  square  inch  grind  ring,  flexible  im¬ 
pellers. 

INSPECTION  AND  TEST:  The  food  waste  disposers 
have  been  approved  by  Underwriters’  Laboratories  (Guide 
ZDHR,  Card  #18300,  December  23,  1971). 

RECOMMENDATIONS:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  Kitchen  Aid  Models  KWS-110, 
KWI-110,  KWC-110,  KWD-110,  KWF-110  and  National 
Models  770D,  660D,  444E,  244E,  NDP-210,  NDP-110  food 
waste  disposers  under  the  provisions  of  New  York  City 
Local  Law  No.  .14  of  1968.  The  food  waste  disposers  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
No.  764-71-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


INSPECTION  AND  TEST :  Details  of  construction  were  1 
examined  by  Assistant  Engineer  Darts  and  it  was  noted  that 
the  location  of  the  head  would  protect  the  compactor  only,  j 
The  applicant  has  submitted  a  letter  which  states  that  re¬ 
quired  sprinkler  will  also  be  placed  in  the  former  combustion 
chamber  and  in  the  refuse  room  in  compliance  with  para¬ 
graphs  8  and  10  of  Local  Law  14  of  1968. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Thermostatic  Controlled  Chute 
Sprinkler  System  157-203-702  under  the  provisions  of  Local 
Law.  14,  1968  on  condition  that  the  installation  shall  be  as 
herein  described  and  the  solenoid  operated  valve  shall  only  be 
installed  on  the  transition  chute.  Each  system  shall  be  labeled 
Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  768-71-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
ai  e  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
°Lj01^0ra-e  name’  chan&e  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


768-71-SA 

APPLICANT — Compactor  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Frank  Tursi  and  Leonard  F.  Rothkrug. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative.:  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta  .  * 

Negative:  .  ”  ( 

Absent :  Vice  Chairman  Klein  .  ] 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
768-71-SA — Compactor  Corporation,  Jersey  City,  New  Jersej 
hied  for  approval  of  the  Thermostatic  Controlled  Chute 
Sprinkler  System  157-203-702  under  the  provisions  of  Local 
Law  14,  1968. 

PROPOSED  USE:  Sprinkler  to  protect  refuse  compactor. 
P^SCRIPTION :  The  system  consists  of  three  components; 
(1)  Thermostat— Factory  set  at  165°F,  (2)  Asco  Solenoid 
va!V-  and  (^)  V*  inch  K80SS.  Co.  Sprinkler  head. 

he  system  is  designed  to  prevent  clogging  or  breaking 
oi  the  sprinkler  head  and  to  control  the  amount  of  time  the 
sprinkler  would  admit,  water  to  compactor  and  is  so  designed 
that  it  can  automatically  reset  itself  without  anyone  in 
attendance  to  perform  this  function. 

.  The  operation  of  the  system  is  as  follows :  The  equipment 
is  installed  on  the  transition  chute  which  is  installed  between 
the  compactor  and  the  bottom  of  the  existing  refuse  chute, 
the  thermostat  factory  set  to  operate  at  165°F,  is  wired  to 
the  solenoid  valve  which  will  open  automatically  when  that 
temperature  is  sensed  and  automatically  close  when  the  fire 
is  out  and  the  thermostat  no  longer  senses  temperature. 


3-72-SM 

APPLICANT — Vickers  Tulsa  Division,  owner. 
APPEARANCES— 

For  Applicant:  Bert  S.  Nelson. 

AC  1  ION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative:  .  q  j 

Absent:  Vice  Chairman  Klein  .  l 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
3-72-SM— Vickers  Tulsa  Division,  Tulsa,  Oklahoma,  filed 

ooonn?prOV,a  of  a  Cable  Anchor  Thimble  (Part  Number 
48899)  under  the  provisions  of  New  York  City  Local  Law 
No.  73 — 1969. 

PROPOSED  USE:  Thimble  for  anchoring  end  of  cable  of 
a  crane  to  a  winch  drum. 

DESCRIPTION :  The  thimble  is  made  of  cast  iron  and  has 
outer  dimensions  of  3.06"  x  2.12"  x  0.81".  Cable  is  threaded 
around  the  grooved  edges  of  the  thimble.  The  tapered  thim¬ 
ble  is  inserted  into  a  tapered  cored  cavity  in  the  winch  drum. 
The  cable  is  drawn  through  the  smaller  end  of  the  cavity 
and  forces  the  thimble  deeper  into  the  cavity  as  force  is 
applied  to  the  cable,  which  wedges  the  cable  between  the 
walls  of  the  cavity  and  the  thimble. 

INSPECTION  AND  TEST :  The  thimble  was  tested  to 
destruction  while  it  anchored  y2"  diameter  20  400  lb 
strength  cable  and  y8"  diameter  31,600  lb.  strength  cable 
(two  separate  tests)  by  United  States  Testing  Company, 
Incorporated  (Report  No.  0151,  on  file).  In  both  tests,  the 
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cable  failed  before  the  thimble  (at  18,000  lb.  and  33,000  lb., 
respectively) . 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Cable  Anchor  Thimble  (Part 
Number  28899)  under  the  provisions  of  New  York  City 
Local  Law  No.  73 — 1969  for  use  with  y2"  diameter  cable 
with  working  loads  of  up  to  10,000  lbs.  and  54"  diameter  cable 
with  working  loads  of  up  to  16,000  lb.  The  thimbles  shall 
be  labeled:  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  Number 
3-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


147-72-SM 

APPLICANT — James  F.  Reid  for  Crosby  Group,  owner. 

APPEARANCES— 

For  Applicant:  James  F.  Reid. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


N  egative :  . ; .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
147-72-SM — James  F.  Reid,  Hohokus,  New  Jersey,  for  the 
Crosby  Group,  Fort  Wayne,  Indiana,  filed  for  approval  of 
Crosby  Group  Crane  Reeving  Accessories  under  the  pro¬ 
visions  of  New  York  City  Local  Law  No.  73 — 1969. 
PROPOSED  USE:  Crane  reeving  accessories. 
DESCRIPTION :  The  steel  reeving  accessories  are  as 
follows : 

Crosby-Laughlin  320-C  Carbon  Steel  Eye  Hook : 

SWL  (54  ton)  through  SWL  (40  tons) 
Crosby-Laughlin  319  A  Alloy  Steel  Shank  Hook: 

AD  (1  ton)  through  AY  (150  tons) 

Crosby-Laughlin  319  C  Carbon  Steel  Shank  Hook: 

CD  (V/2  tons)  through  CU  (50  tons) 

Western  Cargo  Hooks  (steel)  : 


Number 

Size 

Pattern 

Load 

(tons) 

1021 

22 

Portland 

10 

1022 

12 

New  York 

5 

1022 

13 

New  York 

10 

1023 

42 

Seattle 

5 

1023 

43 

Seattle 

10 

1024 

32 

Western 

5 

1024 

33 

Western 

10 

G — 209  Anchor  Shackles,  Bows:  54”  CL.  SWL  IT  (1  ton) 
through  2^"  CL.  SWL  50  (50  tons). 

No.  1210  Western  Round  Reverse  Eye  Hook:  y2"  (300  lbs.) 
through  154"  (4,000  lbs.). 

Crosby-Laughlin  223  Hook  and  Hook  Turnbuckle:  J4"  x  4" 
(400  lbs.)  through  1)4"  x  24"  (7,500  lbs.). 
Crosby-Laughlin  226  Eye  and  Eye  Turnbuckle:  J4"  x  4" 
(500  lbs.)  through  254"  x  24"  (75,000  lbs.). 

Lebus  L-150  Standard  Load  Binder:  54"  (5,100  lbs.)  through 
54"  (16,200  lbs.) 

Lebus  L-150  Releasing  Load  Binder:  54"  (5,100  lbs.)  through 
54"  (11,500  lbs.) 

Lebus  L-150  Snubber  Load  Binder:  54"  (5,100  lbs.)  and  J4" 
(8,200  lbs.) 

Lebus  L-150  Walking  Load  Binder:  y2"  (11,500  lbs.) 
Crosby-Laughlin  322-A  Alloy  Steel  Swivel  Hoist  Hook : 

AD — 1  Ton  through  AO — 30  Tons 
Lebus  L— 140  Ratchet  Load  Binder:  54"  (5,100  lbs.)  through 
54"  (11,500  lbs.) 

Crosby-Laughlin  322-C  Carbon  Steel  Swivel  Hoist  Hook 
CD — 54  Ton  through  CO — 20  Tons. 

Crosby-Laughlin  320-A  Alloy  Steel  Eye  Hook :  SWL — 1  Ton 
through  SWL — 60  Tons 

INSPECTION  AND  TEST:  The  above  working  loads 
were  substantiated  with  load  tests  to  double  the  values  of 
the  working  loads  which  were  conducted  by  Crosby-Laughlin 
Division  and  certified  by  William  P.  Call,  P.  E.  R.  T.  K. 
and  Company,  Incorporated,  Lodi,  New  Jersey. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Crosby  Group  Crane  Reeving 
Accessories  listed  above  under  the  provisions  of  New  York 
City  Local  Law  No.  73-1969  on  condition  that  the  reeving 
accessories  shall  be  used  in  accordance  with  the  working 
loads  listed  above  and  enumerated  in  the  report  dated  March 
8,  1971  on  the  series  of  load  tests  conducted  by  Crosby- 
Laughlin  Division.  The  reeving  accessories  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
147-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

214-72-SM 

APPLICANT — Cooley,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Anthony  Greco. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  . . . .  0 

Absent:  Vice  Chairman  Klein  .  1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
214-72-SM — Cooley,  Incorporated,  Pawtucket,  Rhode  Island, 
tiled  for  approval  of  Armor  Shell,  Armor  Glass,  and  Flame- 
foil  Awning  Fabrics  under  the  provisions  of  the  Flame¬ 
proofing  Rules  of  the  Board  of  Standards  and  Appeals 
(Calendar  Number  294-40-SR). 

PROPOSED  USE:  Awning  fabrics. 

DESCRIPTION  :  The  awning  fabrics  are  made  of  woven 
material  31"  in  width  which  has  been  treated  for  flame¬ 
proofing,  water  repellency,  and  mildew  resistance. 
INSPECTION  AND  TEST :  The  fabrics  were  tested  by 
the  Better  Fabrics  Testing  Bureau  and  met  the  require¬ 
ments  of  the  Flameproofing  Rules  of  the  Board  of  Standards 
and  Appeals. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Armor  Shell,  Armor  Glass,  and 
Flamefoil  Awning  Fabrics  under  the  provisions  of  the 
b  lameproofing  Rules  of  the  Board  of  Standards  and  Appeals. 
The  fabrics  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  214-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


215-72-SM 

AP PLICANT — F.  N.  Testoni  for  Reeves-Bowman  Division 
of  Cyclops  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  F.  N.  Testoni. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  . . . .’  4 


Negative:  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
215-72-SM — Reeves-Bowman  Division,  Cyclops  Corpora¬ 
tion,  Dover,  Ohio,  filed  for  approval  of  ll/2"  V-Grip  Steel 
Floor  Units  under  the  provisions  of  C26-501.1  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Component  of  two  hour  fire  rated 
floor-ceiling  assembly. 

^'^P'-^PTION :  The  top  layer  of  the  assembly  consists 
of  2,500  psi  sand-gravel  concrete.  The  layer  is  2y2"  thick 


to  the  top  of  the  fluted  steel  form  units  and  4"  thick  to  the 
top  of  the  indentations  in  the  form  units.  A  No.  6  SWG 
6"  x  6"  steel  wire  fabric  is  embedded  in  the  concrete.  The 
fluted  steel  form  units  are  30"  (5  flutes)  or  24"  (4  flutes) 
wide.  The  units  are  made  of  No.  16  gauge  and  No.  20  gauge 
galvanized  steel.  Embossments  formed  in  the  sides  of  the 
flutes  provide  composite  action  between  the  concrete  and 
steel.  The  form  units  are  welded  to  the  supports,  8B15 
structural  steel  beaips.  The  assembly  is  supported  at  the 
ends,  by  4"  x  6"  x  y  steel  angles.  A  2"  wide  pressure 
sensitive  cloth  tape  covers  the  gap  between  the  ends  of  the 
form  units  over  the  beams  and  the  flute  opening  at  the  ends 
of  the  form  units.  Steel  shear  connectors,  used  to  provide 
composite  action  between  the  beam  and  the  concrete  floor, 
:ire  made  of  steel  and  measure  3"  long  x  y  diameter  with 
a  1  y  diameter  head.  The  beams  and  bottom  of  the  form 
units  are  protected  with  approved  asbestos  free  sprayed 
cementitious  fireproofing.  The  upper  fluted  sections,  verti¬ 
cal  fluted  sections,  and  perimeter  of  the  supporting  beams 
are  protected  to  a  thickness  of  y.  The  lower  fluted  sec¬ 
tions  are  protected  to  a  thickness  of  y. 

INSPECTION  AND  TEST :  The  assembly  was  given  a 
two  hour  fire  rating  by  Underwriters’  Laboratories  (File 
R6349-1  Assignment  70NK2035,  on  file). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  \l/2"  V-Grip  Steel  Floor  Units  as  a 
component  of  a  two  hour  fire  rated  floor-ceiling  assembly 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York  and  the  Rules  of  the  Board  adopted  under 
Cal.  118-68-GR.  Plans  submitted  to  the  Department  of  Build¬ 
ings  showing  proposed  use  of  this  construction  shall  include 
the  drawing  contained  in  the  test  report  cited  above  and  shall 
be  labeled :  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Calendar  Number 
215-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1020-61-SM 

APPLICANT — The  McKay  Company,  owner. 

SUBJECT — Application  June  30,  1961 — McKay  Company 
Welding  Rods,  approval  of. 

APPEARANCES— 

For  Applicant:  John  Miaskowski. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta . 4 

Negative :  .  o 

Absent:  Vice  Chairman  Klein  .  1 
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701- 66-SA 

APPLICANT — S.  W.  Farber  Inc.  for  W.  S.  Rockwell 
Company,  owner. 

SUBJECT — Application  July  15,  1966 — Single  Stage  Con¬ 
veyor  Oven  for  Teflon  Coating. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  cf  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative :  . . .  0 

Absent :  Vice  Chairman  Klein  .  1 

702- 66-SA 

APPLICANT — S.  W.  Farber  Inc.  for  W.  S.  Rockweil 
Company,  owner. 

SUBJECT — Application  July  15,  1966 — Two  stage  Con¬ 
veyor  Oven  for  teflon  coating. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative:  . . . .  0 

Absent:  Vice  Chairman  Klein .  1 

703- 66-SA 

APPLICANT — S.  W.  Farber,  Incorporated  for  W.  S. 
Rockwell  Company,  owner. 

SUBJECT— Application  July  15,  1966— W.  S.  Rockwell  Co. 
Direct  Gas-Fired  Belt  Conveyor  Oven,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

N egative :  . •_ .  0 

Absent:  Vice  Chairman  Klein .  1 

S56-66-SM 

APPLICANT — Library  Bureau — Remington  Rand  Office 
Systems,  owner. 

SUBJECT— Application— August  19,  1966— Multi-Tier  Book 
Stack. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  . 

Negative:  . . . 

Absent:  Vice  Chairman  Klein . 

766-66-SM 

APPLICANT — Village  Block,  Incorporated,  owner. 


SUBJECT— Application  August  2,  1966— Village  Block,  Inc., 
Cinder  Block,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  .  0 

Absent :  Vice  Chairman  Klein .  1 


869-67-SM 

APPLICANT— National  Specialty  Corporation,  owner; 

Jacobson  and  Company,  Incorporated,  agent. 

SUBJECT — Application  September  22,  1967 — NSC  Quadro 
IV  Ceiling  Concept.  Approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent :  Vice  Chairman  Klein .  1 


216-72-SA 

APPLICANT — Temperatur  Control  Incorporated,  owner. 
SUBJECT — Application  March  24,  1972 — Roof  mounted  air 
conditioning  and  heating  unit,  Model  TCI  Model  Number 
CFC-304-G450. 

APPEARANCES— 

For  Applicant :  Harry  E.  Jackson. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.M.  for  further  study  by  the  committee. 


304-67-BZ — Vol.  Ill 

APPLICANT — Andrew  Di  Camillo  for  Marjan  Realty 
Company,  owner. 

SUBJECT — Application  reopened  as  Volume  III,  Septem¬ 
ber  1,  1971 — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  11-412  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  at  an  existing  Automotive  Service  Station 
with  accessory  uses  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  ex¬ 
pansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing. 

PREMISES  AFFECTED— 1680  Canarsie  Road,  south  side, 
100. 5-J6  feet  east  of  Seaview  Avenue,  Block  8316,  Lot  41, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

?  THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  March  21,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  April  25,  1972;  then  to  May  9,  1972; 
then  to  May  16,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  12,  1971,  acting  on  Alt.  Applic.  1241/1971, 
reads : 

“1.  In  an  R5  zone,  on  a  lot  formerly  occupied  by 
a  gasoline  service  station,  lubritorium — laundry — minor 
repairs  (hand  tools  only)  office  and  sales,  boiler  rm. 
storage  of  more  than  5  motor  vehicles  awaiting  to  be 
serviced,  granted  by  the  board  under  Cal.  #477-48-BZ. 
The  proposed  enlargement  and  additional  use  to  auto¬ 
motive  service  station,  auto  laundry,  lubritorium,  minor 
hand  repairs,  and  motor  vehicle  testing — also  storage 
of  more  than  5  cars  to  be  serviced,  must  be  referred 
back  to  the  Board  of  Standards  and  Appeals. 

2.  Since  there  are  no  bulk-yards-etc.  requirements 
for  a  non-conforming  use  in  a  residential  zone,  refer  all 
bulk  requirements  to  the  Board  of  Standards  and 
Anneals.” 

and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  at  an  existing  automotive  serv¬ 
ice  station  with  accessory  uses  previously  before  the  Board, 
the  enlargement  in  area  of  the  accessory  building  and  the 
expansion  of  the  uses  to  include  motor  vehicle  testing  and 
servicing,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  1,  1971,”  3  sheets,  “May  3,  1972,”  1  sheet 
and  “May  10,  1972,”  1  sheet,  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with  and  substantial  con¬ 
struction  be  completed  within  one  year  of  the  date  of  this 
resolution. 

640-69-BZ 

APPLICANT— Frank  A.  Vaccaro  for  J.  Edward  Meislohn 
owner. 

SUBJECT— Application  October  28,  1969— decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-42 
of  the  Zoning  Regulations,  to  permit  in  a  C2-1  and  R3-1 
district,  the  enlargement  in  area  of  an  accessory  parking 
area  for  a  funeral  establishment  into  the  residence  district. 

AFFECTED — 1289  Forest  Avenue,  north  side, 
57.08  feet  east  of  Hamlin  Place,  Block  383,  Lot  18,  Port 
Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Barbara  Ford. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta .  5 

Negative:  .  q 

THE  RESOLUTION— 

Whereas^  a  public  hearing  was  held  on  this  application  on 
April  18,  1972,  after  due  notice  by  publication  in  the  Bulletin  • 
laid  over  to  May  2,  1972;  then  to  May  16,  1972;  and 
and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1969,  acting  on  Alt.  Applic.  403/1969, 
reads : 

“1.  Portion  of  parking  lot  in  R3-1  District,  which 
is  part  of  a  proposed  parking  lot  accessory  to  a  Funeral 
Home  Use  Group  7,  is  contrary  to  22-00,  32-16,  77-11 
and  77-12  Z.  R. 

Note:  Zoning  Lot  is  presently  in  R3-1  District  and 
in  C2-1  within  R3-1  District.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C2-1  and  R3-1  district,  the  enlargement  in  area  of  an 
accessory  parking  area  for  a  funeral  establishment  into 
the  residence  district,  on  condition  that  all  work  shall  sub¬ 
stantially  conform  to  drawings  filed  with  this  application 
marked  “Received  October  28,  1969”,  1  sheet,  and  “May 
5,  1972”,  1  sheet  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with  and  substantial  construc¬ 
tion  be  completed  within  one  year  of  the  date  of  this  resolu¬ 
tion. 


611-71-BZ 

APPLICANT — Maurice  Intrator  for  Abraham  Wialanski, 
owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district  in  an  existing 
five  story  multiple  dwelling,  the  change  in  use  of  the  cellar 
to  a  coffee  shop. 

PREMISES  AFFECTED — 41  West  64th  Street,  north 
side,  184.11  feet  east  of  Broadway,  Block  1117,  Lot  13, 
Borough  of  Manhattan.  Community  Planning  Board  #7. 

APPEARANCES— 

For  Applicant :  Maurice  Intrator. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  o 

Negative:  _  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
March  21,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  April  25,  1972;  then  to  May  16,  1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971,  acting  on  Alt.  Applic.  700/1971, 
reads : 

“Cl.  Proposed  change  of  use  in  cellar  to  coffee 
shop  and  offices  is  contrary  to  Z.  R.  22-00  and  Z.  R. 
32-00  use  regulation  for  R8  district.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W  hereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  casejt  is  unable  to  make  findings  a,  b  and  c  un¬ 
der  Section  72-21  of  the  Zoning  Resolution. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971  acting  on  Alt.  Applic.  700/1971 
Objection  No.  Cl  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


641-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971-decision  of  the 
Borough  Superintendent,  under  Section  73-62  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  in  an  existing  11 
story  multiple  dwelling,  the  conversion  of  the  doctors  offices 
in  the  cellar  to  apartments  that  increases  the  .  degree 
of  non-compliance  in  lot  area  requirements  and  minimum 
distance  between  windows  and  lot  lines. 

PREMISES  AFFECTED— 3201-3223  Avenue  H  and  773- 
793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  May  2,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  May  16,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1971,  acting  on  Alt.  Applic.  905/1971, 
reads : 

“1)  Proposed  alteration  to  convert  the  Doctors’ 
offices  to  Class  “A”  Apartments  located  in  an  R6  Zone, 
increases  the  degree  of  non-compliance  in  lot  area  per 
room  and  is  contrary  to  Sec.  54-311  of  Z.  R. 

2)  The  required  ventilating  windows  in  living 
rooms  marked  (A)  open  on  a  court  that  does  not  com¬ 
ply  with  Sec.  23-841  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-62  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district  in  an  existing  11 -story  multiple  dwelling,  the 
conversion  of  the  doctors’  offices  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-compliance  in  lot  area  re¬ 
quirements  and  minimum  distance  between  windows  and  lot 
lines,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  the  application  marked  “Received 
September  28,  1971,”  6  sheets,  and  on  further  condition  that 
all  laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  substantial  construction  be  complied  with  within 
one  year  of  the  date  of  this  resolution. 


642-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Norma  Apart¬ 
ments  Company,  owner. 

SUBJECT— Application  September  28,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  windows  open¬ 
ing. 


PREMISES  AFFECTED— 3201  to  3223  Avenue  H,  and  773 
to  793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot 
1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative: .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1971  on  Alt.  Applic.  905-71,  reads: 

(M.  D.  L.) 

“1.  Living  rooms  marked  (A)  having  windows 
opening  on  ‘an  adequate  adjacent  space’  less  than  30'-0" 
in  its  least  dimension  is  contrary  to  Sec.  34,  subd.  6  of 
M.  D.  Law.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  2,  1971,  acting  on  Alt. 
Applic.  905-71  Objection  No.  1  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
all  work  shall  conform  to  the  resolution  adopted  this  date, 
under  calendar  number  641-71-BZ,  and  all  other  laws,  rules 
and  regulations  be  complied  with. 

17-72-BZ 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 
SUBJECT — Application  January  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  erection  of 
a  one  story  enlargement  to  a  retail  store  that  creates  non- 
compliance  in  floor  area  ratio  and  encroachment  within 
the  rear  yard. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  No.  4. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE. COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
April  18,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  2,  1972;  then  to  May  16,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  11,  1972,  acting  on  Alt.  Applic.  1247/1971, 
reads : 

“2.  Proposed  addition  of  commercial  retail  store 
U.  G.  6  in  an  R6  District  is  contrary  to  the  general 
provision  of  Section  22-00  of  Zoning  Resolution. 

3.  Proposed  structure  alteration  and  enlargement 
to  a  building  of  non-conforming  use  is  contrary  to  the 
provision  of  Article  V  Sections  52-22  and  52-40  of 
Z.  R. 
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4.  Proposed  addition  of  a  structure  in  a  required 
rear  yard  of  an  R6  district  is  contrary  to  Sections  23-47, 
23-62  of  Z.  R. 

5.  Proposed  addition  of  a  structure  in  an  R6  district 
exceeds  the  maximum  floor  area  ratio,  this  is  contrary 
to  Section  23-142  of  Z.  R. 

6.  Since  there  is  no  parking  and  loading  regula¬ 
tions  for  commercial  use  in  a  residential  district  submit 
same  to  the  Board  of  Standards  and  Appeals  for  con¬ 
sideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district,  the  erection  of  a  one-story  en¬ 
largement  to  a  retail  store  that  creates  non-compliance  in 
floor  area  ratio  and  encroachment  within  the  rear  yard, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received  Janu¬ 
ary  19,  1972,”  4  sheets,  and  “April  27,  1972,”  2  sheets,  and 
“May  11,  1972,”  3  sheets,  and  all  laws,  rules  and  regulations 
applicable  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


18-72-A 

APPLICANT — M.  Martin  Elkind  for  Louis  Guerra,  owner. 
SUBJECT — Application  January  19,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  alter¬ 
ation  exceeds  60  per  cent  of  building. 

PREMISES  AFFECTED — 86-01  Justice  Avenue,  north¬ 
west  corner  of  Broadway,  Block  1837,  Lots  100,  102,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  11,  1972  on  Alt.  Applic.  1247-71,  reads: 

“7.  Since  proposed  alteration  exceeds  60  per  cent 
of  the  Bldg.  Value,  construction  of  the  Entire  Bldg,  to 
comply  with  the  requirements  of  the  New  Bldg.  Code 
Sec.  C26-103.1  Adm.  Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  January  11,  1972  acting  on  Alt.  Applic.  1247-71  Objec¬ 
tion  No.  7  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  all  work  conform 
to  resolution  adopted  this  date,  under  calendar  number  17-72- 
BZ,  and  that  all  other  laws,  rules  and  regulations  be  com¬ 
plied  with. 


218-72-BCR 


APPLICANT — Joseph  Stein,  Commissioner,  Department 
of  Buildings —  Subject:  Reference  Standard  RS  5-5 
(ASTM  E-84  Standard  Method  of  Tests  for  Surface 
Burning  Characteristics  of  Building  Materials — 1961) 
Amendment  to. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

ACTION  OF  BOARD — The  request  of  March  24,  1962  for 
amendment  of  RS  5-5  denied. 


THE  VOTE  TO  AMEND— 

Affirmative :  .  0 

Negative:  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta . 4 

Absent :  Vice  Chairman  Klein .  1 


ACTION  OF  BOARD — Application  reopened  on  the  basis 
of  an  amended  request  dated  May  11,  1972,  referred  back 
to  the  Committee  on  Testing. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta . 

Negative:  . 

Absent :  Vice  Chairman  Klein  . 


4 

0 

1 


239-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings  Letter  of  March  29,  1972,  Received 
April  4,  1972. 

SUBJECT— Application  April  4,  1972— Building  Code  Ref¬ 
erence  Standard  RS  10-3  (ACI  318— 1963,  Building  Code 
requirements  for  reinforced  concrete)  and  modifications 
thereto  to  be  repeated  in  its  entirety  and  superseded  by 
the  following:  Reference  Standard  RS  10-3  (ACI  318 — 
1971  Building  Code  requirements  for  concrete  with  modi¬ 
fications). 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

For  Opposition:  Raymond  C.  Heun. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.M.  at  the  request  of  TAC  for  study  of  proposed  code. 


121-72-A 


APPLICANT  Larry  Meltzer  for  Price  Nelson  Incorpor¬ 
ated,  owner ;  Columbus  Foods  Incorporated,  lessee. 

SUBJECT— Application  February  7,  1972— appeal  from  an 
order  and  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 289-295  Columbus  Avenue,  54- 
60  West  74th  Street,  southwest  corner,  Block  1126,  Lot 
61,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Ronald  Ogur. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta . 

Negative:  . 

Absent :  Vice  Chairman  Klein . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  31,  1968  and  January  10,  1972  on  Order 
No.  4112-8,  reads: 
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“1.  Install  an  approved  automatic  sprinkler  system 
throughout  grocery  supermarket  and  entire  cellar  used 
by  supermarket  for  storage,  arranged  and  equipped  as 
per  Ch.  26,  Art.  16  Adm.  Code.  Ch.  19-161.0a  Adm. 
Code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  July  31,  1968  and  January  10,  1972,  acting 
on  Order  No.  4112-8,  Objection  No.  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  May  12,  1972,  ’  3 
sheets;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with. 


139-72-A 

APPLICANT— Harry  Soled  for  Rabbi  C.  Friedman,  owner. 
SUBJECT— Application  February  16,  1972— decision  of  the 
Borough  Superintendent,  re-  public  use  in  frame  building. 
PREMISES  AFFECTED — 4706  12th  Avenue,  west  side, 
35  feet  2 y%  inches  from  47th  Street,  Block  5627,  Lot  59, 
Borough  of  Brooklyn. 


N egative :  . . .  9 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1972  on  B.  N.  Applic.  2648-70,  reads : 

“2.  Interior  corridors  shall  be  constructed  of  non¬ 
combustible  materials  to  provide  a  minimurn  fire- 
resistance  rating  of  one  hour  (except  as  otherwise  re¬ 
quired  in  (a)  through  (c)  below)  C26-614.2(h). 

3.  No  openable  transoms  shall  be  permitted  in  walls 
of  corridors.  All  corridors  required  to  have  a  1  hr.  fire- 
resistance  rating,  fixed  panels  of  %"  thick  wire  glass 
may  be  installed  in  not  more  than  26%  of  corridor  and 
any  room  or  space,  provided  that  no  panel  area  exceeds 
720  sq.  inches  C26-604.2.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  January  12,  1972,  acting  on  B.  N.  Applic.  2648-70, 
Objection  Nos.  2  and  3  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received, 
February  24,  1972,”  5  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  thereto  shall  be  complied  with. 


APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 

Commissioner  Nolan  and  Commissioner  Agusta .  4 

Negative:  . ® 

Absent:  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  14,  1972  on  Alt.  Applic.  1844-71,  reads : 

“1.  The  proposed  public  use  in  a  frame  building  is 
contrary  to  Sect.  4.2.1  of  old  bldg,  code.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  14,  1972,  acting  on  Alt.  Applic.  1844-71, 
Objection  No.  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition _  that  the 
building  shall  conform  to  drawings  marked  “Received  Feb¬ 
ruary  16,  1972,”  3  sheets,  and  “May  9,  1972,”  3  sheets ;  and 
that  all  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with. 


150-72-A 

APPLICANT— Albert  Homer  Swanke  for  Rock  McGraw, 
Incorporated,  owner ;  Rock  McGraw,  Incorporated,  lessee. 

SUBJECT— Application  February  22,  1972— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  interior  cor¬ 
ridors  and  transoms. 

PREMISES  AFFECTED— 1221-37  Avenue  of  the  Amer¬ 
icas,  west  side  from  West  48th  to  West  49th  Streets, 
Block  1001,  Lots  13  thru  53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sal  Criscuolo. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta . 4 


185-72-A 

APPLICANT— Howard  Miller  for  Victory  Memorial  Hos¬ 
pital,  owner. 

SUBJECT— Application  March  13,  1972— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  revised  location  of 
Liquid  Oxygen  Storage  Tank. 

PREMISES  AFFECTED— 9036  7th  Avenue  and  675  92nd 
Street,  northeast  corner,  Block  6094,  Lots  3,  6,  8  and  9, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Councilman  Angelo  Arculeo,  Howard 
Miller  and  Anthony  Guccione. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

N  egative :  . . .  0 

Absent:  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  28,  1972  reads : 

“Plans  and  Sections,  received  October  22,  1971,  indi¬ 
cating  revised  location  of  Liquid  Oxygen  Storage  Tank 
are  not  acceptable  in  that  the  proposed  location  in  below 
grade  Delivery  Court  is  contrary  to  N.  F.  P.  A. 
566-4-L  .  .  J 

You  may  appeal  this  decision  to  the  Board  of  Standards 
and  Appeals.  If  the  Board  of  Standards  and  Appeals 
grants  a  modification,  then  this  department  will  request 
the  folowing  additional  items  : 

1)  Arrange  parking  lot  above  Liquid  Oxygen 
Storage  Tank  so  that  no  car  will  be  parked  within 
25  feet  of  said  tank. 

2)  Provide  dike  and  drainage  of  all  parking 
areas  away  from  Liquid  Oxygen  Storage  Tank. 

3)  Provide  bumpers  and  concrete  walls  around 
edge  of  parking  area  to  protect  Liquid  Oxygen 
Storage  Tank  from  mechanical  injury  from  vehicles 
on  upper  parking  area  and  vehicles  on  loading 
ramp.” 

and 
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W hereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  February  28,  1972,  acting  on  a  letter  from  the  Fire 
Commissioner,  Objection  Nos.  1,  2,  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  location  of  the  tank  shall  conform  to 
drawings  marked  “Received  May  11,  1972,”  1  sheet;  and 
that  all  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with. 


753-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Fred  L. 
Goodman,  Incorporated,  owner. 

SUBJECT — Application  December  7,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard  egress. 
PREMISES  AFFECTED — 231  East  34th  Street,  north 
side,  200  feet  west  of  2nd  Avenue,  Block  915,  Lot  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Morris  Kweller  and  Sheldon  M.  Goodman. 
ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.M..  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information  and  cellar  plan;  previously  inspected. 


156-72-A 

APPLICANT — Frederic  R.  Grae  for  Milton  Liberman, 
owner. 

SUBJECT — Application  February  24,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street  and  revocation  of  permit. 

PREMISES  AFFECTED — 349  Ocean  Terrace,  north  side, 
340  feet  east  from  Tiber  Place,  Block  687,  Lot  2,  Sunny- 
side,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Stanley  Applebaum. 


ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  corrected 
plans ;  previously  inspected. 

166-72-A 

APPLICANT — Sol  Feinberg  for  Castle  Coal  &  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  trucks  through  the  city  streets  not  in  conformity 
with  the  requirements  of  administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  amend  applica¬ 
tion. 

187-72-A 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT  Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re  egress  and  loca¬ 
tion  of  gasoline  dispensary  pump. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Laid  over  to  May  30,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  amended 
drawings;  previously  inspected. 


Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 
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New  Cases  Filed  up  to  May  23,  1972 
Cal.  No.  Dept.  Premises  Affected 

344-72-BZ — B.M. — 67  East  11th  Street  and  801  Broad¬ 
way,  northwest  corner,  Block  563,  Lot  37,  Borough  of 
Manhattan,  Community  Board  #2,  Alt.  No.  335-72,  re¬ 
proposed  mixed  residential  and  commercial  building, 
C6-1  district. 


345-72-A — B.M. — 67  East  11th  Street  and  801  Broadway, 
northwest  corner,  Block  563,  Lot  37,  Borough  of  Man¬ 
hattan,  Alt.  No.  335-72,  re-  rear  yard,  lot  line,  windows, 
egress,  C6-1  district. 


358-72-BZ — B.R. — 250  Parkinson  Avenue,  west  side, 
301.37  feet  south  of  Ledyard  Pace,  Block  3223,  Lot  17, 
Grasmere,  Borough  of  Richmond,  Community  Board  # 3 , 
Alt.  No.  129-72,  re-  change  in  use  from  offices  to  school 
and  offices,  Ml-1  district. 


359- 72-BZ— B.Q.— 213-20  to  213-24  99th  Avenue,  south¬ 
west  corner  of  215th  Street,  Block  11087,  Lot  30,  Jamaica, 
Borough  of  Queens,  Community  Board  #13,  Alt.  No. 
292-72,  re-  proposed  extension  of  store,  R3-2  district. 

360- 72-SM — Zurn  Industries  Incorporated,  \r/2"  and  2 
pressuretrol  automatic  angle  valve,  manufactured  by 
Zurn  Industries  Incorporated,  Material. 


346-72-A — B.M. — 31  Washington  Sq.  West,  west  side, 
45  feet  north  of  Washington  Place,  Block  552,  Lot  61, 
Borough  of  Manhattan,  Alt.  No.  641-71,  egress,  open¬ 
ing  of  elevator,  R7-2  district. 


347-72-A — B.R. — 15  Shubert  Street,  easi  side,  100  feet 
south  of  St.  Johns  Avenue,  Block  3006,  Lot  27,  Rose- 
bank,  Borough  of  Richmond,  N.  B.  955-72,  re-  building 
not  fronting  legal  street,  General  City  Law. 


348-72-SA — W.  J.  Plenge  &  Company,  Model  540  target 
annunciator,  manufactured  by  W.  J.  Plenge  &  Company, 
Appliance. 


349-72-BZ — B.B. — 4302  to  4318  Church  Avenue  and  185 
to  191  East  43rd  Street,  southeast  corner,  Block  4897, 
Lot  3,  Borough  of  Brooklyn,  Community  Board  #9, 
Alt.  No.  290-72,  re-  automotive  service  station  and  acces¬ 
sory  parking,  C2-2  district. 


350-72-BZ — B.Q. — 71-11  112th  Street,  northeast  corner 
of  71st  Road,  Block  2246,  Lot  31,  Forest  Hills,  Borough 
of  Queens,  Alt.  No.  1505-71,  (Community  Board  #6) 
re-  proposed  extension  to  synagogue,  Rl-2  district. 


351-72-BZ — B.Q. — 27  to  33  Kearney  Street,  northeast 
corner  of  Astoria  Boulevard,  Block  1659,  Lot  51,  East 
Elmhurst,  ^Borough  of  Queens,  Community  Board  #3, 
N.  B.  136-72,  re-  multiple  dwelling,  front  and  side  yards, 
floor  area  ratio,  sky  exposure  plane,  parking  and  lot  area, 
R3-2  district. 


352-72-BZ — B.M. — 1673  to  1687  York  Avenue,  northwest 
corner  of  East  88th  Street,  Block  1565,  Lots  19,  21,  30, 
120,  128.  Borough  of  Manhattan,  Community  Board  #8, 
N.  B.  85-69,  re-  apartment  house,  R10  and  R8  district. 


353-72-BCR — Received  May  17,  1972 — Reference  Stand¬ 
ard  RS  5-16,  entitled  “Acoustical  Tile  and  Lay-in  Panel 
Ceiling  Suspension  System”. 


354-72-SM — J.  C.  Penka,  mono-therm  used  for  interior 
finish,  manufactured  by  J.  C.  Penka,  Material. 


355-72- A — F.D. — packaging  of  flammable  mixture  known 
as  “Chekol  50”  in  one  quart  and  one  gallon  polyethylene 
bottles  not  in  compliance  with  regulations  of  New  York 
City  Administrative  Code. 


356-72-A — B.M. — 261  to  263  West  71st  Street,  north  side, 
172  feet  east  of  West  End  Avenue,  Block  1163,  Lots  8 
Sy2,  Borough  of  Manhattan,  Alt.  No.  317-71,  re-  live 
load,  egress  and  width  of  stairs,  R10  district. 


357-72-BZ — B.Bx. — 355  West  255  Street,  north  side,  fro; 
Mosholu  Avenue  to  Fieldstone  Road,  Blocks  5846,  584 
Lots  1605,  1774,  Borough  of  The  Bronx,  Communil 
Board  #14,  re-  Apartment  building  with  communil 
facilities,  R4  district  (N.  B.  94-72). 


RESTORED  TO  DOCKET 

1045-67-BZ — Vol.  11 — B.Q. — 160-11  92nd  Street,  south¬ 
east  corner  of  160th  Avenue,  Block  14030,  Lot  1,  Howard 
Beach,  Borough  of  Queens,  Alt,  1170-67,  re-  off-site 
parking  for  commericial  use,  R6  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings.  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JUNE  20,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  20,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

340-41-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  May  1,  1972 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  for  a  term  of  years, 
the  erection  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED — 72-09  Main  Street,  southeast 
corner  of  72nd  Avenue,  Block  6660,  Lot  1,  Flushing, 
Borough  of  Queens. 


389-51-BZ— Vol.  I 

APPLICANT — H.  M.  Cole  for  Tracco-Bogota,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  extension 
of  garage  use  on  West  56th  Street  (Lot  40)  presently 
used  as  a  storage  garage,  to  be  extended  into  building 
located  on  Lot  39,  presently  used  as  a  non-storage  (three 
pleasure  cars;  balance  dead  storage). 

PREMISES  AFFECTED — 108-112  West  56th  Street,  south 
side,  150  feet  west  of  Avenue  of  the  Americas,  Block 
1008,  Lots  39  and  40,  Borough  of  Manhattan. 


404-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Louise  Foley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  17,  1972 — 
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decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7c,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  and  unrestricted  use 
district  the  reconstruction  and  extension  of  existing  gaso¬ 
line  service  station  to  include  adjoining  existing  lot  used 
for  parking  and  storage  of  motor  vehicles,  to  include  gaso¬ 
line  service  station,  lubritorium,  car  wash,  storage  and 
sale  of  accessories,  motor  vehicle  repairs  and  office  and  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicle. 

PREMISES  AFFECTED — 86-10  Whitney  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  1579,  Lot  20,  Elmhurst, 
Borough  of  Queens. 


795-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sgt.  Meyer  Levin 
Memorial  Hall  Association,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  9,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  use  of  a  build¬ 
ing  for  public  function  and  meeting  rooms. 

PREMISES  AFFECTED — 1624  East  14th  Street,  west  side, 
180  feet  south  of  Avenue  P,  Block  6776,  Lot  16,  Borough 
of  Brooklyn. 


852-56-BZ — V ol.  Ill 

APPLICANT — Meyer  Press  for  Harberk  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  13,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  21  of  the  Zoning  Resolution, 
permitting  in  a  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  one  story  building  as  a  motor  vehicle  repair 
shop  including  wheel  alignment,  brake  testing  and  brake 
repairs. 

PREMISES  AFFECTED — 143-05  Liberty  Avenue  and 
102-41  to  102-47  Remington  Street,  northeast  corner,  Block 
10020,  Lot  138,  Jamaica,  Borough  of  Queens. 


30-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joseph  Tanenbaum, 
owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  September  17, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing  (non-automatic) 
minor  repairs  (hand  tools  only),  office  storage  and  sale 
of  auto  accessories  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 136-31  to  136-39  35th  Avenue, 
northwest  corner  of  Leavitt  Street,  Block  4951,  Lot  71, 
Flushing,  Borough  of  Queens. 

149-72-BZ 

APPLICANT — Harold  Weinberg  for  Berl  Goldhirsch, 
owner. 

SUBJECT — Application  February  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  second 
floor  apartment  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio,  open  space  ratio  and  the  lot  area 
requirement. 


PREMISES  AFFECTED — 199  Lee  Avenue,  northeast 
corner  of  Heyward  Street,  Block  2226,  Lot  1,  Borough  of 
Brooklyn.  Community  Board  #3. 


158-72-BZ 

APPLICANT — Vincent  B.  Agusta  for  Joseph  Ferrarella, 
owner. 

SUBJECT — Application  February  24,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  in  an  existing 
one  story  commercial  building,  the  conversion  of  three 
retail  stores  to  funeral  establishment. 

PREMISES  AFFECTED— 67-61  to  67-71  Eliot  Avenue  and 
66-70  to  66-80  68th  Street,  northwest  corner,  Block  2780, 
Lot  100,  Maspeth,  Borough  of  Queens.  Community  Board 
#2. 

205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  Tischler  and  Regina  Tischler,  owners. 

SUBJECT — Application  March  21,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  five  story  health  related  facility  that  exceeds  the  per¬ 
mitted  floor  area  ratio  and  lot  coverage,  encroaches  on  the 
required  front  and  side  yards  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED— 3002-3038  West  35th  Street, 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn.  Community  Board  #13. 


280-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story, 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED— 29-33  Bell  Boulevard,  east  side, 
32.84  feet  east  of  29th  Avenue,  Block  6054,  Lot  13,  Bayside, 
Borough  of  Queens.  Community  Board  #11. 


281-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT— Application  April  20,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story, 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED— 29-31  Bell  Boulevard,  east  side, 
301.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  14, 
Bayside,  Borough  of  Queens.  Community  Board  #11. 


282-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R2  district,  on  a  plot  with 
less  than  the  required  lot  area,  the  erection  of  a  three 
story,  two  family  dwelling,  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  and  encroaches  on  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED— 29-29  Bell  Boulevard,  east  side, 
279.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  17, 
Bay  side,  Borough  of  Queens.  Community  Board  #11. 


283-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT— Application  April  20,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story, 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

PREMISES  AFFECTED— 29-27  Bell  Boulevard,  east  side, 
257.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  18, 
Bayside,  Borough  of  Queens.  Community  Board  #11. 


284-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  405  East  Asso¬ 
ciates,  owner ;  Hippopotamus  Club,  lessee. 

SUBJECT — Application  April  20,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -9  district,  in  an  existing 
five  story  building,  the  conversion  of  the  basement  and  first 
floor  from  furniture  showroom  and  storage  to  restaurant 
with  limited  cabaret. 

PREMISES  AFFECTED — 403-405  East  62nd  Street,  north 
side,  81  feet  east  of  First  Avenue,  Block  1457,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #8. 


293-72-BZ 

APPLICANT — Peirez,  Karmiol  and  Ackerman  for  Peter 
Kalikow,  owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C2-8  district,  the  erection  of  a  24 
story  residence  without  the  required  accessory  parking. 

PREMISES  AFFECTED— 301  to  303  East  87th  Street  and 
1682  to  1690  Second  Avenue,  northeast  corner,  Block  1550, 
Lots  1,  2  and  3,  Borough  of  Manhattan. 

339-72-BZ 

APPLICANT — Peter  R.  Gray  for  Sal  Surace,  owner. 

SUBJECT — Application  May  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  and  C8  district,  the  erection 
of  a  four  story  and  cellar  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  accessory  parking 
and  extends  into  the  C8  district. 

PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens.  Community  Board  #2. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 


SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

Laid  over  from  February  22.  1972.  for  the  purpose  of 
awaiting  action  of  the  Court  and  action  of  Title  Vested. 
Continued  Hearing. 

SAMUEL  L.  BECKER,  Chairman 


JUNE  20,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  afternoon,  June  20,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

218-72-BCR 

APPLICANT — Joseph  Stein,  Commissioner,  Department  of 
Buildings. 

SUBTECT — Amendment  to  Reference  Standard  RS  5-5 
(ASTME-84) 

239-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner  Depart¬ 
ment  of  Buildings.  Subject:  Reference  Standard  RS  10-3 
(ACI  318-1963,  Building  Code  Requirements  for  rein¬ 
forced  concrete)  and  modifications  thereto  to  be  repealed  in 
its  entirety  and  superceded  by  the  following:  Reference 
Standard  RS  10-3  (ACI  318-1971  Building  Code  Require¬ 
ments  for  reinforced  concrete)  with  modifications. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

698-71-A 

APPLICANT — Brody  and  Bell  Associates  for  Jet  Start 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Jet-Start  Starting  Fluid  Injec¬ 
tion  System”  in  950  cc  steel  pressurized  container,  con¬ 
tainer  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 

195-72-A 

APPLICANT — Harry  Soled  for  Rabbi  M.  Rosenbaum, 
owner. 
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SUBJECT — Application  March  16,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  height  in 
Class  IV  building. 

PREMISES  AFFECTED — 1358  East  13th  Street,  west  side, 
24014  feet  south  of  Elm  Avenue,  Block  6741,  Lot  41, 
Borough  of  Brooklyn. 


230-72-A 

APPLICANT — Chemetron  Corporation,  Cardox  Division, 
owner ;  Kirsch  Beverage,  lessee. 

SUBJECT — Application  March  30,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  storage  of  carbon 
dioxide  in  24  ton  receivers. 

PREMISES  AFFECTED— 112-0?  15th  Avenue,  south  side, 
between  112th  Street  and  114th  Street,  Block  4065,  Lot 
1,  College  Point,  Borough  of  Queens. 


247-72-A 

APPLICANT — Walter  L.  Kent  for  Lexeleven  Corporation, 
owner;  Gray  Young  Enterprises,  lessee. 

SUBJECT — Application  April  6,  1972 — review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  zoning  matter. 

PREMISES  AFFECTED — 1567  Second  Avenue,  west  side, 
62.2  feet  north  of  East  81st  Street,  Block  1527,  Lot  123, 
Borough  of  Manhattan. 


267-72-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Grymes  Hill  Manor  Estates, 
Incorporated. 

SUBJECT — Application  April  19,  1972 — for  Modification 
of  Certificate  of  Occupancy  re-  yard  hydrant. 

PREMISES  AFFECTED — 53  Seth  Court,  north  side,  400 
feet  west  of  Howard  Avenue,  Block  596,  Lot  100,  Grymes 
Hill,  Borough  of  Richmond. 


268-82-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Nicoletta  Liantonio. 
SUBJECT — Application  April  19,  1972 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1371-1373  Rogers  Avenue,  east 
side,  26  feet  north  of  Farragut  Road,  Block  5229,  Lot  7, 
Borough  of  Brooklyn. 


321-72-A 

APPLICANT — Norman  L.  Rieffman  for  East  New  York 
Properties,  owner. 

SUBJECT— Application  May  4,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  omission  of 
standpipe. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue, 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 
JUNE  27,  1972,  10  A.M. 

NOTICE  IS  HEREBY  ^  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  27,  1792,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 


588-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morris  and  Eve 
Cohen,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  January  21, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  office  storage,  minor  auto 
repairs,  car  wash,  parking  and  storage  of  motor  vehicles, 
with  curb  cut  and  show  window  within  75  feet  of  a  resi¬ 
dence  use  district. 

PREMISES  AFFECTED — 1353  Park  Avenue  and  100- 
110  East  102nd  Street,  southeast  corner,  Block  1629,  Lot 
72  (formerly  67  to  72  inclusive),  Borough  of  Manhattan. 


901-60-BZ — Vol.  II 

APPLICANT — Stanley  H.  Klein  for  Estate  of  Isidor 
Langowitz,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  December  5,  1971— decision 
of  the  Borough  Superintendent;  previously  denied  under 
Section  7h  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  establishment  of  a  parking  lot  for 
the  parking  of  patrons’  cars  of  the  stores  on  Lot  1  of 
Block  11702. 

PREMISES  AFFECTED — 120-10  Van  Wyck  Expressway, 
southwest  corner  of  120th  Avenue,  Block  11702,  Lot  23 
(formerly  23,  24,  25,  26,  27),  South  Ozone  Park,  Borough 
of  Queens. 


1742-61-BZ 

APPLICANT — Mrs.  Lucy  Shettina,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  May  29,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  accessory  to  the  owner’s  printing 
shop  and  the  use  of  the  excess  spaces  for  non-transient 
parking. 

PREMISES  AFFECTED — 21  Douglass  Street,  north  side, 
166  feet  6  inches  east  of  Court  Street,  Block  408,  Lots  62 
and  63,  Borough  of  Brooklyn. 


911-55-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Bangor  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  March  6,  1972 — decision  of  the  Bor¬ 
ough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  proposed  use  of  the  unbuilt  upon  portion 
of  a  lot  for  a  parking  lot  and  also  for  accessory  parking 
for  employees. 

PREMISES  AFFECTED— 1674-1678  Broadway,  south 
side,  59  feet  4  inches  west  of  Decatur  Street  and  747-755 
Decatur  Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 


826-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  1079  Nelson  Ave¬ 
nue  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  26,  1972 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  used  dis¬ 
trict,  the  change  in  use  of  an  existing  building  from  Fire 
Patrol  Headquarters  to  motion  picture  film  production 
and  storage. 

PREMISES  AFFECTED— 1079  Nelson  Avenue,  west  side, 
197.3  feet  south  of  West  166th  Street,  Block  2514,  Lot  30, 
Borough  of  The  Bronx. 


685-59-BZ 

APPLICANT — Irwin  Emerman  for  The  Carnegie  Hall  Cor¬ 
poration,  lessee;  The  City  of  New  York — Department  of 
Real  Estate,  owner^ 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance,  which  expired  March  29,  1970 ;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  restricted  retail  use 
district,  the  maintenance  of  a  parking  lot  for  more  than 
five  motor  vehicles  and  attendant’s  shanty  extending  from 
the  business  use  into  the  restricted  retail  use  portion  of 
the  plot. 

PREMISES  AFFECTED— 152  West  57th  Street,  south 
side,  150  feet  east  of  7th  Avenue,  and  155-159  West  56th 
Street,  Block  1009,  Lot  Part  of  1  (formerly  Lots  6,  8  and 
57),  Borough  of  Manhattan. 


226-72-BZ 

APPLICANT — Albert  Melniker  for  Victory  Boulevard 
Company,  owner. 

SUBJECT — Application  March  28,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  under  Section  666 
of  the  New  York  City  Charter  and  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  change 
in  use  of  accessory  swimming  pool  to  multiple  dwelling  to 
a  commercial  swimming  pool. 

PREMISES  AFFECTED— 1000  Clove  Road,  south  side, 
1855.24  feet  west  of  Victory  Boulevard,  Block  32 7,  Lot  15, 
Clove  Lake,  Borough  of  Richmond.  Community  Board  #1. 


295-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  89  Madison  Associates,  owner. 

SUBJECT — Application  April  24,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  R8  and  R10  district,  in  an  existing  38 
story  building,  the  conversion  of  the  mechanical  equip¬ 
ment  space  on  the  38th  floor  to  apartments  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  lot 
area  per  room. 

PREMISES  AFFECTED — 45  East  89th  Street,  northeast 
corner  of  Madison  Avenue,  Block  1501,  Lot  20,  Borough 
of  Manhattan.  Community  Board  # 8 . 


298-72-BZ 

APPLICANT — Solomon  Sheer  for  Midland  Associates, 
owner. 

SUBJECT — Application  April  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  nine  story  multiple  dwelling,  the  conversion  of 
a  portion  of  the  cellar  to  business  offices. 


PREMISES  AFFECTED— 110-45  Queens  Boulevard, 
northeast  corner  of  72nd  Drive,  Block  2238,  Lot  1,  Forest 
Hills,  Borough  of  Queens.  Community  Planning  Board 
#6. 

320-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Benmore  Realty 
Company,  owner. 

SUBJECT — Application  May  4,  1972 — decision  of  the 

Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  conversion 
of  an  existing  three  story  building  from  a  factory  to  a 
health  related  facility. 

PREMISES  AFFECTED— 80-08  45th  Avenue,  southeast 
corner  of  80th  Street,  Block  1533,  Lots  36,  43,  69,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  # 4 . 


326-72-BZ 

APPLICANT — -Thomas  H.  Bartzos  for  A.  H.  Industries, 
Incorporated,  owner. 

SUBJECT — Application  May  5,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the  erec¬ 
tion  of  a  five  story  health  related  facility  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 154  South  St.  Austins  Place, 
south  side,  200  feet  west  of  Bard  Avenue,  Block  142,  Lot 
23,  West  Brighton,  Borough  of  Richmond,  Community 
Board  #2. 


331-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Martin  Schlanger, 
owner. 

SUBJECT — Application  April  21,  1972 — decision  of  the 
Borough  Superintendent  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 

accessory  uses. 

PREMISES  AFFECTED — 1865  Bruckner  Boulevard  and 
1023-1040  Underhill  Avenue,  northwest  corner,  and  1020- 
1044  Leland  Avenue,  Block  3731,  Lot  1,  Borough  of  The 
Bronx,  Community  Board  #9. 


332-72-BZ 

APPLICANT— Lama  and  Vassalotti  for  Martin  Schlanger, 
owner. 

SUBJECT — Application  April  21,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  in  con¬ 
junction  with  the  erection  of  a  drive  in  restaurant,  the 
expansion  of  the  accessory  parking  into  the  residence  dis¬ 
trict  and  with  curb  cuts  within  50  feet  of  intersecting 
streets. 

PREMISES  AFFECTED — 1877  Bruckner  Boulevard  and 
1023-1043  Underhill  Avenue,  northwest  corner  and  1020- 
1044  Leland  Avenue,  Block  3731,  Lot  1,  Borough  of  The 
Bronx.  Community  Board  #9. 


343-72-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education 
— Office  of  School  Buildings,  owner. 

SUBJECT — Application  May  15,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story  enlargement  to  an  existing  public  school  that 
exceeds  the  permitted  floor  area  ratio  and  penetrates  the 
sky  exposure  plane. 
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PREMISES  AFFECTED— 179-37  137th  Avenue,  north¬ 
west  corner  of  Belknap  Street,  Block  12993,  Lot  118, 
Springfield  Gardens,  Borough  of  Queens,  Community 
Board  #13. 

SAMUEL  L.  BECKER,  Chairman 

JUNE  27,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  27,  1972  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

353-72-BCR 

APPLICANT — Joseph  Stein,  Commissioner,  Department  of 
Buildings. 

SUBJECT— New  Building  Code  Reference  Standard  RS 
5-16  entitled  “Acoustical  Tile  and  Lay-in  Panel  Ceiling 
Suspension  System”. 


287-72-A 

APPLICANT — Martyn  and  Don  Weston  for  34-36  East 
10th  Street  Corporation,  owner. 

SUBJECT — Application  April  21,  1972— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  rear  yard,  window 
openings,  egress  and  lot  line  windows  for  artists-in- 
residence  apartments. 

PREMISES  AFFECTED— 34-36  East  10th  Street,  south 
side,  222.3  feet  east  of  University  Place,  Block  561,  Lot  12, 
Borough  of  Manhattan. 


314-70-A — Vol.  II 

APPLICANT— Edwin  G.  Collins  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT— Application  reopened  May  9,  1972  as  Volume 
II — appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Smoking  within  plant  area. 

PREMISES  AFFECTED — 438  Varick  Avenue,  northeast 
corner  of  Maspeth  Avenue,  Block  2838,  Lot  1,  Borough  of 
Brooklyn. 

322-72-A 

APPLICANT — McGee  and  Morsellino  for  Concord  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  May  5,  1972 — filed  pursuant  to  Sec¬ 
tion  35  General  City  Law  re-  building  in  bed  of  mapped 
street. 

PREMISES  AFFECTED— 62-10  99th  Street,  northwest 
corner  of  62nd  Road,  Block  2093,  Lot  133,  Rego  Park, 
Borough  of  Queens. 

330-72-A  ' 

APPLICANT — NYC  Educational  Construction  Fund, 
owner. 

SUBJECT — Application  May  5,  1972 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  Hose  Station, 
equipped. 

PREMISES  AFFECTED — 375-411  Pearl  Street,  southeast 
corner  of  Madison  Street,  Block  113,  Lot  100,  Borough  of 
Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  23,  1972,  10  A.M. 

President :  Chairman  Becker,  Vice  Chairman  Klein, 
Commission  Madigan  and  Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held 

on  Tuesday  morning  and  afternoon,  May  9,  1972,  were 

approved  as  printed  in  the  Bulletin  of  May  20,  1972,  Vol. 

57,  No.  20. 

342-50-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Morris  Bros. 
Estate,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  27, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  portion  of  a 
plot,  located  in  a  residence  and  business  use  district,  the 
parking  of  motor  vehicles  for  patrons’  use. 

PREMISES  AFFECTED — 9701-9713  Church  Avenue  and 
477-499  Rockaway  Parkway,  northeast  corner,  Block 
4694,  Lot  8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative :  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  24,  1951,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  23,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
24,  1951,  as  amended  through  June  27,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  June  27,  1972,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  554-51) 

74-56-BZ 

APPLICANT — Vincent  B.  Agusta  for  Dina  Karpoff, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  5,  1972— de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7e,  7h  and  7 A  of  the  Zoning 
Resolution,  permitting  in  a  local  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  office  and  sales,  minor  auto 
repairs,  storage  room,  parking  and  storage  of  motor 
vehicles ;  proposed  show  window  and  sign  within  75  feet 
of  the  residence  use  district. 

PREMISES  AFFECTED — 42-05  Lawrence  Street,  and 
132-02  to  132-06  Sanford  Avenue,  southeast  corner, 
Block  5101,  Lot  7,  Flushing,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  L.  N.  Morrelly. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  ...  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  5,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  5,  1957,  as  amended 
through  July  22,  1958,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  ten  years  from  February  5,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  5305-55) 


113-56-BZ 

APPLICANT — Ingram  S.  Carner  for  Tremarco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  7,  1972 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7f,  7i  7h  and  7  A  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubrication,  office,  accessory  sales, 
minor  repairs  with  hand  tools  only,  parking  and  storage 
of  more  than  5  motor  vehicles  on  vacant  portion  of  the 
plot,  show  windows  and  signs  within  75  ft  of  the  resi¬ 
dence  use  district. 

PREMISES  AFFECTED— 1614-1626  86th  Street  and  2-14 
Bay  13th  Street,  southwest  corner,  Block  6363,  Lots  42  and 
45,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  ...  4 


Negative :  .  0 

Absent :  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  7,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  7, 
1957,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  May  7,  1972,  to 
permit  .  .  . ;  on  condition  that  all  shrubbery  and  fences 
be  made  to  comply  with  the  resolution  adopted  by  the 
Board  on  May  7,  1957  and  so  maintained ;  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects ;  and  that  a  new  Cer¬ 
tificate  of  Occupancy  shall  be  obtained.”  (N.B.  2847-55) 
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764-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  22, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e,  7h,  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
office  and  sales,  lubritorium,  minor  auto  repairs,  car  wash¬ 
ing,  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 200-05  to  200-15  (200-05  offi¬ 
cial)  Horace  Harding  Expressway,  58-59  to  58-71  Hollis 
Court  Boulevard,  northeast  corner  and  58-59  to  58-67 
201st  Street,  Block  7451,  Lot  32,  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative: .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  22,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
22,  1957  as  amended  through  June  11,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  22,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  3373-56) 


7-57-BZ — Vol.  I 

APPLICANT — Ruth  Peres  for  Kapsin  and  Dallis  Realty 
Corporation,  owner. 

SUBJECT- — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  23,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7e,  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  and  residence  use 
district,  the  construction  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  inspection,  minor  auto 
repairs,  car  wash,  store  room,  office,  store,  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED— 2317-2327  Ralph  Avenue,  6402- 
6414  Avenue  M,  southeast  corner  and  1302-1320  East  65th 
Street,  Block  8364,  Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ruth  Peres. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  ...  4 


Negative:  . . .  0 

Absent:  Commissioner  Nolan  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I  on  July  23,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  23, 
1957,  as  amended  through  June  4,  1963,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  July  23,  1972,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  2010-56) 


919-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Jo-Max  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  25,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  erection  of  a  two 
story  building  to  be  occupied  by  a  retail  store  on  the  first 
floor  and  a  two  family  dwelling  on  the  second  floor. 

PREMISES  AFFECTED— 4912  Avenue  K,  south  side,  20 
feet,  2>l/2  inches  east  of  Flatlands  Avenue,  Block  7829,  Lot 
44,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  ...  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  25,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  25, 
1958,  as  amended  through  May  26,  1964,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  for  a  term  of  ten  years  from  March  25,  1973, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  2102-57) 


110-67-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  31, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R7-1  district,  the  construc¬ 
tion  and  maintenance  of  a  non-transient  parking  lot. 

PREMISES  AFFECTED — 1817  University  Avenue,  west 
side,  150  feet  north  of  West  Tremont  Avenue,  Block 
2879,  Lot  120,  Borough  of  The  Bronx. 
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APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  31,  1967,  on  certain  conditions ;  and 
W hereas,  a  public  hearing  was  held  on  this  application 
on  May  23,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May 
31,  1967,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  May  31,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  25-67) 


46-70-BZ 


APPLICANT — Samuel  H.  Lindenbaum  for  KAL  Asso¬ 
ciates,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  _  of  time  to  complete,  which  expires  May  12, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  permitting  in  an  R8,  RIO  and  Cl-5  district,  on  a 
plot  with  a  4  story  building,  the  erection  of  a  37  story 
multiple  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  lot  area  per  room  and 
encroaches  on  the  minimum  distance  between  building. 

PREMISES  AFFECTED— 436  to  444  East  86th  Street, 
south  side,  75  feet  9  inches  west  of  York  Avenue,  1621 
to  1623  York  Avenue,  435  to  443  East  85th  Street, 
Block  1565,  Lots  17,  24,  25,  29,  30,  31  and  34,  Borough 
of  Manhattan. 


APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative  :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . . 

Negative:  . 

Absent :  Commissioner  Nolan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1970,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  18,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May 
12,  1970,  as  amended  through  May  18,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  12,  1972.”  (N.  B.  26-67) 


1045-67-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Bend  Motors, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previous  application  under  Sec¬ 
tion  72-21,  withdrawn  at  the  request  of  the  applicant  on 
October  29,  1968,  to  permit  in  an  R2  district,  the  con¬ 
struction  of  an  accessory  parking  lot  for  the  adjoining 
commercial  establishment. 

PREMISES  AFFECTED— 160-11  92nd  Street,  southeast 
corner  of  160th  Avenue,  Block  14030,  Lot  1,  Howard 
Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative:  .  0 

Absent :  Commissioner  Nolan  .  1 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED — 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner.  Block 
8168,  Lot  38,  Borough  of  Brooklyn.  Community  Planning 
Board  #17. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

For  Opposition:  Peter  Tinervia. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at 
2  P.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


801-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfonso  J.  Mer- 
curio,  owner. 

SUBJECT — Application  December  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  and  accessory  parking  and  encroaches  on 
the  required  front  yard. 

PREMISES  AFFECTED — 19  Stryker  Court,  north  side, 
159.9  feet  west  of  West  1st  Street,  Block  7174,  Lot  24, 
Borough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at 
2  P.M.,  for  decision.  Hearing  closed. 


5-72-BZ 

APPLICANT — Nathan  Silberman  and  M.  L.  Goldsmith  for 
Parkdale  Realty  Company,  owner. 


506 


MINUTES 


SUBJECT — Application  January  6,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district, 
in  an  existing  6  story  and  cellar  multiple  dwelling,  the 
conversion  of  the  doctors  office  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-conformity  and  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 89-10  63rd  Drive,  east  side, 
320  feet  north  of  Carlton  Street,  Block  3117,  Lot  17,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  applicant. 


6-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Frank  Pic¬ 
colo,  owner;  Compusort  and  the  Prudential  Life  Insurance 
Company,  lessee. 

SUBJECT — Application  January  10,  1972 — decision  of  the 
Borough,  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  district,  the  erection  of  a 
one  story  enlargement  to  a  commercial  building  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED— 1078  to  1082  Utica  Avenue, 
northwest  corner  of  Beverly  Road,  Block  4734,  Lot  32, 
Borough  of  Brooklyn.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Dominick  M.  Salvati  and  Harriet  Jacobs. 
For  Opposition:  Irving  Klein,  Mary  Harris  and  Moses 
Aaron  Lerman. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at  2 
P.M.,  for  decision.  Hearing  closed. 


90-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R10  and  Cl-5  district,  the 
erection  of  four  additional  stores  to  an  existing  eight  story 
telephone  exchange. 

PREMISES  AFFECTED— 208  to  216  East  79th  Street, 
south  side,  85  feet  east  of  Third  Avenue,  Block  1433,  Lots 
40,  44,  and  145,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn,  Aaron  G.  Goldman  and 
John  D.  Wren,  Jr. 

For  Opposition :  Alfred  Rose  and  Jack  Rose. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at  2 
P.M.  for  decision.  Hearing  closed.  Previously  inspected. 


108-72-BZ 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board 
of  Education,  City  of  New  York,  owner. 

SUBJECT — Application  January  28,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  public  school. 

PREMISES  AFFECTED— 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Schmitt,  Rosalie  Phillips 


Anna  Belle  Hecker  and  Bennie  Thompson. 

For  Opposition:  Patrick  J.  Guarino,  George  J.  Denti  and 
John  B.  Trainor. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1972,  at 
10  A.M.,  for  the  purpose  of  obtaining  additional  infor¬ 
mation  from  the  applicant.  Continued  hearing. 


127-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  10,  1972 — decision  of 
the  Borough  Superintendent,  under  section  73-65  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -3  district,  the. 
erection  of  a  six  story  enlargement  to  an  existing  six 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 3050  Cruger  Avenue,  southeast 
corner  of  Burke  Avenue,  Block  front  between  Cruger 
Avenue  and  Holland  Avenue,  Block  4569,  Lot  25,  Borough 
of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition :  Arthur  Peck  and  Use  Aufsuser. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1972,  at 
2  P.  M.  for  decision.  Hearing  closed. 


193-72-BZ 

APPLICANT— Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT— Application  March  16,  1972— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-3  district,  the 
enlargement  in  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED — 415  Empire  Boulevard  and  458 
to  464  New  York  Avenue,  northwest  corner,  Block  1309, 
Lot  120,  Borough  of  Brooklyn.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  Louis  Mathelier. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1972,  at 
2  P.M.,  for  decision.  Hearing  closed.  Previously  inspected. 


208-72-BZ 

APPLICANT— McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner. 

SUBJECT— Application  March  22,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  level  parking  garage  with  accessory  automobile 
rental  office  and  automotive  service  shop. 

PREMISES  AFFECTED— 95-10  Ditmars  Boulevard, 
southeast  corner  of  95th  Street,  Block  1072,  Lots  1,  23  and 
42,  Astoria,  Borough  of  Queens.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  James  K.  Alfard,  William  Watson, 
George  V.  Byrnes,  Louise  Benford,  Helen  Marshall, 
Mary  T.  Covantes,  John  Booker,  Harold  J.  Ellis,  Isaac 
B..  Palmer,  John  W.  Stingelar,  Patrick  E.  Beckles, 
Jerome  Hardman. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 
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779-71-BZ 

APPLICANT — Dr.  Daniel  Dicker  for  Clearview  Nursing 
Home,  owner. 

SUBJECT — Application  December  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  construction 
of  an  off-site  accessory  parking  facility  for  a  nursing  home. 
PREMISES  AFFECTED— 157-14  19th  Avenue,  southeast 
corner  of  19-01  157th  Street,  Block  4749,  Lot  1,  White- 
stone,  Borough  of  Queens.  Community  Board  #7. 

APPEARANCES— 

For  Applicant :  Daniel  Dicker  M.D., 

For  Opposition:  Angela  Stanicic. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative:  .  0 

Absent:  Commissioner  Nolan .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  9,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  23,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  22,  1971,  acting  on  Alt.  Applic.  352/1971, 
reads : 

“1.  Proposed  off-site  open  parking  lot  as  an  acces¬ 
sory  use  to  an  existing  nursing  home  (U.  G.  3),  located 
in  an  R3  Zone,  is  contrary  to  Section  25-53  of  the  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-452  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-452  of  the  Zoning  Resolution,  to  permit 
in  an  R3-1  district,  the  construction  of  an  off-site  accessory 
parking  facility  for  a  nursing  home  and  on  condition  that  all 
work  shall  substantially  conform  to  drawings  filed  with  this 
application  marked  “Received  December  20,  1971,”  2  sheets 
and  “May  19,  1972,”  2  sheets  and  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with  and  substantial  construction 
be  completed  within  one  year  of  the  date  of  this  resolution. 


793-71-BZ 

APPLICANT — Abraham  Grossman  for  Andrett  Realty 
Corporation,  owner. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R9  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  accessory  parking. 

PREMISES  AFFECTED— 351  to  357  Second  Avenue,  west 
side,  62  feet  north  of  East  20th  Street,  Block  901,  Lots  29, 
30,  Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Helen  K.  Otis  and  Lauren  F.  Otis. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


15-72-RZ 

APPLICANT — George  Fuchs  of  Office  of  Samuel  Paul  for 
White  Castle  Systems,  Incorporated,  owner. 

SUBJECT — Application  January  18,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  in  conjunction  with 
the  reconstruction  of  a  drive-in  restaurant  the  installation 
of  illuminated  signs  that  exceed  the  permitted  surface  area. 

PREMISES  AFFECTED — 96-22  Rockaway  Boulevard, 
southwest  corner  of  97th  Street,  Block  9167,  Lot  7,  Wood- 
haven,  Borough  of  Queens.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative:  .  0 

Absent:  Commissioner  Nolan  .  1 


126-72-BZ 

APPLICANT — Andrew  Di  Camillo  for  St.  Finbar’s  R.  C. 
Church,  owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  and  73-452 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
maintenance  of  an  off-site  accessory  garage  for  a  church 
that  encroaches  on  the  required  front  and  rear  yard. 
PREMISES  AFFECTED — 137  Bay  20th  Street,  east  side, 
203  feet  y2  inch  south  from  Benson  Avenue,  Block  6405, 
Lot  12,  Borough  of  Brooklyn,  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

For  Opposition :  Lillian  Gell. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Agusta  . .  4 


Negative:  .  o 

Absent:  Commissioner  Nolan  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  Application  on 
April  25,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  Alay  9,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  19,  1972,  acting  on  N.B.  Applic.  7/1972, 
reads : 

“1.  The  proposed  building  used  as  an  accessory 
garage  to  an  existing  Church,  not  on  the  same  zoning 
lot,  and  located  in  a  R5  district  and  without  the  required 
front  and  side  yards  is  contrary  to  Sec.  24-34  &  24-35 
of  the  Amended  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  and  73-452  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and/or  unnecessary  hardship 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  and  Section  73-452  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  maintenance  of  an  off -site 
accessory  garage  for  a  Church  that  encroaches  on  the  re¬ 
quired  front  and  rear  yard,  on  condition  that  all  work  shall 
conform  to  drawings  marked  “Received  March  14,  1972,”  1 
sheet  and  “February  10,  1972,”  2  sheets,  and  “May  19,  1972,” 
1  sheet,  and  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 


Adjourned  :  12 :50  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  23,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

243-72-A 

APPLICANT — Vincent  S.  LaGanga  for  John  E.  Rodi, 
owner. 

SUBJECT — Application  April  5,  1972 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 124  Halpin  Avenue,  east  side, 
100  feet  south  of  Carlton  Boulevard,  Block  5775,  Lot  38. 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Vincent  La  Ganga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1972  on  N.  B.  Applic.  1543-71,  reads: 

“12 — Certificate  of  Occupancy  will  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York,  according 
to  Article  3,  Section  36  of  the  General  City  Law. 

13 —  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  Section  C26-401.1  and  as  defined 
by  sub  article  C26-201.0  of  the  Admin.  Code. 

14 —  Building  not  fronting  on  a  legal  street  or 
frontage  space  does  not  provide  access  as  required  by 
C26-401.2  para.  (A).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1972,  acting  on  N.  B.  Applic  1543-71, 
Objection  Nos.  12,  13,  14,  be  and  it  hereby  is  modified 
under  the  powers  vested  in  the  Board  by  Section  36  of  the 
General  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  sidewalk,  curb,  curb  cut  and 
pavement  to  the  middle  of  the  street  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received  April  5,  1972,”  1  sheet;  and  that  all  other  laws, 
rules  and  regulations  shall  be  complied  with. 


136-72-A 

APPLICANT — H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  February  15,  1972 — proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED — 1  Liberty  Plaza,  Entire  Block, 

1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Block  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole,  P.  J.  Carvin,  K.  Soldan  and 
W.  G.  Cobb. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1972,  at 

2  P.M.  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


222-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  41  Madison  Company,  owner. 

SUBJECT— Application  March  27,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  glass  panels  in  a 
public  corridor. 

PREMISES  AFFECTED — 27-41  Madison  Avenue  and 
24-40  East  26th  Street,  southeast  corner,  Block  855,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1972,  at  2 
P.M.  for  hearing,  at  the  request  of  the  applicant. 


246-72-A 

APPLICANT — Maurice  Intrator  for  Beson  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  April  6,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  use  of  cellar  level 
as  factory  and  garage. 

PREMISES  AFFECTED— 226-230  East  144th  Street,  south 
side,  24.10  feet  east  of  Canal  Place,  Block  2340,  Lots  221, 
222,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator  and  Bruce  Buglioni. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1972,  at  2 
P.M.  for  continued  hearing;  applicant  to  file  revised  draw¬ 
ings  and  additional  information. 


248-72-A 

APPLICANT— Buckley  and  Kisseloff  for  Samuel  Minskoff 
&  Sons,  owner. 

SUBJECT— Application  April  6,  1972— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  office 
building,  stair  enclosures,  escalators,  etc. 
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PREMISES  AFFECTED — 650  Fifth  Avenue,  southwest 
corner  of  West  52nd  Street,  Block  1267,  Lots  41,  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Emilio  Arechaederra, 
Stanley  Abercrombie,  John  A.  Van  Deusen  and  Thomas 
Durso. 


ACTION  OF  BOARD— Laid  over  to  June  6,  1972,  at  2 
P.M.  for  continued  hearing;  applicant  to  submit  additional 
information. 


Adjourned:  2:45  P.M. 

James  P.  Mulroy,  Secretary 
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588-57-BZ 


New  Cases  Filed  up  to  May  30,  1972 

Cal.  No.  Dept.  Premises  Affected 

361-72-BZ — B.M. — 232  East  72nd  Street,  south  side, 
217.1  feet  east  of  Third  Avenue  and  213  to  221  East  71st 
Street,  Block  1426,  Lots  9,  11,  35,  Borough  of  Manhattan, 
Community  Board  #8,  N.B.  39-72,  re-  proposed  college 
and  apartment  house,  RIO  and  R8  district. 


362-72-A — B.Q. — 90-15  Queens  Boulevard,  northeast 
corner  of  90th  Street,  Block  1860,  Lot  100,  Rego  Park, 
Borough  of  Queens,  N.B.  72-71,  re-  one  hour  fire  separa¬ 
tion  wall,  C4-2  district. 


363-72-SA — L.  B.  White  Company  Incorporated,  #342 
BJP  heater,  manufactured  L.  B.  White  Company  In¬ 
corporated,  Appliance. 


364-72-A — B.M. — 32  to  46  West  57  Street,  south  side, 
220  feet  east  of  Avenue  of  Americas  and  43  to  55  West 
56  Street,  Block  1272,  Lots  8,  12,  58,  60,  65,  Borough  of 
Manhattan,  N.B.  35-68,  re-  exit  discharge  of  stair  #3  to 
arcade,  C5-3  district. 


365-72-BZ — B.M. — 201  to  209  East  71st  Street,  and  1231 
to  1247  Third  Avenue,  northeast  corner  and  200  to  204 
East  72nd  Street,  Block  1426,  Lots  1,  5,  Borough  of  Man¬ 
hattan,  Community  Board  #8. N.B.  61-70,  re-  apartment 
house,  garage,  stores  and  dominican  congregation  build¬ 
ing,  R10,  Cl-5  in  R10,  Cl-9,  R8  district. 


366-72-A— F.D.— - 198-27  47th  Avenue,  northwest  corner 
of  Francis  Lewis  Boulevard,  Block  5555,  Lot  1,  Bayside 
Borough  of  Queens,  C.O.  #153002  issued  10/7/63,  re¬ 
sprinkler  system,  R2  district. 


APPLICANT — Lama  and  Vassalotti  for  Morris  and  Eve 
Cohen,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  January  21, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  office  storage,  minor  auto 
repairs,  car  wash,  parking  and  storage  of  motor  vehicles, 
with  curb  cut  and  show  window  within  75  feet  of  a  resi¬ 
dence  use  district. 

PREMISES  AFFECTED — 1353  Park  Avenue  and  100- 
110  East  102nd  Street,  southeast  corner,  Block  1629,  Lot 
72  (formerly  67  to  72  inclusive),  Borough  of  Manhattan. 


901-60-BZ — Vol.  II 

APPLICANT — Stanley  H.  Klein  for  Estate  of  Isidor 
Langowitz,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  December  5,  1971— decision 
of  the  Borough  Superintendent;  previously  denied  under 
Section  7h  of  the  Zoning  Resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  establishment  of  a  parking  lot  for 
the  parking  of  patrons’  cars  of  the  stores  on  Lot  1  of 
Block  11702. 

PREMISES  AFFECTED — 120-10  Van  Wyck  Expressway 
southwest  corner  of  120th  Avenue,  Block  11702  Lot  23 
(formerly  23,  24,  25,  26,  27),  South  Ozone  Park,  Borough 
of  Queens. 


367-72-SM — Ocean  Industries  Incorporated,  oceanite  or¬ 
iginally  aragonite  for  concrete,  cement,  block,  plaster, 
manufactured  by  Ocean  Industries  Incorporated,  Ma¬ 
terial. 


368-72-SA — Coen  Company,  coen  register  burners  vari¬ 
ous  models,  manufactured  by  Coen  Company,  Appliance. 


369-72-Bz— B.M.— 60  to  66  East  End  Avenue,  531  to 

537  East  82nd  Street,  northwest  corner  and  532,  536  to 

538  £as^83rd  Street>  Block  1579,  Lots  19,  21,  22,  26,  31, 
32,  34,  Borough  of  Manhattan,  Community  Board  #8, 
re-  apartments  and  garage,  FAR  and  zoning  rooms  ex¬ 
ceeded,  R10  and  R8  district. 


57P"^*BZ  B.B.  2332  to  2336  West  11th  Street,  west 
side,  160  feet  south  of  Avenue  W,  Block  7162,  Lots  16, 
18,  20,  21,  22,  Borough  of  Brooklyn,  Community  Board 
■fit  15,  re-  proposed  off-street  parking  spaces  for  nursing 
home,  R5  district. 


northeast  corner  of 
ren^B7i°ck  1387  Lot  1,  Borough  of  Manhattan, 
Alt.  No.  1247-71  re-  professional  offices,  medical  labora¬ 
tory,  live  load,  R10  district. 


DESIGNATJONS:  D-Departm^  of  Buildings;  B.B.— Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings  Manhattan- 
B.Q.— Department  of  Buildings,  Queens ;  B.R.— Department  of  Build! 

E-B*-~Department  of  Buildings,  Bronx-  H  D 
Health  Department;  F.D.— Fire  Department.  ’ 


JUNE  27,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  27,  1792,  at  10  o’clock  at  80  Lafayette 

matters*  °°r’  NeW  Y°rk’  N<  Y>  10013  on  the  following 


1742-61-BZ 

APPLICANT — Mrs.  Lucy  Shettina,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  May  29,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  accessory  to  the  owner’s  printing 
shop,  and  the  use  of  the  excess  spaces  for  non-transient 
parking. 

AFFECTED — 21  Douglass  Street,  north  side, 
i66  feet  6  inches  east  of  Court  Street,  Block  408,  Lots  62 
and  63,  Borough  of  Brooklyn. 


911-55-BZ 


APPLICANT  Leonard  F.  Rothkrug  for  Bangor  Realty 
Corporation,  owner.  J 

Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  for  extension  of  term  of  vari¬ 
ance  which  expired  March  6,  1972— decision  of  the  Bor- 
ough  Superintendent;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting 
partly  in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  proposed  use  of  the  unbuilt  upon  portion 
ot  a  lot  for  a  parking  lot  and  also  for  accessory  parking 
for  employees.  6 


HKRMISES  AFFECTED — 1674-1678  Broadway,  south 
side,  59  feet  4  inches  west  of  Decatur  Street  and  747-755 
Decatur  Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 


826-56-BZ  — 

APPLICANT— Leonard  F.  Rothkrug  for  1079  Nelson  Ave¬ 
nue  Corporation,  owner. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  March  26,  1972 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition,  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  used  dis¬ 
trict,  the  change  in  use  of  an  existing  building  from  Fire 
Patrol  Headquarters  to  motion  picture  film  production 
and  storage. 

PREMISES  AFFECTED — 1079  Nelson  Avenue,  west  side, 
197.3  feet  south  of  West  166th  Street,  Block  2514,  Lot  30, 
Borough  of  The  Bronx. 


685-59-BZ 

APPLICANT — Irwin  Emerman  for  The  Carnegie  Hall  Cor¬ 
poration,  lessee;  The  City  of  New  York— Department  of 
Real  Estate,  owner 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance,  which  expired  March  29,  1970;  and  for  amend¬ 
ment-decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  restricted  retail  use 
district,  the  maintenance  of  a  parking  lot  for  more  than 
five  motor  vehicles  and  attendant’s  shanty  extending  from 
the  business  use  into  the  restricted  retail  use  portion  of 
the  plot. 

PREMISES  AFFECTED— 152  West  57th  Street,  south 
side,  150  feet  east  of  7th  Avenue,  and  155-159  West  56th 
Street,  Block  1009,  Lot  Part  of  1  (formerly  Lots  6,  8  and 
57),  Borough  of  Manhattan. 


593-71-BZ 

APPLICANT— Albert  Melniker  for  Joseph  Cannizzaro, 
owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  building  for  use  as  restaurant  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED — 1911  Richmond  Avenue,  east 
side,  2101.81  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  19,  Bulls  Head,  Borough  of  Richmond. 

Laid  over  from  May  30,  1972,  for  hearing,  at  the  re¬ 
quest  of  the  Community  Planning  Board;  applicant 
concurs. 


226-72-BZ 

APPLICANT — Albert  Melniker  for  Victory  Boulevard 
Company,  owner. 

SUBJECT — Application  March  28,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  under  Section  666 
of  the  New  York  City  Charter  and  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  change 
in  use  of  accessory  swimming  pool  to  multiple  dwelling  to 
a  commercial  swimming  pool. 

PREMISES  AFFECTED — 1000  Clove  Road,  south  side, 
1855.24  feet  west  of  Victory  Boulevard,  Block  32 7,  Lot  15, 
Clove  Lake,  Borough  of  Richmond.  Community  Board  #1. 


295-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  89  Madison  Associates,  owner. 

SUBJECT — Application  April  24,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
to  permit  in  an  R8  and  R10  district,  in  an  existing  38 


story  building,  the  conversion  of  the  mechanical  equip¬ 
ment  space  on  the  38th  floor  to  apartments  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio  and  lot 
area  per  room. 

PREMISES  AFFECTED— 45  East  89th  Street,  northeast 
corner  of  Madison  Avenue,  Block  1501,  Lot  20,  Borough 
of  Manhattan.  Community  Board  #8. 


298-72-BZ 

APPLICANT — Solomon  Sheer  for  Midland  Associates, 
owner. 

SUBJECT — Application  April  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  in  an 
existing  nine  story  multiple  dwelling,  the  conversion  of 
a  portion  of  the  cellar  to  business  offices. 

PREMISES  AFFECTED— 110-45  Queens  Boulevard, 
northeast  corner  of  72nd  Drive,  Block  2238,  Lot  1,  Forest 
Hills,  Borough  of  Queens.  Community  Planning  Board 
#6. 


320-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Benmore  Realty 
Company,  owner. 

SUBJECT — Application  May  4,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  conversion 
of  an  existing  three  story  building  from  a  factory  to  a 
health  related  facility. 

PREMISES  AFFECTED— 80-08  45th  Avenue,  southeast 
corner  of  80th  Street,  Block  1533,  Lots  36,  43,  69,  Elm¬ 
hurst,  Borough  of  Queens.  Community  Board  #4. 


326-72-BZ 

APPLICANT — Thomas  H.  Bartzos  for  A.  H.  Industries, 
Incorporated,  owner. 

SUBJECT — Application  May  5,  1972— decision  of  the 

Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-1  district,  the  erec¬ 
tion  of  a  five  story  health  related  facility  that  exceeds  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 154  South  St.  Austins  Place, 
south  side,  200  feet  west  of  Bard  Avenue,  Block  142,  Lot 
23,  West  Brighton,  Borough  of  Richmond,  Community 
Board  #2. 


331-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Martin  Schlanger, 
owner. 

SUBJECT — Application  April  21,  1972 — decision  of  the 
Borough  Superintendent  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 1865  Bruckner  Boulevard  and 
1023-1040  Underhill  Avenue,  northwest  corner,  and  1020- 
1044  Leland  Avenue,  Block  3731,  Lot  1,  Borough  of  The 
Bronx,  Community  Board  #9. 


332-72-BZ 

APPLICANT — Lama  and  Vassalotti  for  Martin  Schlanger, 
owner. 

SUBJECT— Application  April  21,  1972— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  district,  in  con¬ 
junction  with  the  erection  of  a  drive  in  restaurant,  the 
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expansion  of  the  accessory  parking  into  the  residence  dis¬ 
trict  and  with  curb  cuts  within  SO  feet  of  intersecting 
streets. 

PREMISES  AFFECTED — 1877  Bruckner  Boulevard  and 
1023-1043  Underhill  Avenue,  northwest  corner  and  1020- 
1044  Leland  Avenue,  Block  3731,  Lot  1,  Borough  of  The 
Bronx.  Community  Board  #9. 


343-72-BZ 

APPLICANT — Joseph  C.  Schmitt  for  Board  of  Education 
— Office  of  School  Buildings,  owner. 

SUBJECT — Application  May  15,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  three  story  enlargement  to  an  existing  public  school  that 
exceeds  the  permitted  floor  area  ratio  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 179-37  137th  Avenue,  north¬ 
west  corner  of  Belknap  Street,  Block  12993,  Lot  118, 
Springfield  Gardens,  Borough  of  Queens,  Community 
Board  #13. 

SAMUEL  L.  BECKER,  Chairman 
JUNE  27,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  June  27,  1972  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

353-72-BCR 

APPLICANT — Joseph  Stein,  Commissioner,  Department  of 
Buildings. 

SUBJECT— New  Building  Code  Reference  Standard  RS 
5-16  entitled  “Acoustical  Tile  and  Lay-in  Panel  Ceiling 
Suspension  System”. 


800-66- S A 

APPLICANT — York  Division  Borg-Warner  Corporation — 
Automatic  ice  making  equipment. 


143-72-SM 

APPLICANT — Demco  Incorporated — Butterfly  valves. 


290-72-SA 

APPLICANT— American  Laundry  Machinery  Industries, 
Division  of  McGraw-Edison  Company — Dry  cleaning 
machine. 


294-72-SA 

APPLICANT— Devco  Engineering  Incorporated— Continu¬ 
ous  detection  and  measurement  of  carbon  monoxide  in  air. 


300-72-SM 

APPLICANT— Hico  Corporation  of  America— Sidewalk 
protection  frame. 


287-72-A 


A?nPtIc?ANT~Martyn  and  Don  Weston  for  34-36  East 
10th  Street  Corporation,  owner. 


SUBJECT— Application  April  21,  1972— appeal  from  a  deci¬ 
sion  oi  the  Borough  Superintendent,  re-  rear  yard,  window 


openings,  egress  and  lot  line  windows  for  artists-in- 
residence  apartments. 

PREMISES  AFFECTED— 34-36  East  10th  Street,  south 
side,  222.3  feet  east  of  University  Place,  Block  561,  Lot  12, 
Borough  of  Manhattan. 


3 14-70- A — Vol.  II 

APPLICANT — Edwin  G.  Collins  for  The  Brooklyn  Union 
Gas  Company,  owner. 

SUBJECT — Application  reopened  May  9,  1972  as  Volume 
II — appeal  from  an  order  and  a  decision  of  the  Fire 
Commissioner,  re-  Smoking  within  plant  area. 

PREMISES  AFFECTED — 438  Varick  Avenue,  northeast 
corner  of  Maspeth  Avenue,  Block  2838,  Lot  1,  Borough  of 
Brooklyn. 


322-72-A 

APPLICANT — McGee  and  Morsellino  for  Concord  Man¬ 
agement  Company,  owner. 

SUBJECT — Application  May  5,  1972 — filed  pursuant  to  Sec¬ 
tion  35  General  City  Law  re-  building  in  bed  of  mapped 
street. 

PREMISES  AFFECTED — 62-10  99th  Street,  northwest 
corner  of  62nd  Road,  Block  2093,  Lot  133,  Rego  Park, 
Borough  of  Queens. 

330-72-A 

APPLICANT — NYC  Educational  Construction  Fund, 
owner. 

SUBJECT — Application  May  5,  1972 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  Hose  Station, 
equipped. 

PREMISES  AFFECTED — 375-411  Pearl  Street,  southeast 
corner  of  Madison  Street,  Block  113,  Lot  100,  Borough  of 
Manhattan. 


355-72-A 

APPLICANT — Chekol  Laboratories,  Ltd.,  owner. 

SUBJECT— Application  May  18,  1972— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Chekol  50  in  1  gallon  polyethylene  bot¬ 
tles  not  in  compliance  with  regulations  of  New  York  City 
Administrative  Code. 

SAMUEL  L.  BECKER,  Chairman 
JULY  5,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  July  5,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

572-31-BZ— Vol.  II 

APPLICANT  Charles  J.  Stidolph  for  Oscar  Lucien,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  27,  1972— deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition,  under  Sections  7c  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  business  use  district, 
the  extension  in  use  and  area  of  existing  gasoline  service 
station,  to  include  gasoline  service  station,  lubritorium, 
car.  wash,  motor  vehicle  repairs,  welding  and  office,  and 
to  include  garage  for  more  than  five  motor  vehicles  and 
the  parking  of  motor  vehicles. 
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PREMISES  AFFECTED— 112-05  to  112-07  Sutphin  Boule¬ 
vard,  northeast  corner  of  113th  Avenue,  Block  12168,  Lot 
1,  Jamaica,  Borough  of  Queens. 


56-50-BZ — Vol.  II 

APPLICANT— Allan  Howard  for  Neptune  Motors,  Incor¬ 
porated,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  13,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  and  business  use,  C  area  district,  the 
reduction  of  size  of  existing  lot,  the  relocation  of  curb 
cuts  at  the  westerly  portion  of  the  Neptune  Avenue  front¬ 
age  and  the  erection  of  a  ground  business  sign  (exceeding 
the  area  permitted)  and  permitting  the  erection  and  main¬ 
tenance  of  an  accessory  garage  for  the  storage  of  five  new 
cars  and  permitting  the  existing  uses  of  auto  showroom, 
motor  vehicle  repairs,  lubritorium,  auto  showroom,  motor 
vehicle  repairs,  lubritorium,  auto  washing,  office  and  sales, 
outdoor  sale  and  display  of  more  than  five  motor  vehicles, 
parking  of  customers’  cars  and  gasoline  service  station  and 
permitting  the  addition  of  two  550  gal.  gasoline  storage 
tanks. 

PREMISES  AFFECTED — 1446  Neptune  Avenue  and  3-15 
Cass  Place,  southeast  corner,  Block  7516,  Lot  20,  Borough 
Brooklyn. 


665-51-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  Zygfryd  B. 
Wolloch  and  Bruce  B.  Teicholz,  owners. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  14,  1972 — decision  of 
the  Borough  Superintendent.;  previously  granted  on  con¬ 
dition  under  Section  7e  and  Section  21  of  Jhe  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change  in 
occupancy  from  apartments  on  the  first  floor  to  a  retail 
store. 

PREMISES  AFFECTED— 88  East  End  Avenue,  west  side, 
101  feet  north  of  East  83rd  Street,  Block  1580,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


725-56-BZ 

APPLICANT— Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  29, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  Section  7 A  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  use 
district,  a  proposed  gasoline  service  station,  lubritorium, 
auto  laundry  (non  automatic),  minor  auto  repair  shop 
with  hand  tools  only  and  the  parking  of  motor  vehicles 
awaiting  service  and  part  of  a  proposed  curb  cut  within 
75  feet  of  a  residence  zone. 

PREMISES  AFFECTED— 82-06  Astoria  Boulevard,  south¬ 
east  corner  of  82nd  Street,  Block  1094,  Lot  1,  Jackson 
Heights,  Borough  of  Queens. 


1906-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  John  Pergamo, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  September  18, 
1972 — decision  of  the  Borough  Superintendent;  previously 


granted  on  condition,  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district  the  addi¬ 
tion  of  minor  motor  repairs  including  the  installation  of 
tail  pipes  and  mufflers  only,  with  the  accessory  welding  in 
conjunction  with  the  existing  retail  sales  of  auto  acces¬ 
sories  and  parking. 

PREMISES  AFFECTED— 158-06  Cross  Bay  Boulevard, 
southwest  corner  of  158th  Avenue,  Block  13991,  Lot  7, 
Rosedale,  Borough  of  Queens. 


69-71-BZ 

APPLICANT— Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  June  8,  1972 — 
decision  of  the  Borough  Superintendent,  under  Section  72- 
21  of  the  Zoning  Resolution,  permitting  in  a  R3-2  district, 
the  addition  to  the  uses  of  an  existing  private  club  with  ac¬ 
cessory  uses  to  include  dancing  and  entertainment. 

PREMISES  AFFECTED— 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 

104-41-BZ— Vol.  II 

APPLICANT— Michael  N.  Christon  for  Vincent  Brancato, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  July  12,  1971 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  continued  use  of  an  existing  factory  and  storage 
building. 

PREMISES  AFFECTED— 150-18  to  150-22  Tahoe  Street, 
west  side,  170.07  feet  south  of  Albert  Road,  Block  11556, 
Lot  23,  Ozone  Park,  Borough  of  Queens. 


786-41-BZ 

APPLICANT — Maryann  Bindrim,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  1,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  a  garage 
for  more  than  five  motor  vehicles  and  gasoline  service 
station. 

PREMISES  AFFECTED— 68-72  North  Henry  Street,  east 
side,  50  feet  south  of  Engert  Avenue,  Block  2729,  Lot  20, 
Borough  of  Brooklyn. 


173-72-BZ 

APPLICANT — Charles  M.  Spindler  for  John  Baris,  Louis 
Evangelista,  owner. 

SUBJECT — Application  March  7,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED— 27-19  23rd  Street,  east  side, 
127.98  feet  north  from  28th  Avenue,  Block  544,  Lot  6. 
Long  Island  City,  Borough  of  Queens.  Community  Board 
#1. 


189-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Stephen  Oddo 
and  Dorothy  Oddo,  owners;  Leemilt’s  Petroleum,  Incor¬ 
porated,  lessee. 
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SUBJECT — Application  March  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  an  automotive  service  station. 

PREMISES  AFFECTED— 161-17  Cross  Bay  Boulevard, 
east  side,  165  feet  south  of  161st  Avenue,  Block  14189,  Lots 
69  and  71,  Howard  Beach,  Borough  of  Queens.  Community 
Board  #10. 


259-72-BZ 

APPLICANT — Robert  J.  Battipaglia  for  Ferdinand  Gior¬ 
dano,  owner. 

SUBJECT — Application  April  14,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  the  change  in  oc¬ 
cupancy  of  an  existing  public  parking  lot  to  an  automobile 
sales  lot. 

PREMISES  AFFECTED — 962-972  64th  Street,  south  side, 
51.11%  feet  east  of  Fort  Hamilton  Parkway,  Block  5743, 
Lot  52,  Borough  of  Brooklyn.  Community  Board  #10. 

297-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Company,  Dursi-Ford- 
ham  Lincoln  Mercury,  Incorporated,  lessee. 

SUBJECT  Application  April  19,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution  to  permit  in  a  C8-1  and  R6  district  the  erection 
of  a  one  story  enlargement  to  an  existing  automobile  sales 
and  service  establishment  previously  before  the  Board. 


PREMISES  AFFECTED — 630  to  646  East  Fordham 
Road,  southwest  corner  of  Belmont  Avenue,  Block  3078, 
Lots  48  and  57,  Borough  of  The  Bronx.  Community  Plan¬ 
ning  Board  #6. 


336-72-BZ 

APPLICANT — Norman  Garner  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Application  May  10,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  M3-1  district,  on  a 
plot  with  a  public  school,  the  construction  of  a  6  classroom 
additional  facility. 

PREMISES  AFFECTED — 25  George  Street,  west  side, 
204.10  feet  north  of  Evergreen  Avenue,  Block  3153,  Lot  11, 
Borough  of  Brooklyn.  Community  Board  $4. 


358-72-BZ 

APPLICANT — Harold  Weinberg  for  Ivan  Marshall,  owner. 

SUBJECT— Application  May  19,  1972— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,,  to  permit  in  an  Ml-1  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  offices  to 
private  school  and  offices. 

PREMISES  AFFECTED— 250  Parkinson  Avenue,  west 
side,  301.3/  feet  south  of  Ledyard  Place,  Block  3223,  Lot  17, 
Grasmere,  Borough  of  Richmond.  Community  Board  #3.’ 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  MAY  30,  1972,  10  A.M. 

Present :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  May  16,  1972,  were  ap¬ 
proved  as  printed  in  the  Bulletin  of  May  25,  1972,  Vol. 

57,  No.  21. 

1224-21-BZ— Vol.  II 

APPLICANT — Joseph  M.  Lane  for  Henrietta  Whitney 
and  Caroline  Whitney,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  May  22,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  in  an  existing 
public  garage,  the  extension  of  the  use  to  include  a  factory. 

PREMISES  AFFECTED — 12-26  30th  Avenue,  south  side, 
100  feet  west  of  14th  Street,  Block  515,  Lot  31,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  M.  Lane. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  22,  1962,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  30,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May 
22,  1962,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  May  22,  1972, 
to  permit  .  .  .  :  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  29-61) 


628-29-BZ— Vol.  Ill 

APPLICANT — John  A.  Dwyer  for  Reerns  Knitting  Mills, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  20, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  and  residence  use  district 
the  change  in  occupancy  of  an  existing  one  story  building 
from  the  storage  of  plumbing  and  heating  supplies  and 
plumbing  shop  to  a  knitting  mill  with  accessory  storage. 

PREMISES  AFFECTED— 71-36  to  71-38  (71-34  dis¬ 

played)  73rd  Street,  west  side,  90.08  feet  north  of  Cooper 
Avenue,  Block  3690,  Lot  22,  Glendale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  A.  Dwyer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  March  20,  1962,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  30,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
20,  1962,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  March  20,  1972, 
to  permit  .  .  .  :  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2481-47) 


407-40-BZ— Vol.  IV 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  19, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  extension 
of  the  present  use  of  an  existing  gasoline  service  station, 
lubritorium  and  auto  laundry  to  include  minor  auto  re¬ 
pairs  with  hand  tools  only  and  parking  of  motor  vehicles 
awaiting  service  or  repairs. 

PREMISES  AFFECTED— 1927-1935  Flatbush  Avenue, 
northeast  corner  of  Kings  Highway,  Block  7819,  Lot  20, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV  on  March  19,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  30,  1972  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
16,  1940,  as  amended  through  March  19,  1957,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  19,  1972, 
to  permit  ...  :  on  condition  that  all  planting  be  re¬ 
stored  m  compliance  with  the  requirements  of  the  above 
resolution;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  4474-55) 


143-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Cor¬ 
poration,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  1, 
1972 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  7f,  7i,  7h  and  7 A  of 
the  Zoning  Resolution,  permitting  in  a  retail  and  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  car  washing,  office  and 
sales,  minor  auto  repairs,  storage  room,  parking  and  stor¬ 
age  of  motor  vehicles ;  show  windows,  business  entrances, 
signs  within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 1586-1594  (1590  official)  Forest 
Avenue  and  2-10  Crystal  Avenue,  southwest  corner,  Block 
1436,  Lots  6  and  8,  Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  . . .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  1,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
May  30,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
1,  1957,  as  amended  through  November  26,  1957,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  October  1,  1972, 
to  permit  .  .  .  :  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  30-56) 


624-55-BZ — Vol.  II 

APPLICANT — Paul  Gordon  for  N.  B.  North  Realty  Cor¬ 
poration,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  March  18, 
1973 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  business  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  washing,  office,  minor  auto  repairs  with 
hand  tools  only,  safety  inspection  station  and  parking  and 
storage  of  motor  vehicles. 

AFFECTED — 202-15  Northern  Boulevard  and 
43-22  to  43-30  203rd  Street,  northwest  corner,  Block  6263, 
Tot  17,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Gordon. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  . 

Negative :  . . . 

THE  RESOLUTION— 


Whereas  this  application  was  granted  by  the  Board 
Vol.  II,  on  March  18,  1958  on  certain  conditions;  and 

A/ro  ^nREiolsa  Pr?bHc,  hearinS  was  held  on  this  application  < 
May  30,  1972,  after  due  notice  by  publication  in  the  Bulled 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
18,  1958,  as  amended  through  July  14,  1970,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  18,  1973, 
to  permit  .  .  .  :  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  3097-55) 


718-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  2,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  office,  car  wash, 
sales  and  minor  repairs. 

PREMISES  AFFECTED — 741  Forest  Avenue,  northwest 
corner  of  North  Burgher  Avenue,  Block  183,  Lot  52,  West 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  2,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  May  30,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  2, 
1957,  as  amended  through  September  16,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  July  2,  1972,  to 
permit  .  .  .  :  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  720-56) 


920-68-BZ  “ 

A?*?LJCANT—Edwin  Brunjes  for  Department  of  Public 
Works,  owner. 

SUBJECT  Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  May  11,  1970— decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion, .  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R5  district,  the  erection  of  a  one  story  build¬ 
ing  for  use  as  a  library  that  encroaches  on  the  required 
tront  and  side  yards. 

PREMISES  AFFECTED  — 155-06  Roosevelt  Avenue 

p°lihea/t1nT?re,r  u-  155£  Streft-  Block  5275,  Lot  132  and 
Part  of  10-,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Bernard  Lipow. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli- 
cation  reopened  and  time  to  complete  work  extended. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  11,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  11,  1969,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  994-68) 

'  45-70-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Ridgecrest  Ventures, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  April  14,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  73-14  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  the  installation 
of  a  sewage  pumping  station. 

PREMISES  AFFECTED— 160  Old  Amboy  Road,  south¬ 
east  corner  of  Ridgecrest  Avenue,  Block  5237,  Lot  43, 
Eltingsville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  A.  Vaccaro. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  14,  1970,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  4,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  14, 
1970,  as  amended  through  May  4,  1971  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
i  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  14,  1972.”  (N.B.  5-70) 

674-71-BZ 

APPLICANT — George  Fuchs  for  White  Castle  Systems, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-01  of  the  Zoning  Resolution  permitting  in  a  C8-2  dis¬ 
trict,  at  an  existing  drive-in  refreshment  stand  and  installa¬ 
tion  of  accessory  business  signs  that  exceed  the  surface 
area  along  a  district  boundary. 

PREMISES  AFFECTED — 446  Utica  Avenue,  northwest 
corner  of  East  New  York  Avenue,  Block  1430,  Lot  34, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  George  Fuchs. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  18,  1972,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
18,  1972,  by  adding  thereto: 

“that  the  illuminated  accessory  business  signs  shall  sub¬ 
stantially  conform  to  revised  drawing  of  proposed  con¬ 
ditions  marked  ‘Received  May  9,  1972’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(E.S.  500,  501  and  502—70) 


593-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Cannizzaro, 
owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  building  for  use  as  a  restaurant  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 1911  Richmond  Avenue,  east 
side,  2101.81  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  19,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  hearing,  at  the  request  of  the  Community  Plan¬ 
ning  Board;  applicant  concurs. 


679-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electroknit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  clothing  manu¬ 
facturing  and  knitting  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED — 2302  Neptune  Avenue,  south¬ 
west  corner  of  West  23rd  Street,  Block  7015,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  10 
A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant;  previously  inspected. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  De  Nicola, 
owner. 
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SUBJECT — Application  January  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 189-11  45th  Avenue,  north  side, 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing, 
Borough  of  Queens,  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  Gerald  Griffin,  Louis  E.  Neuhaus,  Emma 
Freese,  Theresa  Eqiziand  and  Rudolph  Chlupsa. 

ACTION  OF  BOARD— Laid  over  to  June  13.  1972,  at 
10  A.  M.,  continued  hearing. 


128-72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vaginas, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 23-04  33rd  Street,  west  side,  25 
feet  south  of  23rd  Avenue,  Block  835,  Lot  44,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


129-72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vaginas, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  front  yard. 

PREMISES  AFFECTED — 23-08  33rd  Street,  west  side,  55 
feet  south  of  23rd  Avenue,  Block  835,  Lot  45,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 

137-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Simone  and  Mary 
Scotto,  owners. 

SUBJECT— Application  February  15,  1972— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5  dis¬ 
trict,.  the  addition  to  the  use  of  an  accessory  residential 
parking  facility  to  include  non-transient  parking  that 
exceeds  the  permitted  number  of  spaces  and  without  the 
required  screening. 


PREMISES  AFFECTED — 486  to  496  Autumn  Avenue, 
west  side,  50  feet  north  of  Glenmore  Avenue,  Block  4200, 
Lots  30  and  32,  Borough  of  Brooklyn,  Community  Board 

#5. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  10 
A.M.,  for  the  purpose  of  submitting  additional  information. 
Continued  hearing. 


162-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Edward 
Lauria,  owner. 

SUBJECT — Application  February  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  story  retail  store  with  accessory  ice  vending  machine, 
parking  and  signs. 

PREMISES  AFFECTED — 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmand,  Community  Board  #4. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  Edward  Lauria. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  10 
A.M.,  for  the  purpose  of  the  applicant  making  corrections 
on  the  plans.  Continued  hearing. 


204-72-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Anthony  Gua- 
rino,  owner. 

SUBJECT — Application  March  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  on  a  plot  previously 
before  the  Board,  the  enlargement  in  area  and  the  change 
in  use  of  an  existing  one  story  building  from  store  to 
funeral  establishment. 

PREMISES  AFFECTED — 258-272  Avenue  X,  southwest 
corner  of  West  3rd  Street,  Block  7192,  Lot  6,  Borough  of 
Brooklyn.  'Community  Board  #13. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  10 
A.M.,  for  the  purpose  of  the  applicant  submitting  additional 
information.  Continued  hearing. 


209-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Hi  Arch  Garage, 
Incorporated,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  a  one  story  auto  repair  and 
taxi  service  establishment,  the  expansion  of  the  accessory 
parking  into  the  residence  district. 

PREMISES  AFFECTED — 127-01  Metropolitan  Avenue, 
northeast  corner  of  127th  Street,  Block  9249,  Lot  65,  Kew 
Gardens,  Borough  of  Queens.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Audrey  J.  Eck- 
hardt,  Councilman  Arthur  J.  Katzman,  Stephen  Andretta, 
Elizabeth  Quinn,  Jean  Narracci,  Sal  Narracci  and 
Lewis  J.  Katz. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Laid  over  to  June  13,  1972,  at  10 
A.M.,  for  the  purpose  of  the  applicant  submitting  addi¬ 
tional  information. 

56-72-BZ 

APPLICANT — Alfonso  Duarte  for  Anrich  Holding  Corpo¬ 
ration,  owner ;  DiBlasi  Motors  Incorporated,  lessee. 

SUBJECT — Applicant  January  20,  1972 — decision  of  the 
Superintendent,  under  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  automobile  repair  and 
service  shop. 

PREMISES  AFFECTED— 32-15  112th  Place,  east  side, 
116.70  feet  north  of  Northern  Boulevard,  Block  1707,  Lots 
5,  6,  7,  8,  13  and  46,  Corona,  Borough  of  Queens,  Com¬ 
munity  Board  #3. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  May  30,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972,  acting  on  Alt.  Applic.  757/1971, 
reads : 

“L  Proposed  structural  alteration  for  a  non-con¬ 
forming  use  is  contrary  to  Sec.  52-22  Z.  R. 

2.  Proposed  enlargement  is  contrary  to  Sec.  52-41 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  erection  of  a  one-story  enlargement  to  an  existing 
automobile  repair  and  service  shop,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked,  “Received  January  20,  1972,”  6  sheets  and 
“May  2,  1972,”  1  sheet  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  to  be  complied.,with  and  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


57-72-BZ 

APPLICANT — Alfonso  Duarte  for  Jarco  Holding  Corpora¬ 
tion,  owner;  DiBlasi  Motors  Incorporated,  lessee. 
SUBJECT — Application  January  20,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  of  an  existing  automobile  sales  and 
service  establishment. 


PREMISES  AFFECTED— 112-21  Northern  Boulevard, 
northeast  corner  of  112th  Place,  Block  1707,  Lots  36,  43, 
44  and  45,  Corona,  Borough  of  Queens,  Community  Board 
#3. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  30,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  17,  1972,  acting  on  Alt.  Applic.  1290/1971, 
reads : 

“L  Proposed  structural  alteration  for  a  non-con- 
forming  use  is  contrary  to  Sec.  52-22  Z.  R. 

2.  Proposed  enlargement  is  contrary  to  Sec.  52-41 
Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  automobile  sales  and  service  establishment  on  condi¬ 
tion,  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  January  20, 
1972,”  7  sheets,  and  “April  6,  1972,”  1  sheet  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with 
and  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


207-72-BZ 

APPLICANT — McGee  and  Morsellino  for  R.  H.  Macy, 
owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  73-482  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-2  district, 
the  erection  of  a  two  story  warehouse  outlet  and  retail 
store  with  accessory  parking  facility  that  exceeds  the  per¬ 
mitted  size  and  with  roof  parking. 

PREMISES  AFFECTED — 66-26  Metropolitan  Avenue, 
southeast  corner  of  65th  Lane,  Block  3605,  Lot  1,  Middle 
Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Harold  Pinnick  and 
Robert  Levien. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
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Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  16,  1972,  after  due  notice  by  publication  in  the  Bulletin : 
laid  over  to  May  30,  1972 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  10,  1972,  acting  on  N.  B.  Applic.  1097/1971, 
reads : 

“1.  The  proposed  group  parking  facility  contains 
parking  spaces  in  excess  of  that  permitted  by  Sections 
44-12  and  44-13  of  the  Zoning  Resolution  and  therefore 
not  permitted.  Apply  to  the  Board  of  Standards  and  Ap¬ 
peals  for  an  exception  as  is  permitted  by  Section  44-14  of 
the  Zoning  Resolution. 

2.  No  parking  spaces  are  permitted  to  be  located  on 
a  roof  other  than  a  basement  by  Section  44-11  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-482  &  73-49  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-482  and  73-49  of  the  Zoning  Resolution, 
to  permit  in  an  Ml-2  district,  the  erection  of  a  two-story 
warehouse,  outlet  and  retail  store  with  accessory  parking 
facility  that  exceeds  the  permitted  size  and  with  roof  parking, 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received,  May 
25,  1972,”  11  sheets  and  “May  26,  1972,”  1  sheet,  and  on  fur¬ 
ther  condition  that  roof  lighting  be  directed  away  from  the 
private  residences  and  that  no  parking  fee  be  charged  to 
customers  or  employees,  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

Adjourned:  11 :30  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  30,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

239-72-BCR 

APPLICANT — Joseph  Stein,  P.  E.  Commissioner  Depart¬ 
ment  of  Buildings. 

AUTHORITY — C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT— Reference  Standard  RS  10-3  (ACI  318-1963, 
Building  Code  Requirements  for  reinforced  concrete)  and 
modifications  thereto  to.  be  repealed  in  its  entirety  and 
superseded  by  the  following :  Reference  Standard  RS  10-3 
(ACI  318-1971  Building  Code  Requirements  for  reinforced 
concrete)  with  modifications. 

APPEARANCES— 

For  Applicant:  J.  Minkin,  B.  D. 

ACTION  OF  BOARD — Reference  Standard  RS  10-3 
(ACI  318-1963)  is  repealed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  public  hearings  were  held  on  May  9th,  1972  and 
May  30,  1972,  after  due  notice;  and 
Whereas,  the  Board  has  determined  that  Reference  Stand¬ 
ard  RS  10-3  (ACI  318-1963  Building  Code  Requirements 
for  reinforced  concrete  and  modifications  thereto)  be  re¬ 
pealed  in  its  entirety  and  to  be  superseded  by  Reference 
Standard  RS  10-3  ( ACI-318-1971  Building  Code  Require¬ 
ments  for  Reinforced  Concrete)  as  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York,  does  hereby  repeal  Reference  Standard 
RS  10-3  (ACI  318-1963,  Building  Code  Requirements  for 
Reinforced  Concrete)  as  modified  and  supersedes  it  by  the 
following : 

Reference  Standard  RS  10-3 
ACI  318-1971  Building  Code  Requirements  for  Reinforced 
Concrete — Modifications — the  provisions  of  ACI  318-1971 
shall  be  subject  to  the  following  modifications.  The  section 
and  paragraph  numbers  are  from  that  standard. 

1.1 —  Scope — 

1.1.1 —  Insert  the  words  “plain  and”  after  the  words 
“construction  of”. 

1.1.2 —  Delete  this  section. 

1.2 —  Permits  and  drawings. — Delete  this  section  and  substi¬ 
tute  the  following: 

“The  applicable  provisions  of  the  building  code  shall 
apply.” 

1.3 —  Inspection. — Delete  this  section  and  substitute  the  fol¬ 
lowing  : 

“The  applicable  provisions  of  the  building  code  shall 
apply.” 

1.4 —  Approval  of  special  systems  of  design  or  construction. — 
Delete  this  section  and  substitute  the  following: 

“The  provisions  of  the  building  code  for  equivalent  sys¬ 
tems  of  design  shall  apply.” 

3.1 —  Tests  of  materials. 

3.1.2 —  Delete  the  last  sentence. 

3.6 — Admixtures. 

3.6.1 —  Delete  the  first  sentence.  Substitute  .  .  .  “in 
accordance  with  the  building  code”  for  .  .  .  “in  accord¬ 
ance  with  Section  4.2”  at  the  end  of  the  second  sentence. 

4.1 —  General 

4.1.1 —  Delete  this  section. 

4.1.3 —  Delete  the  final  period  and  add  the  following: 
“and  the  building  code”. 

4.2 —  Selection  of  concrete  proportions. 

4.2.1 —  Delete  the  words  “.  .  .  Sections  4.2.2  through 
4.2.8”  in  the  second  and  third  lines  and  substitute  the 
words  “.  .  .  the  applicable  provisions  of  the  building 
code.” 

(c)  Delete  the  last  sentence. 

4.2.2 —  Delete  this  section. 

4.2.2.1 —  Delete  this  section. 

4.2.2.2 —  Delete  this  section. 

4.2.3 — Delete  this  section. 

4.3 —  Evaluation  and  acceptance  of  concrete. 

Delete  sections  4.3.1,  4.3.2,  and  4.3.3.  and  substitute  the 
following : 

4.3.1 — Whenever  strength  tests  of  concrete  speci¬ 
mens  are  required  by  the  provisions  of  the  building 
code,  compression  test  samples  shall  be  taken  directly 
from  the  mixer  in  accordance  with  reference  standard 
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RS  10-51,  cured  in  accordance  with  RS  10-52,  and  tested 
at  the  age  of  28  days  in  accordance  with  reference  stand¬ 
ard  RS  10-17.  Three  test  cylinders  shall  be  molded  for 
each  50  cubic  yards  or  fraction  thereof  of  each  class  of 
concrete  placed  in  any  one  days  concreting.  In  addi¬ 
tion,  concrete  test  cylinders  shall  be  made  from  concrete 
taken  out  of  the  bucket,  hopper  or  forms  as  directed  by 
the  engineer  designated  for  controlled  inspection.  These 
test  cylinders  shall  be  separate  and  distinct  from  those 
made  from  the  mixer  and  shall  be  made  from  the  same 
batch,  and  cured  and  tested  in  the  same  manner  as 
described  above  for  the  samples  taken  from  the  mixer. 
The  number  of  test  cylinders  made  from  the  concrete 
taken  out  of  the  bucket,  hopper  or  forms  may  be  reduced 
to  a  minimum  of  one  set  of  three  (3)  cylinders  from 
every  150  cubic  yards,  or  fraction  thereof,  for  each  class 
of  concrete  placed  in  any  one  days  concreting,  except 
that  when  the  concrete  is  being  placed  directly  from  the 
mixer  into  the  forms,  without  any  intermediate  con¬ 
veyance,  the  above  additional  cylinders  will  not  be  re¬ 
quired.  Additional  specimens  may  be  molded  and  tested 
where  there  is  a  question  as  to  the  required  interval 
between  placing  of  concrete  and  stripping  of  forms  or 
placing  the  structure  into  use. 

4.3.2 —  The  test  cylinders  shall  be  tested  by  a  licensed 
concrete  test  laboratory.  The  testing  of  each  batch  of 
three  test  cylinders  shall  be  considered  as  one  strength 
test.  The  strength  of  such  test  shall  be  the  average  of 
the  breaking  strengths  of  the  three  cylinders  comprising 
the  test  except  that,  if  one  of  the  specimens  shall  show 
manifest  evidence  of  improper  sampling,  molding,  han¬ 
dling,  or  testing,  it  shall  be  discarded  and  the  remaining 
two  averaged.  If  more  than  one  cylinder  must  be  dis¬ 
carded,  the  entire  strength  test  shall  be  voided. 

4.3.3 —  The  average  of  any  three  consecutive  strength 
tests  representing  each  class  of  concrete  shall  be  equal 
or  greater  than  the  specified  strength  (f’)  and  not  more 
than  10%  of  the  strength  tests  shall  have  values  less 
than  the  specified  strength,  but  no  test  shall  show  an 
average  strength  less  than  85%  of  the  specified  (f'c). 

4.3.5 — Delete  the  words :  “If  individual  tests  of 
laboratory-cured  specimens  produce  strengths  more  than 
500  p.s.i.  below  f'c  .  .  .”  in  the  first  sentence,  and  substi¬ 
tute  the  words  “If  tests  of  laboratory-cured  specimens 
fail  to  conform  to  the  requirements  of  Section  4.3.3  .  .  .” 
Delete  the  sentence  “three  cores  shall  be  taken  for  each 
case  of  a  cylinder  test  more  than  500  p.s.i.  below  f'.”  in 
the  14th  and  15th  lines  and  substitute  the  sentence:  “A 
minimum  of  three  cores  shall  be  taken  for  each  series  of 
three  cylinder  tests  which  fail  to  conform  to  the  re¬ 
quirements  of  Section  4.3.3,  but  the  Building  Official 
may  require  more  than  three  such  cores  be  taken”. 

4.3. 5.1 — Delete  the  words  “.  .  .  if  the  average  of 
the  three  cores  is  equal  to  at  least  85%  of  f'c  and  if 
no  single  core  is  less  than  75%  of  f'c”  in  the  third, 
fourth  and  fifth  lines,  and  substitute  the  words  “.  .  . 
if  the  test  strength  of  the  cores  conforms  to  the  test 
strength  of  the  cylinders  required  in  Section  4.3.3” 

5.4 — Depositing. 

5.4.1 — In  the  last  line,  delete  the  words  “.  .  .  unless 
approved  by  the  Engineer.” 

6.1 — Design  of  formwork. 

Add  the  following  section : 

“6.1.4 — For  additional  requirements,  see  applicable 
provisions  of  the  building  code.” 

6.3 — Conduits  and  pipes  embedded  in  concrete 

Add  the  following  sections : 

“6.3.3 — Concrete  cover  over  cable  in  sidewalks  and 
snow  melting  pipes  in  sidewalks  shall  meet  the  require¬ 
ments  of  the  Department  of  Highways”. 


“6.3.4 — No  conduits,  pipes  or  other  similar  embedded 
items  will  be  permitted  in  pre-stressed  or  post-tensioned 
concrete  members  other  than  as  shown  on  the  approved 
plans.  Computations  demonstrating  the  effects  of  such 
embedded  items  on  the  structural  adequacy  of  pre¬ 
stressed  or  post-tensioned  concrete  members  shall  be 
submitted.” 

10.13 — Transmission  of  column  loads  through  floor  system 
Delete  this  section  in  its  entirety  and  replace  it  with  the 
following : 

“The  specified  strength  of  concrete  in  columns  shall 
not  exceed  that  specified  for  the  floor  system  by  more 
than  40%.” 

Add  the  following  section  to  Chapter  14. 

“14.3 — Plain  concrete  walls — 

(a)  The  ratio  of  unsupported  height  to  thickness 
or  the  ratio  of  unsupported  length  to  thickness  (which 
ever  is  the  greater)  for  plain  concrete  walls  shall  not 
exceed  20. 

(b)  Plain  concrete  walls  shall  be  proportioned  so 
that  the  tensile  stress  does  not  exceed  1.6  f'c,  and  the 
allowable  stress  in  comparison  shall  not  exceed  0.25  f'c 
for  walls  having  a  ratio  of  height  to  thickness  of  10  or 
less,  and  reduced  proportionally  to  0.15'c  for  walls  having 
a  ratio  of  height  to  thickness  of  20.” 

16.1 — Scope 

Add  the  following  sentence : 

“The  provisions  of  reference  standards  RS  10-4  shall 
apply  for  thin-section  precast  members.” 

2.  This  amendment  shall  take  effect  immediately;  provided, 
however,  that  any  work  for  which  an  application  is  filed 
with  the  Department  of  Buildings  not  later  than  July  1, 
1973  may,  at  the  option  of  the  applicant,  be  designed  and 
constructed  in  its  entirety  either  in  accordance  with  the 
standards  hereby  repealed  or  in  accordance  with  the  standards 
hereby  adopted. 

Errata  Sheet 

“Building  Code  Requirements  for  Reinforced  Concrete 
(ACI  318-71)” 

p.  21 — in  Section  7.14.2,  Line  2  of  second  paragraph, 
Change  “18.4.2.2”  to  “18.4.2(b)” 
p.  29 — in  Section  10.0,  change  definition  of  Mi  to  read, 
in  part,  “value  of  smaller  design  and  moment  .  .  .” 
p.  30 — in  Section  10.0,  change  definition  of  M3  to  read, 
in  part,  “value  of  larger  design  and  moment  .  .  .” 
p.  31 — in  Section  10.5,  third  line  following  Eq.  (10-1) 
add  period  after  “analysis”  and  correct  the  sentence 
following  it  to  read,  in  part,  “In-T-beams  and  joists 
where  .  .  .” 

p.  41 — the  first  line  of  the  left-hand  column  should  be 
corrected  to  read :  “shall  be  considered  transferred  by 
eccentricity”. 

p.  43 — in  Sections  12.1.6.2,  change  Line  6  to  read  in  part 
“.  .  .  their  (AT/bws)fy  .  . 

Errata  Sheet 

“Commentary  on  Building  Code  Requirements  for  Reinforced 
Concrete  (ACI  318-71)” 

p.  17 — in  Section  7.1.3.3,  change  the  first  sentence  to 
read,  in  part,  “Welded  wire  fabric,  of  plain  or  de¬ 
formed  .  .  .” 

p.  35 — in  Fig.  10-lb,  the  definition  of  Pb  should  be  cor¬ 
rected  to  read,  in  part  “.  .  .  beam  of  width  b  with¬ 
out  .  .  .” 

p.  36 — in  Section  10.6,  first  line  of  second  paragraph, 
change  “10.6.2”  to  “10.6.3” 

p.  37 — in  Section  10.6,  in  the  Gergely-Lutz  expression 
half  way  down  the  column  and  12th  line  below  the 
expression,  change  “Ai”  to  “A” 
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p.  40 — Fig.  10-3,  the  definition  for  'k  should  read: 
'k  =  ratio  2  (EI/ic)  of  compression  members  to 
2  (EI/i)  of  flexural  members  in  a  plane  at  one  end 
of  a  compression  member 

p.  41 — in  Fig.  10-4,  parts  (a)  and  (b),  change  “P/P0”  to 
“Pu/Po” 

p.  66  and  67 — the  illustrations  in  Tables  13-1  and  13-2 
should  be  interchanged.  The  cross  section  showing 
column  capitals  belongs  with  Table  13-2  and  vice  versa 
p.  69 — in  Section  13.4.2,  change  “Fig.  13-2“  to  “Fig.  13-3“ 
Resolved,  that  the  application  be  and  it  hereby  is  to  repeal 

present  RS10-3  and  to  supersede  with  a  revised  RS10-3. 

(ACI  318-1971  with  modifications.) 

59-54-SA 

APPLICANT — Hastings  Industries  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

59-54-SA — Amendment  to  resolution  as  to  additional  models 
of  furnaces. 

Hastings  Industries  Incorporated,  Omaha,  Nebraska  re¬ 
quested  that  the  resolution  adopted  December  18,  1956  and  as 
amended  through  December  3,  1968  under  Calendar  59-54-SA 
be  reopened  and  amended  so  as  to  include  additional  models 
of  furnaces. 

PROPOSED  USE:  Gas-fired  furnaces. 

DESCRIPTION :  The  requested  models  are  designated  as 
RD  Series  Rooftop  Gas  Duct  Furnaces  and  are  designated 
as  RDG  or  RDV  100,  125,  160,  210,  250,  300  and  400,  RDG 
refers  to  gravity  vent,  RDV  refers  to  power  vent  and  the 
numbers  refer  to  BTU/HR  in  thousands. 

These  units  are  basically  the  same  as  the  presently  ap¬ 
proved  DU  and  SD  Series  except  that  they  are  weather¬ 
proofed  and  have  been  adopted  for  roof  top  use  with  either 
a  gravity  vent  cap  or  power  venter  accessory. 

INSPECTION  AND  TEST:  The  requested  models  have 
been  approved  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1956  and  as 
amended  through  December  3,  1968  under  Calendar  59-54-SA 
be  reopened  and  amended  so  as  to  include  the  additional 
models  of  gas-fired  furnaces  as  herein  described  on  condition 
that  the  requirements  of  the  resolution  adopted  December 
18,  1956  and  as  amended  through  December  3,  1968  under 
Calendar  59-54-SA  be  complied  with. 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

713-60-SM 

APPLICANT — U.  S.  Plywood,  A  Division  of  U.  S.  Ply¬ 
wood — Champion  Papers,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  C.  A.  Stevens. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
713-60-SM — Amendment  to  resolution  as  to  use  under  new 
Building  Code. 

U.  S.  Plywood,  A  Division  of  U.  S.  Plywood — Champion 
Papers,  Incorporated,  New  York,  requested  that  the  resolu¬ 
tion  adopted  December  5,  1961  and  as  amended  through 
December  21,  1971  under  Calendar  713-60-SM  be  reopened 
and  amended  so  as  to  permit  the  use  of  the  approved  mate¬ 
rial  under  the  provisions  of  C26-504.10  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Flameproof  plywood. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture  of  the  plywood. 

The  original  approval  permitted  the  use  of  untreated  wood 
veneer  or  plastic  facing  and  untreated  wood  crossbands 
1/32"  or  less  in  thickness  to  be  used  in  conjunction  with  the 
treated  plywood  which  was  permitted  by  the  old  code. 

The  applicant  has  requested  that,  to  bring  the  approval  in 
line  with  the  provisions  of  the  new  code,  that  all  reference 
to  untreated  wood  veneer  or  plastic  facing  and  untreated 
wood  crossbands  be  deleted  and  the  description  be  as  follows : 

(a)  Treated  veneer  core;  (b)  Treated  lumber  core  with 
treated  cross  band;  (c)  Treated  Douglas  Fir  (may  include 
Sitka  Spruce  or  Hemlock  innerplies)  ;  (d)  Treated  Philip¬ 
pine  Mahogany  faced  fir  plywood;  (e)  Treated  Philippine 
Mahogany  plywood. 


INSPECTION  AND  TEST:  The  five  types  have  been 
tested  in  accordance  with  the  requirements  of  RS  5-5  at  the 
Underwriters’  Laboratories  with  the  following  results : 

Type  (a) — 10-15  Flame  spread  — 0-15  Smoke  developed 
Type  (b) — 25  Flame  spread  —  15  Smoke  developed 
Type  (c) — 15  Flame  spread  —  0  Smoke  developed 
Type  (d) — 10  Flame  spread  — 5-10  Smoke  developed 
Type  (e) — 15  Flame  spread  — 0-15  Smoke  developed 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  5,  1961  and  as 
amended  through  December  21,  1971  under  Calendar  713-60- 
SM  be  reopened  and  amended  so  as  to  approve  the  treated 
plywood  as  herein  described  with  flame  spread  and  smoke 
development  as  herein  described,  under  the  provisions  of 
C26-502.6  and  C26-504.10  Building  Code  of  the  City  of  New 
York  on  condition  that  all  other  requirements  of  the  resolu¬ 
tion  adopted  December  5,  1961  and  as  amended  through 
December  21,  1971  under  Calendar  713-60-SM  are  complied 
with.  The  Committee  further  recommends  that  each  panel 
shall  bear  the  U.L.  label  showing  the  flame-spread  and  smoke 
development  ratings. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


848-61-SA 

APPLICANT — Airtemp  Division,  Chrysler  Corporation, 
owner. 
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APPEARANCES— 

For  Applicant:  Edward  M.  Kastor. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
848-61-SA— Amendment  to  resolution  as  to  change  of  corpo¬ 
rate  name.  .  , 

Airtemp  Division,  Chrysler  Corporation,  New  York  re¬ 
quested  that  the  resolution  adopted  January  23,  1962  under 
Calendar  848-61-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Oil  fired  warm  air  furnace. 
DESCRIPTION:  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  furnace. 

The  applicant  requests  that  the  name  of  the  owner-manu¬ 
facturer  be  changed  from  Chrysler  Airtemp  to  Airtemp 
Division,  Chrysler  Corporation. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  23,  1962  under 
Calendar  848-61-SA  be  reopened  and  amended  so  as  to  show 
a  change  in  the  corporate  name  of  the  owner -manufacturer , 
new  name  being  Airtemp  Division,  Chrysler  Corporation  on 
condition  that  the  requirements  of  the  resolution  adopted 
January  23,  1962  under  Calendar  848-61-SA  be  complied 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

849-61-SA 

APPLICANT— Airtemp  Division,  Chrysler  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  Edward  M.  Kastor. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
849-61-SA — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 


Airtemp  Division,  Chrysler  Corporation,  New  York  re¬ 
quested  that  the  resolution  adopted  December  18,  1962  under 
Calendar  849-61-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Air  conditioning  units. 
DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  units. 

The  applicant  requests  that  the  name  of  the  owner-manu¬ 
facturer  be  changed  from  Chrysler  Airtemp  to  Airtemp  Divi¬ 
sion,  Chrysler  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1962  under 
Calendar  849-61-SA  be  reopened  and  amended  so  as  to  show 
a  change  in  the  corporate  name  of  the  owner-manufacturer ; 
new  name  being  Airtemp  Division,  Chrysler  Corporation  on 
condition  that  the  requirements  of  the  resolution  adopted 
December  18,  1962  under  Calendar  849-61-SA  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


44-63-SM 

APPLICATION— Allentown  Block  Company,  Incorporated, 
a  wholly  owned  subsidiary  of  Frackville  Development 
Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Sy  Wittlin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice.  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
44-63-SM— Amendment  to  resolution  as  to  change  in  corpo- 
r3.tc  name 

Allentown  Block  Company,  Incorporated,  a  wholly  owned 
subsidiary  of  Frackville  Development  Corporation,  requested 
that  the  resolution  adopted  July  23,  1963  and  amended  through 
February  23,  1971  under  Calendar  Number  44-63-SM  be 
reopened  and  amended  as  to  change  in  corporate  name. 
PROPOSED  USE:  Masonry  units. 

DESCRIPTION :  The  request  from  the  applicant  is  to  show 
a  change  in  corporate  name  from  Allentown  Block  Company, 
Incorporated  to  Allentown  Block  Company,  Incorporated, 
a  wholly  owned  subsidiary  of  Frackville  Development  Cor¬ 
poration. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  23,  1963  and  amended 
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through  February  23,  1971  under  Calendar  Number  44-63-SM 
be  reopened  and  amended  as  to  a  change  of  corporate  name 
to  Allentown  Block  Company,  Incorporated,  a  wholly  owned 
subsidiary  of  Frackville  Development  Corporation,  on  con¬ 
dition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of  ap¬ 
proval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1031-63-SM 


APPLICANT — Nucor  Corporation,  Vulcraft  Division 
owner.  ’ 


APPEARANCES— 

For  Applicant:  Lee  Levy. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta . 

Negative :  . 

THE  RESOLUTION— 


the  report  of  a  Committee  on  Test  reads: 
1031-63-SM— Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 


Nucor  Corporation,  Florence,  South  Carolina  requested 
that  the  resolution  adopted  April  6,  1965  and  as  amended 
through  April  2,  1968  under  Calendar  1031-63-SM  be 
reopened  and  amended  so  as  to  show  a  change  of  corporate 
name. 


PROPOSED  USE:  Steel  joists. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  joists. 

The  request  is  to  show  a  change  of  corporate  name.  Nucor 
Corporation  have  submitted  an  affidavit  showing  that  the 
name  of  the  corporation  has  been  changed  from  Nuclear 
Corporation  of  America  Vulcraft  Division  to  Nucor  Corpo¬ 
ration.  ^ 


RKCOMMENDATI0N  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  6,  1965  and  as 
amended  through  April  2,  1968  under  Calendar  1031-63-SM 
be  reopened  and  amended  so  as  to  show  a  change  in  corpo- 
rate  name;  new.  name  being  Nucor  Corporation  Vulcraft 
Division  o.n  condition  that  all  other  requirements  of  the  reso- 
op,te<^  April  6,  1965  and  as  amended  through  April 
2,  1968  under  Calendar  1031-63-SM  be  complied  with. 


(Sgd.)  John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


422-64-SM 

APPLICANT — Conwed  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  William  J.  Shire,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
422-64-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  floor  and/or  roof  construction  and  change  of  cor¬ 
porate  name. 

Conweb  Corporation,  St.  Paul,  Minnesota  requested  that 
the  resolution  adopted  November  1,  1966  and  as  amended 
through  November  1,  1966  under  Calendar  422-64-SM  be 
reopened  and  amended  so  as  to  include  an  additional  fire 
resistive  floor  and/or  roof  construction  and  also  to  show  a 
change  in  corporate  name. 

PROPOSED  USE:  Three  hour  fire  resistive  floor  and/or 
roof  construction. 

DESCRIPTION :  The  construction  consists  of  a  3  inch  thick 
concrete  floor  supported  by  cellular  steel  floor  units,  a  steel 
beam  and  protected  by  a  membrane  ceiling  of  2'-0"  x  4'-0" 
x  thick  acoustical  lay-in  panels  supported  on  an  ex¬ 

posed  grid  suspension  system.  The  ceiling  contains  recessed 
light  fixtures  not  exceeding  24  sq.  ft.  per  100  sq.  ft.  of  ceil¬ 
ing  area  and  air  ducts  with  a  ceiling  opening  not  to  exceed 
111  sq.  in.  per  100  sq.  ft.  of  ceiling  area. 

The  construction  is  in  accordance  with  Dwg  R4355  and  is 
designated  as  Design  No.  224-3  Hr. 

The  applicant  has  submitted  an  affidavit  showing  a  change 
of  corporate  name  from  Wood  Conversion  Company  to 
Conweb  Corporation. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
two  reports  of  tests  conducted  by  Underwriters  Laboratories. 

One  report,  R4355-13  covers  a  two  hour  fire  resistive  floor 
construction  in  which  the  concrete  floor  was  2^  inch  thick 
and  all  other  items  an  method  of  construction  were  similar. 

The  other  report,  R4355,  is  an  engineering  study  based  on 
R4355-13  and  the  Underwriter  Laboratories  reached  the  con¬ 
clusion  that  the  addition  of  inch  of  concrete  would  in¬ 
crease  the  fire  resistive  rating  by  hour  and  accordingly 
assigned  a  three  hour  fire  resistive  rating  when  the  concrete 
floor  is  3  inches  thick  and  listed  this  construction  as  Design 
No.  224-3  Hours. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  1,  1966  and  as 
amended  November  1,  1966  under  Calendar  422-64-SM  be 
reopened  and  amended  so  as  to  include  the  additional  con¬ 
struction  as  herein  described  on  condition  that  the  concrete 
slab  shall  be  at  least  3  inches  in  thickness,  that  the  acoustical 
board  shall  be  2  -0  x  4'-0"  x  O'-Offl',  that  the  maximum 
openings  in  the  ceiling  area  shall  not  exceed  24  sq.  ft.  per 
1 00 .  sq.  ft.  of  ceiling  area  for  recessed  light  fixtures  and  11 
sq.  inches  per  100  sq.  ft.  of  ceiling  area  for  air  duct  openings 
and  all  plans  submitted  to  the  Department  of  Buildings 
showing  the  proposed  use  of  the  construction  shall  be  accom¬ 
panied  by  the  drawing  as  herein  described  and  designated 
as  Design  No.  224-3  Hours  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  November  1,  1966  and  as 
amended  under  Calendar  422-64-SM  are  complied  with 
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The  Committee  further  recommends  that  the  name  of  the 
owner-manufacturer  be  known  as  Conweb  Corporation. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

743-64-  SM 

APPLICANT— U.  S.  Plywood,  a  Division  of  U.  S.  Ply¬ 
wood-Champion  Papers,  Incoroprated,  owner. 

APPEARANCES— 

For  Applicant:  C.  A.  Stevens. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  . . .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
743-64-SM — Amendment  to  resolution  as  to  use  under  new 
Building  Code. 

U.  S.  Plywood,  A  Division  of  U.  S.  Plywood-Champion 
Papers,  Incorporated  requested  that  the  resolution  adopted 
March  9,  1965  and  as  amended  through  December  21,  1971 
under  Calendar  743-64-SM  be  reopened  and  amended  so  as 
to  permit  the  approved  material  to  be  used  under  the  provi¬ 
sions  of  C26-504.10  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Architectural  panel.  (Interior) 
Description :  The  applicant  requests  that  the  present  descrip¬ 
tion  be  revised  so  as  to  delete  all  references  to  untreated 
wood  veneer  or  plastic  facings  and  untreated  wood  cross¬ 
bands  and  the  new  description  of  the  material  to  be  as  fol¬ 
lows: 

Treated  Novoply  is  an  integrally  treated  wood  particle 
board  of  sandwich  construction  having  dense  outer  plies  of 
thin  Pine-fibers  over  a  core  of  medium  dense  Fir  and  Fine 
particles.  The  outer  plies  may  be  factory  filled  to  provide  a 
surface  suitable  for  painting  or  the  filler  may  be  omitted  to 
provide  a  surface  suitable  for  substrate  material. 
INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  tests  conducted  in  accordance  with  the  require¬ 
ments  of  RS  5-5  at  the  Underwriters’  Laboratories.  The 
results  were  as  follows : 

Treated  Douglas  Fir 
Flame  Spread — 20 
Smoke  Developed — 20 
Treated  Pine 

Flame  Spread — 25 
Smoke  Developed — 45 
Treated  Filled  Douglas  Fir 
20 
65 

Treated  Filled  Pine 
20 
15 

Untreated  Pine  3/8 — 9/16 
Flame  Spread — 200 
Smoke  Developed — 190 
Untreated  Pine  5/8  and  Greater 
170 

145-300 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  9,  1965  and  as 
amended  through  December  21,  1971  under  Calendar 

743-64-SM  be  reopened  and  amended  so  as  to  delete  all  refer¬ 
ence  to  untreated  wood  veneer  or  plastic  facing  and  untreated 
wood  cross  banding  and  to  substitute  the  wording  as  set  forth 
under  the  heading  “Description”  and  to  permit  the  use  of  the 
material  with  flame  spread  and  smoke  development  as  herein 
described,  under  the  provisions  of  C26-504.10,  Building  Code 
of  the  City  of  New  York  on  condition  that  all  other  require¬ 
ments  of  the  resolution  adopted  March  9,  1965  and  as  amended 
through  December  21,  1971  under  Calendar  743-64-SM  be 
complied  with.  The  Committee  further  recommends  that 
each  panel  shall  bear  the  U.  L.  label  showing  the  flame- 
spread  and  smoke  development  ratings. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


934-64-SA 

APPLICANT— Temco,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant :  Louis  R.  Trummel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta  .  5 


Negative : 


0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
934_64-SA — Amendment  to  resolution  as  to  additional  com¬ 
bination  heating  and  cooling  units. 

Temco,  Incorporated,  Nashville,  Tennessee,  requested  that 
the  resolution  adopted  July  13,  1965  under  Calendar  Number 
934-64-SA  be  reopened  and  amended  as  to  additional  com¬ 
bination  heating  and  cooling  units. 

PROPOSED  USE:  Wall  mounted  gas  fired  combination 
heating  and  cooling  units. 

DESCRIPTION :  The  new  units  differ  from  previously  ap¬ 
proved  models  in  minor  design  changes.  Both  are  named 
Temco  Four  Seasons  Combination  Heating  and  Cooling 
units.  The  new  units  use  the  Model  No.  CH25-3  heating 
system  combined  with  either  Model  Nos.  C3098,  C3093, 
C3128,  or  C3123  cooling  systems  and  Model  Nos.  SL9-12 
wall  sleeve.  The  heating  systems  burn  natural  or  liquefied 
petroleum  gas.  The  minimum  and  maximum  input  ratings 
are  12,500  BTU/HR  and  25,000  BTU/HR  respectively. 
The  maximum  output  rating  is  18,750  BTU/HR.  Clear- 
ances  of  the  jacket  from  combustibles  are  24  from  the  top 
and  1"  from  the  sides.  The  distance  from  the  center  line 
of  the  vent  to  an  outside  corner  is  a  maximum  of  30  .  The 
Models  CH25-3-C3093  and  CH25-3-C3098  cooling  units  are 
rated  at  8,500  BTU/HR  and  have  wall  thicknesses  between 
g\/2"  and  13)4".  The  Models  CH25-3-C3123  and  CH25-3- 
C3128  cooling  units  are  rated  at  12,000  ^BTU/HR  and  have 
wall  thicknesses  between  9)4"  and  13)4". 

INSPECTION  AND  TEST:  The  revised  heating  and 
cooling  systems  have  been  approved  by  the  American  Gas 
Association. 
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RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  13,  1965  under  Cal¬ 
endar  Number  934-64-SA  be  reopened  and  amended  as  to 
additional  combination  heating  and  cooling  units  using  the 
revised  heating  and  cooling  systems  cited  above  on  condi¬ 
tion  that  the  requirements  of  the  original  resolution  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

305-66-SA 


APPLICANT — International  Duplex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  onTest. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
305-66-SA — International  Duplex  Corporation,  Nashville 
Tennessee,  filed  for  approval  of  Wichita  Models  W25PC  and 
W50PC  Dry  Cleaning  Machines  under  the  provisions  of  the 
Dry  Cleaning  Rules  of  the  Board  of  Standards  and  Appeals. 
PROPOSED  USE:  Dry  cleaning  machines. 

DESCRIPTION:  The  Model  W25PC  machine  uses  per- 
chl  or  ethylene  solvent.  It  is  a  non-coin  operated  cold  unit, 
with  a  single  open  basket  washer-extractor  that  has  revers¬ 
ing  action.  The  stainless  steel  basket  is  30"  in  diameter  x  14" 
deep  (6.13  cubic  feet)  and  has  a  capacity  of  17  lb.  of  dry 
clothes.  The  solvent  storage  tank  has  a  55  gallon  capacity 
and  is  made  of  stainless  steel.  The  transfer  pump  is  a  Mar- 
low  )4  HP  or  34  HP.  The  dump  valve  drains  the  cylinder 
prior  to  extraction.  The  diverter  valve  directs  the  flow  of 
solvent  from  cylinder  to  storage  tank  to  allow  continuous 
ntiation.  I  he  exhaust  fan  is  energized  automatically  when 
the  door  is  opened.  The  door  is  locked  during  washing  and 
extraction. 


The  Model  W50PC  differs  from  the  Model  W50PC  in 
that  the  washer-extractor  basket  is  36"  in  diameter  x  18" 
deep  (10.2  cubic  feet)  with  a  capacity  of  28  lb.  of  dry  clothes 
-  d  t  ,e  transfer  pump  is  a  Marlow  J4  HP  or  1  HP. 

INSPECTION  AND  TEST:  The  use  of  perchlor- 
ethylene  solvent  meets  the  requirements  for  a  low  hazard 
machine.  The  capacities  are  rated  at  2.8  lb.  of  dry  clothes 
per  cubic  foot  of  cylinder  in  accordance  with  the  Rules  of 
the  Board. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Wichita  Models  W25PC  and  W50PC 


Dry  Cleaning  Machines  under  the  provisions  of  the  Dry 
Cleaning  Rules  of  the  Board  of  Standards  and  Appeals.  The 
dry  cleaning  machines  shall  be  permanently  labeled:  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  305-66-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


920-67-SM 

APPLICANT — Dur-O-Wall  Products,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  William  F.  Fagan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 

920-67-SM — Amendment  to  resolution  as  to  modification  of 
the  spacing  of  wall  ties. 

Dur-O-Wall  Products  Incorporated,  Syracuse,  New  York 
requested  that  the  resolution  adopted  June  18,  1968  and  as 
amended  through  January  13,  1970  under  Calendar  920-67- 
SM  be  reopened  and  amended  so  as  to  modify  the  spacing  of 
the  wall  ties. 

PROPOSED  USE:  Ties  to  bond  wythes  of  masonry  walls. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  ties. 

The  present  approval  limits  the  spacing  of  the  ties  to  a 
maximum  of  16  inches  vertically  and  24  inches  horizontally 
and  a  wall  area  per  tie  of  2^4  sq.  ft. 

Due  to  the  use  of  9  inch  high  backup  units  with  )4  inch 
or  more  mortar  joints,  the  applicant  requests  that  the  vertical 
spacing  be  increased  to  20  inches  and  the  horizontal  spacing 
be  reduced  to  18  inches  so  that  the  wall  area,  per  tie  will  be 
reduced  to  2l/2  sq.  ft.  The  1)4  inch  maximum  eccentricity 
will  be  maintained. 

INSPECTION  AND  TEST :  Engineering  reports  are  on 
file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1968  and  as 
amended  through  January  13,  1970  under  Calendar  920-67- 
SM  be  reopened  and  amended  so  as  to  modify  the  spacing  of 
the  wall  ties  to  a  maximum  spacing  as  herein  described ; 
namely  20  inches  vertically  and  18  inches  horizontally  and 
a  wall  area  of  2)4  sq.  ft.  per  tie  on  condition  that  all  other 
requirements  of  the  resolution  adopted  June  18,  1968  and  as 
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amended  through  January  13,  1970  under  Calendar  920-67- 
SM  be  complied  with. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1057-67-SM 

APPLICANT— National  Gypsum  Company,  owner;  J.  K. 

Hovind,  agent. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  . 

Negative:  . 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
1057-67-SM— National  Gypsum  Company,  Buffalo,  Mew 
York,  filed  for  approval  of  Gold  Bond  Fire-Shield  Trava- 
coustic  Acoustical  Tile  under  the  provisions  of  C26-501.1 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Component  of  a  three  hour  fire  rated 
floor-ceiling  assembly. 

DESCRIPTION :  The  top  of  the  assembly  is  a  2j4"  layer 
of  3600  psi  sandgravel  concrete.  The  steel  form  units  under 
the  concrete  welded  to  supports  12"  o.c.  are  a  repeating 
blend  of  one  24"  wide  fluted  section  and  one  24  wide  cellular 
section.  The  units  are  tys"  deep.  The  fluted  units  are 
No.  16  gauge.  The  cellular  units  have  No.  18  gauge  fluted 
elements  and  No.  16  gauge  flat-bottom  elements..  The  joints 
of  the  steel  form  units  are  covered  with  2"  wide  adhesive 
cloth  tape.  No.  12  SWG  galvanized  steel  hanger  wire  sup¬ 
ports  the  cold  rolled  steel  channels  48"  o.c.  and  on  the  ends. 
Four  wires  are  required  around  air  duct  outlets  and  light 
fixtures  to  support  the  channels.  The  cold  rolled  steel 
channels  are  ll/2"  No.  16  gauge  painted  steel..  The  galvan¬ 
ized  steel  air  ducts  have  outlets  not  exceeding  113  square 
inches  in  each  100  square  feet  of  ceiling  and  are  supported 
by  the  cold  rolled  channels.  The  air  duct  outlets  are  pro¬ 
tected  with  No.  16  gauge  galvanized  steel  16"  square  dampers 
with  1/16"  thick  asbestos  paper  on  both  sides,  which  is  held 
open  by  a  fusible  link.  The  recessed  electric  light  fixtures 
do  not  exceed  24  square  feet  in  area  for  each  100  square 
feet  of  ceiling.  They  are  2'x4'  and  are  supported  by  No.  18 
gauge  steel  channels,  formed  as  a  yoke,  which  are  secured 
to  the  cold  rolled  channels  with  steel  brackets,  nuts,  and 
bolts.  The  light  fixtures  are  protected  with  nailed — together 
4954"  x  2554"  x  554"  mineral  and  fiber  board  boxes.  The 
acoustical  tile  is  supported  by  “J”  channels  and  flat  splines. 
The  “J”  channels  are  No.  26  gauge  galvanized  steel,  J4" 
deep  with  54"  and  flanges,  spaced  12"  o.c.,  and  attached 
to  the  cold  rolled  channels  with  No.  11  SWG  galvanized 
steel  wire  clips.  The  flat  splines  are  No.  30  gauge  galvan¬ 
ized  steel,  wide  x  11 J4"  long,  spaced  12"  o.c.  The 

acoustical  tile  is  12"  x  12"  x  54"  Gold  Bond  Fire-Shield 
Travacoustic  Tile. 

INSPECTION  AND  TEST :  The  assembly  was  fire  tested 
and  given  a  three  hour  fire  rating  by  Underwriters’  Labora¬ 
tories  (File  R4337-36,  Assignment  67K413,  on  file). 


RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Gold  Bond  Fire-Shield  Travacoustic 
Tile  as  a  component  of  a  three  hour  fire  rated  floor-ceiling 
assembly  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York.  Plans  submitted  to  the  De¬ 
partment  of  Buildings  showing  proposed  use  of  this  con¬ 
struction  shall  include  the  drawings  contained  be  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  1057-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


478-71-SM 

APPLICANT— Inland  Ryerson  Construction  Products  Com¬ 
pany,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accord  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta . . .  ~ 

Negative:  . 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
478-71-SM— Amendment  to  resolution  as  to  optional  use  ot 
shear  connectors  and  correction  of  locations  of  sprayed  fiber. 

Inland-Ryerson  Construction  Products  Company,  Great 
Neck,  New  York,  requested  that  the  resolution  adopted  Oc¬ 
tober’  26,  1971  under  Calendar  Number  478-71-SM  be  re¬ 
opened  and  amended  as  to  optional  use  of  shear  connectors 
and  correction  of  locations  of  sprayed  fiber. 

PROPOSED  USE :  Two  hour  fire  rated  floor-ceiling  decks. 
DESCRIPTION:  Underwriters’  Laboratories  Design  No. 
267  (corresponds  to  present  UL  Design  No.  D840)  for  floor- 
ceiling  construction  specifies  the  optional  use  ot  shear  con¬ 
nector  studs  54"  diameter  x  3"  long,  headed  type  or  equiva¬ 
lent  per  AISC  specifications,  to  be  welded  to  the  top  flange 
of  the  beam  through  the  steel  form  units.  The  use  of  ap¬ 
proved  shear  connectors,  such  as  those  approved  under  Cal¬ 
endar  Number  751-62-SM,  is  also  requested.  . 

Underwriter’s  Laboratories  File  R3789-10  Assignment 
68NK3888  specifies  that  for  steel  decks  used  in  accordance 
with  UL  Design  No.  295  (corresponds  to  present  UL  Design 
No  D826),  the  bottoms  of  the  decks  are  protected  with 
11  pcf  asbestos  free  sprayed  fiber  under  the  trench  header 
and  4"  beyond  in  one  direction  and  between  the  trench  header 
and  the  nearest  beam  in  the  other  direction.  The  fiber  is 
7/16"  thick  under  fluted  sections,  *4"  thick  under  cellular 
sections,  1"  thick  under  trench  headers,  and  54"  thick  around 
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the  beam.  The  original  resolution  mistakenly  specifies  sprayed 
fiber  protection  under  the  entire  deck. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  26,  1971  under 
Calendar  Number  478-71-SM  be  reopened  and  amended  as 
to  optional  use  of  shear  connectors  (as  per  UL  Design  No. 
D840,  AISC  specifications,  and  Board  approvals  such  as  Cal- 
endar  No.  751-62-SM)  and  correction  of  locations  of  sprayed 
fiber  as  detailed  above  on  condition  that  the  requirements  of 
the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
-Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 

affidavit’ wtn  KamC’  cha/lge  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


192-72-SA 


APPLICANT — Warner  &  Swasey  Company,  owner. 

APPEARANCES— 

For  Applicant :  John  J.  Kubik. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative :  .  . .  q 

THE  RESOLUTION— 

1  Wheeeas,  the  report  of  a  Committee  on  Test  reads: 
192-72-SA— Warner  and  Swasey  Company,  Cleveland,  Ohio, 
filed  for  approval  of  the  Warner  and  Swasey  Load  Monitor 

™ceJ„the  provisions  of  New  York  City  Local  Law  No. 
/o-lyoy. 

PROPOSED  USE:  Overload  warning  device  for  hydraulic 
cranes. 


DESCRIPTION :  The  system  consists  of  a  power  supply, 
load  cell  bolt,  load  signal  amplified,  reference  voltage  and 
switching  system,  comparator,  and  alarm  system. 

The  power  supply  is  an  integrated  circuit  which  converts 
an  input  voltage  from  the  vehicle  of  between  11  and  20  volts 
to  plus  and  minus  15  volts.  A  separate  regulated  voltage 
supply  is  used  for  the  four-arm  strain-gauge  bridge  circuit 
encapsulated  in  the  load  cell  bolt. 

1  T,he  ^ansducer  is  a  y2"  diameter  high  strength  alloy  steel 
load  cell  bolt.  The  bolt  is  preloaded  in  compression  between 
two  brackets  fastened  to  the  bottom  plate  of  the  boom  in 
the  cantilever  area.  The  additional  compression  due  to  boom 
bending  produces  an  output  from  the  four-arm  strain-gau^e 
in  the  load  cell  bolt. 


1  he.  output  is  amplified  by  a  large-scale  integrated-circuit 
operational  amplifier  which  has  an  output  variation  of  less 
than  0.02  volt. 


Doubly  regulated  reference  circuits  are  provided  to  repre- 
sent  the  different  maximum  allowable  moment  conditions  for 
the  different  boom  configurations.  These  conditions  are  struc¬ 
tural  strength  of  the  main  boom,  stability  or  tipping  over-the- 


side,  manual  end  section  extended,  jib  installed  at  0°  offset, 
and  jib  installed  at  15°  offset.  Switching  of  the  reference 
levels  from  main  boom  strength  to  stability  or  tipping  over- 
the-side  and  the  reverse  switch  are  performed  automatically 
by  a  cam  as  the  crane  rotates.  The  other  switches  are  per¬ 
formed  manually  by  the  operator. 

A  large  scale  integrated  circuit  compares  the  amplified 
transducer  voltage  with  the  reference  voltage.  When  the 
reference  voltage  is  exceeded,  a  Mallory  pulsating  Sonalers, 
which  operates  a  caution  lamp  in  the  cab,  and  an  external 
horn  are  activated.  Because  moments  are  measured  directly 
by  the  transducer,  the  boom  configuration  is  the  only  infor¬ 
mation  necessary  to  determine  when  the  alarms  should  be 
activated. 

The  operator’s  controls  include  a  switch  to  select  the  appro¬ 
priate  reference  level  for  the  boom  configuration  he  plans  to 
use,  a  balance  for  the  strain-gauge  bridge  circuit,  and  a  test 
button  to  check  that  the  load  cell,  amplifier,  power  supply 
and  alarms  are  working. 

INSPECTION  AND  TEST :  The  system  was  inspected 
by  Assistant  Engineer  S.  Lowenthal  at  the  research  and 
manufacturing  facilities  in  Solon,  Ohio  and  was  found  to  be 
satisfactory.  The  McDowell  Wellman  Engineering  Com¬ 
pany,  Cleveland,  Ohio,  has  certified  that  for  various  condi¬ 
tions,  the  warning  devices  were  activated  before  operational 
limitations  were  reached. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Warner  and  Swasey  Load  Monitor 
for  use  on  Warner  and  Swasey  mobile  cranes  with  telescopic 
cantilevered  booms  under  the  provisions  of  New  York  City 
Local  Law  No.  73-1969.  The  load  monitor  shall  be  per¬ 
manently  labeled  :  “Approved  by  the  Board  of  Standards  and 

192^72  SA”  USC  m  NeW  Y°rk  City  under  CaIendar  Number 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  tbe  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
tffis  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

197-72-SA  ~ 

APPLICANT  Pacific  Pump  Division,  Dresser  Industries 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Paul  S.  Morgan. 

ACTION  OF  BOARD  Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative :  . !!!!'.!  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  • 
197-72-SA— Pacific  Pumps  Division,  Dresser  Industries,  In- 
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corporated,  Huntington  Park,  California,  filed  for  approval 
of  the  Pacific  Type  3"S— AC6  Stage  Pump  under  the  pro¬ 
visions  of  C19-50.0  of  the  New  York  City  Administrative 
Code. 

PROPOSED  USE:  Naphtha  feed  pump. 

DESCRIPTION :  The  pump  is  a  six  stage  centrifugal  type. 
It  has  a  6"  suction  and  3"  discharge.  Maximum  discharge 
pressure  is  1000  psi.  Design  capacity  is  425  GPM.  The  pump 
is  driven  by  a  350  HP,  4000  RPM  explosion  proof  Allis- 
Chalmers  motor.  The  pump  is  equipped  with  John  Crane 
mechanical  seals,  sleeve  radial  bearings,  and  Kingsbury 
thrust  bearings.  The  lubrication  system  consists  of  a  shaft 
driven  lubrication  oil  pump,  2  HP  explosion  proof  motor 
driven  auxiliary  pump,  epoxy  lined  oil  reservoir,  oil  cooler, 
and  oil  filter.  All  pressure  switches  have  explosion  proof 
enclosures. 

INSPECTION  AND  TEST:  The  pump’s  explosion  proof 
motors  and  explosion  proof  enclosures  for  pressure  switches 
meet  the  requirements  of  the  C19-50.0  Administrative  Code 
of  the  City  of  New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Pacific  Type  3"S — AC6  Stage 
Pump  as  herein  described  with  U.L.  approved  motor  and 
enclosures  under  the  provisions  of  C19-50.0  of  the  New  York 
City  Administrative  Code.  The  pumps  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  'City  under  Calendar  Number  197-72- 
SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


224-72-SM 

APPLICANT — J.  H.  Bauer  for  American  Standard  Incor¬ 
porated,  owner. 

APPEARANCES— 

For  Applicant:  J.  H.  Bauer. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
224-72-SM — J.  H.  Bauer  for  American  Standard  Incorpo¬ 
rated,  New  Brunswick,  New  Jersey,  filed  for  approval  of 
Designer  Line  Products  bathtubs  and  showers  under  the  pro¬ 
visions  of  RS  16,  P104.8  and  P104.9  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Bathroom  fixtures  (bathtubs  and 
showers). 


DESCRIPTION :  The  fixtures  are  manufactured  from  gel- 
coated  glass  fiber  reinforced  polyester  material  with  foam 
backing.  The  bathtubs  are  5'  and  6'  with  right  and  left  out¬ 
lets.  Model  Numbers  are  2146.017  (R),  2146.025  (L), 
2146.033  (R),  2146.041  (L),  2144.103  (R),  2144.111  (L), 
2144.012  (R),  2144.020  (L),  2140.010  (R),  2140.028  (L). 
The  shower  enclosures  are  three-wall  one-piece  construction. 
Model  134-2  is  a  36"  corner  unit.  Models  136  and  2136  are 
36"  units,  Model  148  is  a  48"  unit  with  a  seat,  and  Model  160 
is  a  60"  unit  with  a  seat.  All  models  have  non-skid  floors 
and  nailing  flanges  for  attachment  to  the  walls. 
INSPECTION  AND  TEST  :  The  plumbing  fixtures  have 
been  approved  by  the  International  Association  of  Plumbing 
and  Mechanical  Officials  (Application  Nos.  9785  and  5545). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Designer  Line  Products  bathtubs  and 
showers  (models  listed  above)  under  the  provisions  of  RS  16, 
P104.8  and  P104.9  and  C26-504.10(d)  of  the  Building  Code 
on  condition  that  they  are  installed  in  accordance  with  the 
provisions  of  these  sections,  that  the  bathtubs  have  a  1)4" 
diameter  waste  outlet,  and  that  the  showers  have  a  2"  dia¬ 
meter  waste  outlet.  The  fixtures  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
224-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


252-72-SA 

APPLICANT — Rheem  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Paul  Feinsod. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
252-72-SA— Rheem  Manufacturing  Company,  New  York, 
filed  for  approval  of  Consort  Combination  Heating/Air 
Conditioning  Units,  Models  HC-120-48-1  and  3,  HC-120-58-1 
and  3,  HC-150-48-1,  and  HC-150-58-1  and  3,  under  the  pro¬ 
visions  of  Articles  13  and  14  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Outdoor  combination  heat/air  condi¬ 
tioning  unit. 

DESCRIPTION :  The  heating  systems  are  forced  air  fur¬ 
naces  with  rated  input  capacities  of  120,000  BTU/HR  (HC- 
120-units)  or  150,000  BTU/HR  (HC-150-units)  which  burn 
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natural  or  propane  gas.  The  cooling  capacities  of  the  air 
conditioners  are  up  to  58,000  BTU/HR.  The  units  provide 
zoned  heating  and  cooling.  Thermostats  for  each  zone  and 
ductwork  are  indoors.  The  remainder  of  the  system  is  out¬ 
doors.  The  cabinets  are  zinc  coated  steel  finished  with  baked 
enamel.  The  units  is  insulated  with  aluminum  foil  faced  fi¬ 
berglass.  The  multi-speed  blower  provides  high  air  delivery 
on  the  cooling  cycle  and  low  air  delivery  on  the  heating 
cycle.  The  heat  exchanger  is  made  of  aluminized  steel.  The 
burners  are  made  of  cast  iron  and  are  the  raised  drill  port 
type.  Gas  is  burned  through  small  jets  that  project  from 
the  burner.  The  cooling  coil  is  made  of  aluminum  fins  and 
heavy  copper  tubing.  The  compressor  is  hermetically  sealed 
and  internally  mounted.  The  cooling  systems  include  large 
condensing  coils.  Safety  controls  include  a  high  pressure 
switch  and/or  internal  relief  valve  for  the  compressor  and  an 
internal  thermostat  for  each  zone.  The  heating  system  is 
protected  by  a  glow  coil  automatic  ignition,  pressure  regula¬ 
tor,  gas  valve,  limit  switch,  and  pilot  flame  detector.  The 
propane  burners  have  100%  shut-off  valves,  purge  blowers, 
and  automatic  time  delay  before  pilot  ignites. 

INSPECTION  AND  TEST :  The  units  have  been  approved 
by  the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Consort  Combination  Heating/Air 
Conditioning  Units,  Models  HC-120-48-1  and  3,  HC-120-58-1 
and  3,  HC-150-48-1,  and  HC-150-58-1  and  3,  under  the  pro¬ 
visions  of  Articles  13  and  .14  of  the  Building  Code  of  the  City 
of  New  York.  The  units  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  252-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

346-59-SM 

APPLICANT — Pieter  H.  Stam  for  Butler  Mfg.  Co.,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


213-61-SM  ‘ 

APPLICANT — Lehman  Bros.  Corporation,  owner. 

SUBJECT— Application  February  27,  1961— Ox-Line  Color¬ 
less  Waterproofing  approval  of. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  o 


894-66-SM 

APPLICANT — Joseph  Platzker  for  Nalgene  Piping  Sys¬ 
tems,  Div.  of  The  Nalge  Company,  Incorporated,  owner. 

SUBJECT — Application  September  6,  1966 — Vulcathene  pipe 
and  fittings  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION.  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

N  egative :  .  q 


1050-67-SM 

APPLICANT — Canrad  Precision  Industries,  Incorporated, 
owner. 

SUBJECT — Application  December  5,  1967 — Spot-Lite(R) 
Glow-In-The-Dark  Film,  Series  6000  CLL  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


1062-67-SM 

APPLICANT — Canrad  Precision  Industries,  Incorporated, 
owner. 

SUBJECT — Application  December  15,  1967 — Canrad  Phos¬ 
phorescent  Material  (illuminate  exit  signs)  approval  of. 
Series  4000  CLL. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  .  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


55-61-SA 

APPLICANT — General  Electric  Company,  owner. 
SUBJECT — Additional  gas  fired  furnaces. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at  2 
P.M.,  at  the  request  of  the  applicant. 
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290-67-SM 

APPLICANT — Elizabeth  Iron  Works,  Incorporated,  owner. 
SUBJECT — Application  March  23,  1967 — Span-R  Beam  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  I.  L.  Tamaroff,  Eugene  H.  Drew  and 
Harry  Diamond. 

ACTION  OF  BOARD — Laid  over  without  date. 

762-71-SA 

APPLICANT — Ferrari  and  Rossi  Equipment  Corporation, 
owner. 

SUBJECT — Application  December  13,  1971 — Starlite,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Vittorino  Ferrari. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  2 
P.M. 

765-71-SM 

APPLICANT — SSP  Construction  Equipment,  Incorporated, 
owner. 

SUBJECT — Application  December  IS,  1971 — Miller  High 
Lift  Block  Model  314-F-18-2,  approval  of. 

APPEARANCES— 

For  Applicant:  J.  E.  Gillespie. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.  for  additional  information. 


216-72-SA 

APPLICANT — Temperature  Control,  Incorporated — Heat¬ 
ing  and  cooling  units  for  commercial  or  industrial  use. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.,  for  further  hearing,  at  the  request  of  the  applicant. 

27-69-BZ 

APPLICANT — Evans  and  Delehanty  for  Marymount  Man¬ 
hattan  College,  owner. 

SUBJECT — Application  January  17,  1969 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  an  RIO  district, 
the  erection  of  a  fourteen  story  community  facility  build¬ 
ing  that  exceeds  the  permitted  lot  coverage  and  encroaches 
on  the  required  rear  yard. 

PREMISES  AFFECTED— 218-232  East  72nd  Street,  south 
side,  217.08  feet  east  of  Third  Avenue,  Block  1426,  Lots  35, 
36,  136,  37,  38,  138,  39  and  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  . . .  5 

Negative:  .  0 


195-69-BZ 

APPLICANT — Evans  and  Delehanty  for  Marymount  Man¬ 
hattan  College,  owner. 


SUBJECT — Application  April  17,  1969 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  a  R8  district,  the  erec¬ 
tion  of  a  five  story  and  cellar  enlargement  to  an  existing 
school  that  increases  the  degree  of  non-compliance  in  lot 
coverage  and  rear  yard  encroachment. 

PREMISES  AFFECTED — 221  East  71st  Street,  north  side, 
268  feet  2  inches  east  of  Third  Avenue,  Block  1426,  Lot  11, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl -2  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  retail 
store  building  and  the  addition  to  the  uses  to  include  cater¬ 
ing  establishment  and  restaurant  with  cabaret  that  has  less 
than  the  required  accessory  parking  and  loading  and  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


170-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  195  Broadway  Corporation,  owner. 

SUBJECT — Application  March  3,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-68  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-5  district,  the  erection  of 
a  connecting  bridge  between  two  buildings  that  penetrates 
the  sky  exposure  plane. 

PREMIES  AFFECTED — 195  Broadway,  northwest  corner 
of  Dey  Street,  Block  80,  Lots  1,  14,  17,  20,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition :  John  J.  Abberley. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 
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Whereas,  a  public  hearing  was  held  on  this  application  on 
May  2,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  16,  1972 ;  then  to  May  30,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1972,  acting  on  Alt.  Applic.  175/1972, 
reads : 

“Cl — Proposed  bridge  between  14-76  Cortlandt 
Street  and  2-16  Dey  Street  within  property  line  pierces 
the  sky  exposure  plane  contrary  to  Sec.  33-432  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-68  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-68  of  the  Zoning  Resolution,  to  permit  in  a 
C5-5  district,  the  erection  of  a  connecting  bridge  between  two 
buildings  that  penetrates  the  sky  exposure  plane,  on  condi¬ 
tion  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  March  3,  1972,” 
5  sheets,  and  “May  11,  1972,”  4  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  thereto  be  complied  with  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


171-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 
SUBJECT — Application  March  3,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-68  of  the  Zoning 
Resolution,  to  permit  in  a  C5-5  district,  the  erection  of  a 
connecting  bridge  between  two  buildings  that  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 14-26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  John  J.  Abberley. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  2,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  16,  1972 ;  then  to  May  30,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1972,  acting  on  N.  B.  Applic.  87/1969, 
reads : 

“C3 — Portion  of  bridge  within  the  property  line 
pierces  the  sky  exposure  plane  and  is  contrary  to  Sec. 
33-432  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-68  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-68  of  the  Zoning  Resolution,  to  permit  in 
a  C5-5  district,  the  erection  of  a  connecting  bridge  between 
two  buildings  that  penetrates  the  sky  exposure  plane,  on 


condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  March 
3,  1972,”  3  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  thereto  be  complied  with  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


223-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  22  Cortlandt  Realty  Company,  owner. 
SUBJECT — Application  March  27,  1972 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Projection  of 
bridge  not  permissible  beyond  building  line. 

PREMISES  AFFECTED— 14  to  26  Cortlandt  Street,  south 
side,  153  feet  west  of  Dey  Street,  Block  63,  Lot  3,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1972  on  N.  B.  Applic.  87-69,  reads : 

“C6— ^Projection  of  bridge  not  permissible  beyond 
building  line,  contrary  to  C26-219.0.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  23,  1972,  acting  on  N.  B.  Applic.  87-69,  Objec¬ 
tion  No.  C6,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  connecting 
bridge  between  the  two  buildings  conforms  to  the  resolution 
adopted  this  date  under  Calendar  Numbers  170-72-BZ  and 
171-72-BZ;  and  that  all  other  laws,  rules  and  regulations 
applicable  thereto  be  complied  with. 

753-71-A 

APPLICANT — Kweller  and  Dubin  Associates  for  Fred  L. 
Goodman,  Incorporated,  owner. 

SUBJECT — Application  December  7,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  yard  egress. 
PREMISES  AFFECTED — 231  East  34th  Street,  north 
side,  200  feet  west  of  2nd  Avenue,  Block  915,  Lot  20,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative  :  .  Chairman  Becker.  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  November  23,  1971  on  Alt.  Applic.  667-71,  reads: 

“A2 — No  yard  egress  contrary  to  Sec.  53,  4.14  M.D.L.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 
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Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  23,  1971,  acting  on  Alt.  Applic.  667-71, 
Objection  No.  A2  be  and  it  hereby  is  affirmed  and  that  the 
anpeal  be  and  it  hereby  is  denied. 


10-72-A 

APPLICANT — Frank  A.  Vaccaro  for  Jerry  Scotto,  owner. 
SUBJECT — Application  January  11,  1972 — Appeal  from  a 
decision  of  the  Borough  Superintendent  re-  three  story  frame 
dwelling. 

PREMISES  AFFECTED — 224  St.  Johns  Avenue,  south¬ 
west  corner  of  Beethoven  Street,  Block  3005,  Lot  9,  Rose- 
bank,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  10,  1972  on  N.  B.  Applic.  2380-63,  reads: 

“Building  constructed  higher  than  approved  creat¬ 
ing  a  three  story,  2  family  frame  dwelling  contrary  to 
C  26-254  A.C.  (old  Code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommend  that  the  appeal  be  granted  un¬ 
der  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  January  10,  1972,  acting  on  N.B.  Applic. 
2380-63  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  January  11,  1972,” 
2  sheets  and  “April  18  1972,”  3  sheets  and  all  laws,  rules  and 
regulations  applicable  shall  be  complied  with. 

156-72- A 

APPLICANT — Frederic  R.  Grae  for  Milton  Liberman, 
owner. 

SUBJECT — Application  February  24,  1972 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street  and  revocation  of  permit. 

PREMISES  AFFECTED — 349  Ocean  Terrace,  north  side, 
340  feet  east  from  Tiber  Place,  Block  698,  Lot  2,  Sunny- 
side,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Stanley  A.  Applebaum. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Commissioner  of  Housing 
and  Development  Administration  dated  August  11,  1970  on 
N.  B.  Applic.  1265-68,  reads : 

“The  approved  plans  for  the  subject  application  and 
premises  have  been  reviewed. 

Approved  plans  indicate  that  the  proposed  building 
being  constructed  at  this  premises  has  access  to  a  legal 
street  only  via  a  12  ft.  wide  portion  of  the  zoning  lot 


approximately  250  ft.  in  length,  augmented  by  an  ease¬ 
ment  on  adjoining  property  of  the  same  length. 

Such  access  is  considered  contrary  to  Section  36 
of  the  General  City  Law;  and,  the  frontage  space  for 
this  premises,  access  to  which  is  less  than  20  ft.  in  width 
on  the  property  in  fee  ownership,  is  contrary  to  Section 
C26-201.0  of  the  new  Building  Code. 

Accordingly,  you  are  hereby  directed  to  revoke  the 
approval  and  permit,  based  on  Section  C26-1 118.7  of 
the  new  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Housing  &  Development 
Admin,  dated,  August  11,  1970  acting  on  N.  B.  Applic. 
1265-68,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  a  new  hydrant  be  installed  as  shown  on  plans  to  con¬ 
form  to  the  building  code  regulations  and  that  the  building 
shall  substantially  comply  with  the  drawings  marked  “Re¬ 
ceived  April  28,  1972,”  2  sheets  and  “May  19,  1972,”  1 
sheet,  on  further  condition  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 

166-72-A 

APPLICANT — Sol  Feinberg  for  Castle  Coal  &  Oil  Com¬ 
pany,  owner. 

SUBJECT- — Application  March  2,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  trucks  through  the  city  streets  not  in  conformity 
with  the  requirements  of  administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.,  for  further  information. 


172-72-A 

APPLICANT — Herman  J.  Jessor  for  Twin  Pines  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  7,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  electrical  power 
of  steam  generating  plants  are  classified  as  D-l  in  Refer¬ 
ence  Standard  RS3-3  Building  Code,  City  of  New  York. 

PREMISES  AFFECTED — 165  Elmira  Loop,  northeast 
corner  of  Schoeders  Avenue,  Block  4452,  Lot  85,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  H.  J.  Jessor,  Leonard  Boxer  and  W.  H. 

Correale. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.,  for  additional  information.  Continued  hearing. 


187-72-A 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  egress  and  loca¬ 
tion  of  gasoline  dispensary  pump. 

PREMISES  AFFECTED— 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 
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ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.,  to  be  reinspected  by  the  Committee  of  the  Board. 

225-72-A 

APPLICANT — Bernard  Goodman. 

OWNER  OF  PREMISES — Shelter  Realty  Corporation. 

SUBJECT — Application  March  28,  1972 — Revocation  of 
Alteration  Permit  No.  1595-69  and  1596-69. 

PREMISES  AFFECTED — 206-210  East  17th  Street,  south 
side,  120  feet  east  of  Third  Avenue,  Block  897,  Lots  69, 
71.  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Bernard  Goodman. 

For  Owner:  Michael  A.  Schwartz  and  Burton  E.  Eaton. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.,  continued  hearing.  Previously  inspected. 

238-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of 
Buildings. 

OWNER  OF  PREMISES — Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40724. 

PREMISES  AFFECTED — 65  Grasmere  Avenue,  north¬ 
east  corner  of  Crist  Street,  Block  3163,  Lot  1,  Grasmere, 
Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

For  Owner :  Philip  S.  Levine. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1972,  at  2 
P.M.,  for  continued  hearing,  for  the  purpose  of  obtaining 
additional  information. 


244-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40725. 

PREMISES  AFFECTED— 27  Crist  Street,  north  side,  56.17 
feet  west  of  Sheridan  Avenue,  Block  3163,  Lot  40,  Gras¬ 
mere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

For  Owner:  John  J.  Turvey. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at 
2  P.M.  for  continued  hearing,  for  the  purpose  of  obtain¬ 
ing  additional  information. 

Adjourned:  4:05  P.M. 

James  P.  Mulroy,  Secretary 
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DOCKET 

New  Cases  Filed  up  to  June  6,  1972 

Cal.  No.  Dept.  Premises  Affected 

372-72-BZ — B.Q. — 99-01  189th  Street,  southeast  corner 
of  99th  Avenue,  Block  10364,  Lot  1,  Hollis,  Borough  of 
Queens,  Community  #12,  Alt.  No.  286-72,  re-  proposed 
telephone  company  employee  and  patron  parking,  R2 
district. 


373-72-BZ — B.B. — 2849  to  2855  Fulton  Street,  north  side, 
24  feet  west  of  Barbey  Street,  Block  3935,  Lot  44,  Bor¬ 
ough  of  Brooklyn,  Community  Board  #5,  re-  proposed 
change  of  occupancy  to  bottling  and  packaging  of  per¬ 
fumes  and  cosmetics,  C2-3  district. 


374-72-SA — Armstrong  Pumps  Incorporated,  Armstrong 
sump  pump  and  sewage  pump,  various  models,  manufac¬ 
tured  by  Armstrong  Incorporated,  Appliance. 


375-72-SM — Onduline,  ondalux,  onduline,  isola  for  roof¬ 
ing  and  siding  material,  manufactured  by  Onduline, 
Material. 


376-72-BZ — B.M. — 311  to  321  West  Broadway,  east  side, 
108.2  feet  north  of  Canal  Street,  Block  228,  Lot  12,  Bor¬ 
ough  of  Manhattan,  N.B.  46-72,  re-  proposed  sports  spa, 
excessive  floor  area,  rear  yard,  parking,  three  loading 
berths,  sky  exposure  plane  (Community  Board  #2) 
M-1-5B  district. 


377-72-A— B.M. — 311  to  321  West  Broadway,  east  side, 
108.2  feet  north  of  Canal  Street,  Block  228,  Lot  12,  Bor¬ 
ough  of  Manhattan,  N.B.  46-72,  re-  exits,  M1-5B  district. 


378-72-A — -B.M. — 1269  York  Avenue,  419  to  445  East 
67  Street,  northwest  corner,  412  to  444  East  68  Street, 
and  1246  to  1260  1st  Avenue,  Block  1462,  Lots  5,  1. 
Borough  of  Manhattan,  Elev.  64-71,  re-  food  and  material 
lifts  with  transfer  devices,  R-10  and  R-8  district. 


379-72-BZ — B.B. — 2337  East  72nd  Street,  east  side,  300 
feet  south  of  Avenue  W,  Block  8450,  Lot  25,  Borough 
of  Brooklyn,  Community  Board  #18,  Alt.  No.  1970-70, 
re-  proposed  2nd  floor  enlargement,  R3-1  district. 


380-72-BZ — B.B. — 6012  to  6022  Farragut  Road,  and  602 
to  612  East  78th  Street,  southwest  corner,  Block  7982, 
Lot  49,  Borough  of  Brooklyn,  Community  Board  #17, 
Alt.  No.  1554-71,  re-  one  story  enlargement  to  existing 
facility  building  side  yards,  off-street  parking  facilities, 
R5  district. 


381-72-BZ — B.Q.— 65-34  Myrtle  Avenue,  southwest  cor¬ 
ner  of  65th  Place,  Block  3600,  Lot  24,  Glendale,  Borough 
of  Queens,  Alt.  No.  80-72,  re-  change  of  use  to  a  funeral 
establishment,  off-street  loading  berth,  Cl-2  district 
(Community  Board  #5). 


382-72-SM — Valley  Faucet  Division  United  States  Brass 
Corporation,  faucet  L  114-8  for  kitchen  sink,  lavatory, 
tub  and  shower,  manufactured  by  Valley  Faucet  Division 
United  States  Brass  Corporation,  Material. 


383-72-BZ — B.R. — Maryland  Avenue,  south  side,  25  feet 
west  of  Reynolds  Street,  Block  2986,  Lots  12,  15,  18,  21, 
24,  27,  28,  29,  30,  45,  Rosebank,  Borough  of  Richmond, 
Community  Board  #2,  N.B.  563-72,  re-  garden  apart¬ 
ment  house  and  accessory  parking,  R3-2  district. 


384-72-BZ — B.R. — Maryland  Avenue,  south  side,  25  feet 
west  of  Reynolds  Street,  Block  2986,  Lots  12,  15,  18,  21, 
24,  27,  28,  29,  30,  45,  Rosebank,  Borough  of  Richmond, 


Community  Board  #2,  N.B.  567-72,  re-  garden  apart¬ 
ment  house  and  accessory  parking,  R3-2  district. 


385-72-BZ — B.R. — Maryland  Avenue,  south  side,  25  feet 
west  of  Reynolds  Street,  Block  2986,  Lots  12,  15,  18,  21, 
24,  27,  28,  29,  30,  45,  Rosebank,  Borough  of  Richmond, 
Community  Board  #2,  N.B.  566-72,  re-  garden  apartment 
house  and  accessory  parking,  R3-2  district. 


386-72-BZ — B.R. — Maryland  Avenue,  south  side,  25  feet 
west  of  Reynolds  Street,  Block  2986,  Lots  12,  15,  18,  21, 
24,  27,  28,  29,  30,  45,  Rosebank,  Borough  of  Richmond, 
Community  Board  #2,  N.B.  565-72,  re-  garden  apart¬ 
ment  house  and  accessory  parking,  R3-2  district. 


387-72-BZ — B.R. — Maryland  Avenue,  south  side,  25  feet 
west  of  Reynolds  Street,  Block  2986,  Lots  12,  15,  18,  21, 
24,  27,  28,  29,  30,  45,  Rosebank,  Borough  of  Richmond, 
Community  Board  #2,  N.B.  564-72,  re-  garden  apartment 
house  and  accessory  parking,  R3-2  district. 


388-72-A — B.B. — 320  Washington  Avenue,  west  side,  129 
feet  south  of  DeKalb  Avenue,  Block  1931,  Lot  8,  Borough 
of  Brooklyn,  Alt.  No.  1924-71,  re-  interpretation,  egress, 
stairs,  zoning  matter,  R-6  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. —Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JULY  5,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  July  5,  1972,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  follow¬ 
ing  matters : 

572-31-BZ — Vol.  II 

APPLICANT — Charles  J.  Stidolph  for  Oscar  Lucien,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  27,  1972 — deci¬ 
sion  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Sections  7c  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  business  use  district, 
the  extension  in  use  and  area  of  existing  gasoline  service 
station,  to  include  gasoline  service  station,  lubritorium, 
car  wash,  motor  vehicle  repairs,  welding  and  office,  and 
to  include  garage  for  more  than  five  motor  vehicles  and 
the  parking  of  motor  vehicles. 

PREMISES  AFFECTED — 112-05  to  112-07  Sutphin  Boule¬ 
vard,  northeast  corner  of  113th  Avenue,  Block  12168,  Lot 
1,  Jamaica,  Borough  of  Queens. 


56-50-BZ— Vol.  II 

APPLICANT — Allan  Howard  for  Neptune  Motors,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  13,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  7e  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  and  business  use,  C  area  district,  the 
reduction  of  size  of  existing  lot,  the  relocation  of  curb 
cuts  at  the  westerly  portion  of  the  Neptune  Avenue  front¬ 
age  and  the  erection  of  a  ground  business  sign  (exceeding 
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the  area  permitted)  and  permitting  the  erection  and  main¬ 
tenance  of  an  accessory  garage  for  the  storage  of  five  new 
cars  and  permitting  the  existing  uses  of  auto  showroom, 
motor  vehicle  repairs,  lubritorium,  auto  showroom,  motor 
vehicle  repairs,  lubritorium,  auto  washing,  office  and  sales, 
outdoor  sale  and  display  of  more  than  five  motor  vehicles, 
parking  of  customers’  cars  and  gasoline  service  station  and 
permitting  the  addition  of  two  550  gal.  gasoline  storage 
tanks. 

PREMISES  AFFECTED — 1446  Neptune  Avenue  and  3-15 
Cass  Place,  southeast  corner,  Block  7516,  Lot  20,  Borough 
Brooklyn. 


665-51-BZ 

APPLICANT— Samuel  H.  Lindenbaum  for  Zygfryd  B. 
Wolloch  and  Bruce  B.  Teicholz,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  14,  1972 — decision  of 
the  Borough  Superintendent.;  previously  granted  on  con¬ 
dition  under  Section  7e  and  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change  in. 
occupancy  from  apartments  on  the  first  floor  to  a  retail 
store. 

PREMISES  AFFECTED — 88  East  End  Avenue,  west  side, 
101  feet  north  of  East  83rd  Street,  Block  1580,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


725-56-BZ 

APPLICANT— Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  January  29, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  and  Section  7 A  of 
the  Zoning  Resolution,  permitting  in  a  local  retail  _  use 
district,  a  proposed  gasoline  service  station,  lubritorium, 
auto  laundry  (non  automatic),  minor  auto  repair  shop 
with  hand  tools  only  and  the  parking  of  motor  vehicles 
awaiting  service  and  part  of  a  proposed  curb  cut  within 
75  feet  of  a  residence  zone. 

PREMISES  AFFECTED— 82-06  Astoria  Boulevard,  south¬ 
east  corner  of  82nd  Street,  Block  1094,  Lot  1,  Jackson 
Heights,  Borough  of  Queens. 

1906-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  John  Pergamo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September  18, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district  the  addi¬ 
tion  of  minor  motor  repairs  including  the  installation  of 
tail  pipes  and  mufflers  only,  with  the  accessory  welding  in 
conjunction  with  the  existing  retail  sales  of  auto  acces¬ 
sories  and  parking. 

PREMISES  AFFECTED— 158-06  Cross  Bay  Boulevard, 
southwest  corner  of  158th  Avenue,  Block  13991,  Lot  7, 
Rosedale,  Borough  of  Queens. 


69-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  County  Associate, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  8,  1972 — 
decision  of  the  Borough  Superintendent,  under  Section  72- 


21  of  the  Zoning  Resolution,  permitting  in  a  R3-2  district, 
the  addition  to  the  uses  of  an  existing  private  club  with  ac¬ 
cessory  uses  to  include  dancing  and  entertainment. 

PREMISES  AFFECTED— 89-00  23rd  Avenue,  southeast 
corner  of  89th  Street,  Block  1084,  Lot  1,  Jackson  Heights, 
Borough  of  Queens. 


104-41-BZ — Vol.  II 

APPLICANT— Michael  N.  Christon  for  Vincent  Brancato, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  12,  1971 
and  for  amendment — decision  of  the  Borough  Superinten¬ 
dent;  previously  granted  on  condition  under  Section  7e  of 
the  Zoning  Resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  continued  use  of  an  existing  factory  and  storage 
building. 

PREMISES  AFFECTED— 150-18  to  150-22  Tahoe  Street, 
west  side,  170.07  feet  south  of  Albert  Road,  Block  11556, 
Lot  23,  Ozone  Park,  Borough  of  Queens. 


786-41-BZ 

APPLICANT — Maryann  Bindrim,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  1,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  a  garage 
for  .more  than  five  motor  vehicles  and  gasoline  service 
station. 

PREMISES  AFFECTED — 68-72  North  Henry  Street,  east 
side,  50  feet  south  of  Engert  Avenue,  Block  2729,  Lot  20, 
Borough  of  Brooklyn. 

173-72-BZ  " 

APPLICANT — Charles  M.  Spindler  for  John  Baris,  Louis 
Evangelista,  owner. 

SUBJECT — Application  March  7,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  family  dwelling  that  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 27-19  23rd  Street,  east  side, 
127.98  feet  north  from  28th  Avenue,  Block  544,  Lot  6. 
Long  Island  City,  Borough  of  Queens.  Community  Board 

#L 


189-72-BZ 

APPLICANT — McGee  and  Morsellino  for  Stephen  Oddo 
and  Dorothy  Oddo,  owners ;  Leemilt’s  Petroleum,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  March  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  an  automotive  service  station. 

PREMISES  AFFECTED — 161-17  Cross  Bay  Boulevard, 
east  side.  165  feet  south  of  161st  Avenue,  Block  14189,  Lots 
69  and  71,  Howard  Beach,  Borough  of  Queens.  Community 
Board  #10. 


259-72-BZ 

APPLICANT — Robert  J.  Battipaglia  for  Ferdinand  Gior¬ 
dano,  owner. 

SUBJECT — Application  April  14,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 


543 


CALENDAR 


Resolution,  to  permit  in  a  C2-3  district,  the  change  in  oc¬ 
cupancy  of  an  existing  public  parking  lot  to  an  automobile 
sales  lot. 

PREMISES  AFFECTED— 962-972  64th  Street,  south  side, 
51.11J4  feet  east  of  Fort  Hamilton  Parkway,  Block  5743, 
Lot  52,  Borough  of  Brooklyn.  Community  Board  #10. 


297-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner;  Ford  Leasing  Company,  Dursi-Ford- 
ham  Lincoln  Mercury,  Incorporated,  lessee. 

SUBJECT— Application  April  19,  1972— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution  to  permit  in  a  C8-1  and  R6  district  the  erection 
of  a  one  story  enlargement  to  an  existing  automobile  sales 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 630  to  646  East  Fordham 
Road,  southwest  corner  of  Belmont  Avenue,  Block  3078, 
Lots  48  and  57,  Borough  of  The  Bronx.  Community  Plan¬ 
ning  Board  #6. 


336-72-BZ 

APPLICANT — Norman  Garner  for  Board  of  Education, 
City  of  New  York,  owner. 

SUBJECT — Application  May  10,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  M3-1  district,  on  a 
plot  with  a  public  school,  the  construction  of  a  6  classroom 
additional  facility. 

PREMISES  AFFECTED — 25  George  Street,  west  side, 
204.10  feet  north  of  Evergreen  Avenue,  Block  3153,  Lot  11, 
Borough  of  Brooklyn.  Community  Board  #4. 


358-72-BZ 

APPLICANT — Harold  Weinberg  for  Ivan  Marshall,  owner. 

SUBJECT — Application  May  19,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  conversion 
of  an  existing  one  story  and  cellar  building  from  offices  to 
private  school  and  offices. 

PREMISES  AFFECTED — 250  Parkinson  Avenue,  west 
side,  301.37  feet  south  of  Ledyard  Place,  Block  3223,  Lot  17, 
Grasmere,  Borough  of  Richmond.  Community  Board  #3. 

SAMUEL  L.  BECKER,  Chairman 


JULY  5,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon ,  July  5,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette.  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

449-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

256-72-A 

APPLICANT — E.  R.  Ronan  for  Texaco,  Incorporated, 
owner. 


SUBJECT — Application  April  12,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Texaco  Anti-freeze  Coolant  in 
1  quart  and  1  gallon  sealed  containers  not  in  compliance 
with  regulation  of  New  York  City  Administrative  Code. 


264-72-A 

APPLICANT — Frank  A.  Vaccaro  for  Paul  Scalaro,  owner. 

SUBJECT — Application  April  18,  1972 — filed  pursuant  to 
Section  36  General  City  Law  re-  building  not  fronting  legal 
street,  required  frontage  and  building  access. 

PREMISES  AFFECTED — 54  Madison  Avenue,  south  side, 
60  feet  west  of  Farraday  Street,  Block  1498,  Lot  41,  Bloom¬ 
field,  Borough  of  Richmond. 


265-72-A 

APPLICANT — Frank  A.  Vaccaro  for  Max  Kandel,  owner. 

SUBJECT — Application  April  18,  1972 — filed  pursuant  to 
Section  36  General  City  Law  re-  building  not  fronting 
legal  street,  required  frontage  and  building  access. 

PREMISES  AFFECTED — 26  Dryden  Court,  west  side,  100 
feet  north  of  Haughwout  Street,  Block  382,  Lot  375,  Port 
Richmond,  Borough  of  Richmond. 


347-72-A 

APPLICANT — Harold  E.  Diamond  for  Arthur  D’Urso, 

owner. 

SUBJECT — Application  May  16,  1972 — filed  pursuant  to 
Section  36  General  City  Law  re-  building  not  fronting  on 
a  legal  street. 

PREMISES  AFFECTED — 15  Shubert  Street,  east  side, 
100  feet  south  of  St.  Johns  Avenue,  Block  3006,  Lot  27, 
Rosebank,  Borough  of  Richmond. 


362-72-A 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s  Incor¬ 
porated  and  Federated  Department  Stores,  Incorporated, 
owners. 

SUBJECT— Application  May  25,  1972— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  one-hour  fire 
separation  wall. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Block  1860,  Lot  100,  Rego 
Park,  Borough  of  Queens. 


388-72- A 

APPLICANT — Anthony  M.  Salvati  for  James  Cuffee, 
owner. 

SUBJECT — Application  June  5,  1972 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  interpretation,  pro¬ 
fessional  offices,  zoning  matter. 

PREMISES  AFFECTED— 320  Washington  Avenue,  West 
side,  129  feet  south  of  De  Kalb  Avenue,  Block  1931,  Lot  3, 
Borough  of  Brooklyn. 

SAMUEL  L.  BECKER,  Chairman 


JULY  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  July  11,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1847-61-BZ 

APPLICANT — David  Weinberg  for  L.  W.  I.  Realty  Com¬ 
pany,  Incorporated,  owner. 
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SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  23, 
1972 — decision  of  the  Borough  Superintendent;  previously- 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 


627-70-BZ — Vol.  II 

APPLICANT — Dominick  Salvati  &  Son  for  George  An- 
gelastro,  owner;  Vincent  Scalamandre,  lessee. 

SUBJECT — Application  reopened  April  11,  1972  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
73-241  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict  in  an  existing  one  story  building  occupied  as  a  restau¬ 
rant  the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quenton  Road,  Block  7889, 
Lot  49,  Borough  of  Brooklyn. 


176-72-BZ 

APPLICANT — Frank  A.  Vaccaro  for  C.  M.  Todd,  owner. 

SUBJECT — Application  Mai'ch  9,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  an  accessory  garage  to  a  dwelling  that  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED— 476  St.  Paul  Avenue,  west  side, 
226.22  feet  south  of  Tressach  Road,  Block  611,  Lot  71, 
Stapleton,  Borough  of  Richmond,  Community  Board  #2. 


190-72-BZ 

APPLICANT — Larry  Meltzer  for  S.  Keith  Vendryes, 
owner;  Jamaica  Electroplating  Corporation,  lessee. 

SUBJECT — Application  March  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  silver 
plating  shop  with  accessory  offices  that  will  exceed  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 87-83  to  87-85  139th  Street, 
eastside,  70  feet  south  of  Hillside  Avenue,  Block  9685,  Lots 
50  &  51,  Jamaica,  Borough  of  Queens.  Community  Board 
#12. 


213-72-BZ 

APPLICANT — Harold  Weinberg  for  Jerry  Katz,  owner. 

SUBJECT— Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  one  family  dwelling  to  a  two  family  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 5405  Glenwood  Road,  north 
side,  40.6  feet  east  of  East  54th  Street,  Block  7972,  Lot  9, 
Borough  of  Brooklyn.  Community  Board  #17. 


279-72-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Pasqualina  Iovino, 
owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R5  district,  the  change  in  use 
of  an  existing  one  story  building  from  public  garage  to  an 
apparel  manufacturing  establishment  with  a  loading  berth 
less  than  the  required  size. 

PREMISES  AFFECTED — 46-56  Berriman  Street,  west 
side,  250  feet  north  of  Liberty  Avenue,  Block  3973,  Lot 
46,  Borough  of  Brooklyn  Community  Board  #5. 


340-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Workmen’s  Circle 
Old  Age  Home  Foundation,  Incorporated,  known  as  Work¬ 
men’s  Circle  Home  and  Infirmary  for  the  Aged,  owner. 

SUBJECT — Application  May  11,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-64 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
erection  of  a  ten  story  community  facility  building  that 
exceeds  the  permitted  floor  area  ratio,  encroaches  on  the 
required  front  yard,  rear  yard  and  outercourt,  penetrates 
the  sky  exposure  plane  and  has  less  than  the  minimum 
distance  between  buildings. 

PREMISES  AFFECTED— 3155  Grace  Avenue,  southwest 
corner  of  Burke  Avenue,  Block  4777,  Lot  2,  Borough  of 
The  Bronx. 


357-72-BZ 

APPLICANT — Wolf  Popper  Ross  Wolf  and  Jones  for 
Union  of  Soviet  Socialist  Republics,  owner. 

SUBJECT — Application  May  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
multiple  dwelling  and  community  facility  complex  for  for¬ 
eign  diplomatic  use  that  encroaches  on  the  rear  and  side 
setbacks  and  has  less  than  the  required  parking. 

PREMISES  AFFECTED — 355  West  255th  Street,  block 
front  from  Fieldston  Road  to  Mosholu  Avenue,  Blocks 
5846,  5848,  Lots  1605,  1774,  Borough  of  The  Bronx,  Com¬ 
munity  Board  #14. 


361-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Marymount  Manhattan  College,  owner. 

SUBJECT— Application  May  19,  1972— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R10  and  R8  district,  the  erection  of  a 
27  story  community  facility  and  residential  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room,  and  accessory 
parking  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 232  East  72nd  Street,  south  side, 
217.1  feet  east  of  Third  Avenue  and  213  to  221  East  71st 
Street,  Block  1426,  Lots  9,  11,  35,  Borough  of  Manhattan, 
Community  Board  #8. 


376-72-BZ 

APPLICANT— Charles  L.  Low  for  Charles  L.  Low  and 
Jack  Low,  owners. 

SUBJECT— Application  June  1,  1972 — decision  of  the 

Borough  Superintendent,  under  Sections  72-21  and  73-48  of 
the  Zoning  Resolution,  to  permit  in  an  M1-5B  district,  the 
erection  of  a  9  story  sport  and  recreation  center  that  will 
exceed  the  permitted  floor  area  ratio  and  accessory  parking, 
encroaches  on  the  required  rear  yard  and  rear  yard  equiva¬ 
lent,  penetrates  the  sky  exposure  plane  and  without  the  re¬ 
quired  loading  berths. 
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PREMISES  AFFECTED — 311-321  West  Broadway,  east- 
side,  108.2  feet  north  of  Canal  Street,  Block  228,  Lot  12, 
Borough  of  Manhattan.  Community  Board  #8. 

SAMUEL  L.  BECKER,  Chairman 


JULY  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  11,  1972  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

201-72-A 

APPLICANT — Gruenwald,  Turk  &  Gillen  for  Jaabpon 
Realty  Corporation,  owner;  K-Mart  Enterprises,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  March  17,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  storage  and  sale  of 
Ammunition  in  excess  of  two  hundred  rounds. 
PREMISES  AFFECTED — 2875  Richmond  Avenue,  south¬ 
east  corner  of  Yukon  Avenue,  Block  2460,  Lot  98,  New 
Springville,  Borough  of  Richmond. 


235-72-A 

APPLICANT — Westside  Towers,  Incorporated  for  Rivers 
End  Apartments,  Incorporated,  owner;  Westside  Towers 
Incorporated,  lessee. 

SUBJECT — Application  April  3,  1972  — review  of  a  decision 
of  letter  dated  March  16,  1972  of  Department  of  Buildings. 

PREMISES  AFFECTED — 235  West  75th  Street  and  2151- 
2157  Broadway,  northwest  corner  and  230  West  76th 
Street,  Block  1167,  Lot  11,  Borough  of  Manhattan. 


289-72-A 

APPLICANT — Nicholas  J.  Salvadeo  for  George  Aaman, 
Jr.,  owner. 

SUBJECT — Application  April  21,  1972 — filed  pursuant  to 
Section  36  General  City  Law  re-  building  not  fronting  on 
a  legal  street. 

PREMISES  AFFECTED — 20  Massachusetts  Street,  west 
side,  176  feet  north  of  Hylan  Boulevard,  Block  7940,  Lot 
45,  Tottenville,  Borough  of  Richmond. 

308-72-A 

APPLICANT — Leonard  F.  Rothkrug  for  Modular  Cities, 
Incorporated,  owner. 

SUBJECT — Application  April  28,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  connections  to 
sewer  system. 

PREMISES  AFFECTED — 356  Hawthorne  Avenue,  south¬ 
west  corner  of  Darcey  Avenue,  Block  2086,  Lot  45,  Willow- 
brook,  Borough  of  Richmond. 


364-72-A 

APPLICANT — Leonard  F.  Rothkrug  for  Lefrak  5th  Ave¬ 
nue  Corporation,  owner;  Squibb-Beech  Nut  Corporation, 
lessee. 

SUBJECT— Application  May  25,  1972— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  exit  dis¬ 
charge  of  stairs. 

PREMISES  AFFECTED— 32-46  West  57th  Street,  south 
side,  220  feet  east  of  Avenue  of  the  Americas  and  43-55 
West  56th  Street,  Block  1272,  Lots  8,  12,  58,  60  and  65, 
Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  6,  1972,  10  A.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  May  23,  1972,  were  ap¬ 
proved  as  printed  in  the  Bulletin  on  June  1,  1972,  Vol.  57, 
No.  22. 

68-40-BZ— Vol.  Ill 

APPLICANT— Elliot  Saltzman  for  81  East  116th  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  January  25,  1970 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Sections  7f,  7e  and  7i  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  and  residence  use  district,  the 
extension  of  the  present  accessory  building  of  an  existing 
gasoline  station  and  extend  the  present  uses  of  lubritorium 
car  wash,  minor  auto  repairs  and  parking  and  storage  of 
motor  vehicles  to  include  the  parking  and  storage  of  motor 
vehicles  on  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED— 75-85  East  116th  Street,  north 
side,  110  feet  east  of  Madison  Avenue  and  60-62  East  117th 
Street,  Block  1622,  Lots  25,  44  and  45,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Elliot  Saltzman. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol  II,  on  January  25,  1955,  on  certain  conditions  ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  6,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  25,  1955,  as  amended 
through  March  17,  1964,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  ten  years  from  January  25,  1970, 
to  permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  603-70) 


597-44-BZ— Vol.  II 

APPLICANT — Millard  Bresin  for  Benjamin  Vitucci,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  February  14, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  portion  of  a  lot  lo¬ 
cated  in  a  residence  and  unrestricted  use  district,  the  park¬ 
ing  and  storage  of  motor  vehicles. 


PREMISES  AFFECTED— 2987-2997  Atlantic  Avenue  and 
205-221  Elton  Street,  northeast  corner,  Block  3955,  Lot  48, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  T.  Hartnett. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  20,  1951,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  6,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  20,  1951,  as  amended  through  June  27,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  five  years  from  February  14,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  1603-51) 


617-56-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Lillian  Cronin, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  June  26,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  and  local  retail  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles  in  the  local  retail 
portion  of  the  plot. 

PREMISES  AFFECTED — 3120  Albany  Crescent,  east  side, 
72.7  feet  north  of  West  231st  Street,  Block  3267,  Lot  15, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  9,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  6,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  9, 
1957,  as  amended  through  June  20,  1967,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  five  years  from  June  26,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  868-56) 
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733-56-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  24,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  parking 
and  storing  of  motor  vehicles. 

PREMISES  AFFECTED — 283  East  164th  Street,  north¬ 
west  corner  of  College  Avenue,  Block  2432,  Lot  19,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  26,  1957,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  6,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
26,  1957,  as  amended  through  September  26,  1967,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  July  24,  1972,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  797-56) 

1481-61-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Jack  Starr,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  10,  1972 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 414  West  206th  Street,  south 
side,  100  feet  west  of  9th  Avenue,  Block  2202,  Lot  17,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative :  . . . 0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  6,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 


10,  1962,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  July  10,  1972, 
to  permit  ...  ;  on  condition  that  the  fences  be  repaired ; 
that  bumpers  comply  with  the  rules  and  regulations  of 
the  Department  of  Buildings ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  1497-61) 


472-69-BZ 

APPLICANT — Andrew  Di  Camillo  for  Joseph  A.  Brizzi 
and  Sons,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  May  11, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  funeral  establishment. 

PREMISES  AFFECTED — 3913  to  3921  Fort  Hamilton 
Parkway,  east  side,  20  feet  north  of  40th  Street,  Block 
5585,  Lots  2,  3,  4  and  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1970,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  May  11,  1971;  and 

.  Whereas, _  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
6,  1970,  as  amended  through  May  11.  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  May  11,  1972.”  (Alt.  1339-69) 


743-69-BZ 

APPLICANT — Irwin  Emerman  for  154  Haven  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expires  June  16, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  erection 
of  a  13  story  senior  citizens  residence  that  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 154  Haven  Avenue,  west  side, 
272  feet  north  of  West  172nd  Street,  Block  2139,  Lot 
275,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irwin  Emerman. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
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Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  16j  1970,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  June  1,  1971 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
16,  1970,  as  amended  through  June  1,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  16,  1972.”  (N.B.  88-68) 


751-70-BZ 

APPLICANT — Andrew  DiCamillo  for  Endy  Anderson, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  June  30,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C4-2  and  C8-1  district,  thq  erection  of  a  five 
story  garage  and  office  building  that  exceeds  the  permitted 
floor  area  ratio  and  has  less  than  the  required  accessory 
parking. 

PREMISES  AFFECTED— 409  to  425  89th  Street,  north 
side,  53.3  feet  east  of  4th  Avenue,  Block  6065,  Lots  43,  46, 
47,  49,  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Sellitto. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  27,  1971,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  27,  1971,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  820-68) 


528-71-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  August  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 133-44  150th  Street  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116, 
Lot  1,  South  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  additional  in¬ 
formation;  previously  inspected. 


108-72-BZ 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT — Application  January  28,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  public  school. 

PREMISES  AFFECTED — 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES—' 

For  Applicant :  Rosalie  Phillips,  Annabelle  Hecker,  Jo¬ 
seph  C.  Schmitt,  Julian  J.  Misurski,  Jr.  and  Bennie 
Thompson. 

For  Opposition:  Patrick  J.  Guarino,  Isabelle  Egdorf, 
Robert  J.  Borchers,  Fay  Jordaens  and  John  T.  Hughes. 
ACTION  OF  BOARD— Laid  over  to  June  20,  1972,  at 
10  A.M.,  at  the  request  of  the  opposition  to  submit  papers. 


113-72-BZ 

APPLICANT — McGee  and  Morsellino  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  American  Oil  Company,  lessee. 

SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C4  district,  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED — 166-06  Hillside  Avenue  and 
87-73  Merrick  Boulevard,  southeast  corner,  Block  9818, 
Lot  56,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Administration:  Stanley  Natkins,  Office  of  Jamaica 
Planning  and  Development. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  addi¬ 
tional  information;  previously  inspected. 


135-72-BZ 

APPLICANT — H.  M.  Cole  for  B.  Bros.  Realty,  owner ; 

Federated  Department  Stores,  Incorporated,  lessee. 
SUBJECT — Application  February  15,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  M3-1  district,  the  erection  of 
a  six  story  enlargement  to  an  existing  six  story  warehouse 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  penetrates  the  sky  exposure  plane  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 23-02  49th  Avenue,  southwest 
corner  of  25th  Street,  Block  71,  Lots  124  and  22,  Borough 
of  Queens,  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  N.  Rubinton. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at 
10  A.M.,  at  the  request  of  the  applicant. 
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144-72-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  February  17,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
struction  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  housing  development. 

PREMISES  AFFECTED — 844  Gates  Avenue,  south  side, 
65  feet  west  of  Reid  Avenue,  Block  1636,  Lots  23,  29,  30, 
31,  Borough  of  Brooklyn,  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Max  B.  Schreiber  and  Joseph  Schecter. 
For  Opposition:  Dorothy  Davis,  Harlow  P.  Skeens, 
Harcut  McKenzie,  Henry  Collins  and  Maude  Webb. 
ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at  2 
P.M.,  for  decision;  applicant  to  file  additional  information; 
previously  inspected  ;  hearing  closed. 


208-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realty 
Company,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  three  level  parking  garage  with  accessory  automo¬ 
bile  rental  office  and  automotive  service  shop. 

PREMISES  AFFECTED — 95-10  Ditmars  Boulevard,  south¬ 
east  corner  of  95th  Street,  Block  1072,  Lots  1,  23  and  42, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Albert  A.  Gray, 
Theresa  Baggi  and  Herman  Braghammer. 

For  Opposition:  John  Booker,  Helen  Marshall,  Horace 
Elliott,  Louise  Bentford,  Harold  J.  Ellis,  Dorothy 
Harris,  Elsie  Greenidge,  Vernon  Jones,  Horace  Elliott, 
George  V.  Byrnes  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at  10 
A.M.,  for  the  purpose  of  the  opposition  to  study  the  revised 
plans.  Continued  hearing. 


211- 72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 

SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  the  construc¬ 
tion  of  a  non-profit  residence  for  the  elderly  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room  and  with  off-site 
accessory  parking. 

PREMISES  AFFECTED— 343-357  100th  Street,  9924  4th 
Avenue,  northwest  corner,  Block  6134,  Lots  28,  33,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at  10 
A.M.,  at  the  request  of  Community  Planning  Board  #10. 

212- 72-BZ  “ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 


SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Sections  72-21  and  73-451 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district,  the 
construction  and  maintenance  of  an  off-site  accessory  park¬ 
ing  facility  for  a  non-profit  residence  for  the  elderly. 
PREMISES  AFFECTED — 10002-08  4th  Avenue  and  350 
100th  Street,  southwest  corner,  Block  6137,  Lot  81,  Bor¬ 
ough  of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
10  A.M.,  at  the  request  of  Community  Planning  Board 
#10. 


241-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Soldiers’,  Sailors’ 
and  Airmen’s  Club  of  New  York,  Steven  C.  Lyras  and 
James  C.  Conforti,  Jr.,  owners. 

SUBJECT— Application  April  5,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-71  of  the  Zoning 
Resolution,  to  permit  in  an  R10  district,  the  erection  of 
a.  26  story  mixed  building  that  exceeds  the  permitted 
floor  area  ratio,  and  lot  coverage,  has  less  than  the 
required  lot  area  per  room,  encroaches  on  the  required 
tower  setback  and  has  a  non-complying  arcade. 

PREMISES  AFFECTED — 281-287  Lexington  Avenue  and 
132-136  East  37th  Street,  southwest  corner,  Block  892, 
Lots  61,  62,  63,  Borough  of  Manhattan.  Community 
Board  #6. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Harry  F.  Green 
and  James  Conforti,  Jr. 

For  Opposition :  Joel  Adler  and  Edwin  Hochberg. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
10  A.M.,  at  the  request  of  the  opposition,  for  further 
study  of  the  plans. 

5-72-BZ 

APPLICANT — Nathan  Silberman  and  M.  L.  Goldsmith  for 
Parkdale  Realty  Company,  owner. 

SUBJECT— Application  January  6,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-11  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-1  district, 
in  an  existing  6  story  and  cellar  multiple  dwelling,  the 
conversion  of  the  doctors  office  in  the  cellar  to  apartments 
that  increases  the  degree  of  non-conformity  and  non-com¬ 
pliance  in  Floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED — 89-10  63rd  Drive,  east  side, 
320  feet  north  of  Carlton  Street,  Block  3117,  Lot  17,  Rego 
Park,  Borough  of  Queens.  Community  Board  #6. 

APPEARANCES— 

For  Applicant:  N.  Silverman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  9,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
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laid  over  to  May  23,  1972;  then  to  June  6,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  6,  1972,  acting  on  Alt.  Applic.  1372/1971, 
i  reads : 

“1M — Proposed  conversion  of  doctor’s  office  to  an 
Apt.  in  cellar  in  the  above  non-conforming  multiple 
dwelling  located  in  an  R3-1  zone  increases  the  degree  of 
non-conformity  contrary  to  Sec.  52-31  Z.R. 

2M — Proposed  conversion  of  doctor’s  office  to  an 
Apt.  in  the  above  non-complying  multiple  dwelling  lo¬ 
cated  in  an  R3-1  zone  increases  the  degree  of  non-com¬ 
pliance  contrary  to  Sec.  54-31  Z.R.  as  to  floor  area,  open 
space  ratio  and  density  (Lot  area  per  room).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-62  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-62  of  the  Zoning  Resolution,  to  permit 
in  an  R3-1  district,  in  an  existing  six-story  and  cellar  multiple 
dwelling,  the  conversion  of  the  doctor’s  offices  in  the  cellar 
to  apartments  that  increases  the  degree  of  non-conformity 
and  non-compliance  in  floor  area  ratio,  open  space  ratio  and 
lot  area  per  room,  on  condition  that  all  work  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  January  6,  1972,”  11  sheets  and  on  further  condition 
that  all  laws,  rules  and  regulations  applicable  thereto  be 
complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 


Adjourned:  11:50  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  6,  1972,  2  P.M. 

Present :  'Chairman  Becker,  Vice  Chairman  Klein, 

Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 

801-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Alfonso  J.  Mer- 
curio,  owner. 

SUBJECT — Application  December  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking  and 
encroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 49  Stryker  Court,  north  side, 
159.9  feet  west  of  West  1st  Street,  Block  7174,  Lot  24, 
Borough  of  Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin ; 
laid  over  to  June  6,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  10,  1971,  acting  on  N.B.  Applic.  527/1971, 
reads : 

“1.  Proposed  construction  of  a  two  family  dwelling 
on  a  lot.  within  an  R4  District  having  less  than  the  re¬ 
quired  front  yard  dimension,  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  greater  than  the 
permitted  floor  area  ratio  is  contrary  to  Sections  23-141, 
23-222,  23-45,  Zoning  Resolution. 

2.  Provide  two  (2)  accessory  parking  spaces  in  ac¬ 
cordance  with  Section  25-22,  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  three-story  two-family  dwell¬ 
ing  that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  lot  area  per  room  and  accessory 
parking  and  encroaches  on  the  required  front  yard,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  December  29, 
1971,”  1  sheet  and  “June  1,  1972,”  3  sheets;  on  further  condi¬ 
tion  that  2  on  site  parking  spaces  be  provided,  and  that  all 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


6-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Frank  Pic¬ 
colo,  owner ;  Compusort  and  the  Prudential  Life  Insurance 
Company,  lessee. 

SUBJECT- — Application  January  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  District,  the  erection  of  a 
one  story  enlargement  to  a  commercial  building  that  en¬ 
croaches  on  the  required  yard  along  a  district  boundary. 
PREMISES  AFFECTED — 1078  to  1082  Utica  Avenue, 
northwest  corner  of  Beverly  Road,  Block  4734,  Lot  32, 
Borough  of  Brooklyn.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application.  Minority  report. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  9,  1972,  after  due  notice  by  publication  in  the 
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Bulletin;  laid  over  to  May  23,  1972;  then  to  June  6,  1972; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  7,  1972,  acting  on  Alt.  Applic.  1205/1971, 
reads : 

“1.  Provide  15  ft.  open  area  not  higher  than  curb 
level  for  the  required  yard  along  the  district  boundary 
which  coincides  with  the  side  lot  line  of  an  R4  district 
as  per  Sec.  33-291  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special 
Permit  under  Section  73-50  of  the  Zoning  Resolution,  to 
permit  in  a  C8-1  district,  the  erection  of  a  one-story 
enlargement  to  a  commercial  building  that  encroaches  on 
the  required  yard  along  a  district  boundary,  on  condition 
that  all  work  shall  substantially  conform  to  drawings  filed 
with  this  application  marked  “Received  January  10,  1972,” 
7  sheets  and  “June  1,  1972,”  4  sheets  and  on  further  con¬ 
dition  the  hours  of  operation  be  limited  to  8  a.m.  to  6  p.m. 
and  that .  all  laws,  rules  and  regulations  applicable  thereto 
be  complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 


9Q-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  January  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RIO  and  Cl-5  district,  the 
erection  of  four  additional  stories  to  an  existing  eight  story 
telephone  exchange. 

PREMISES  AFFECTED— 208  to  216  East  79th  Street, 
south  side,  85  feet  east  of  Third  Avenue,  Block  1433,  Lots 
40,  44,  and  145,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition:  Alfred  Rose. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 
Negative :  Commissioner  Agusta  .  1 

THE  RESOLUTION —  . 

W hereas,  a  public  hearing  was  held  on  this  application  on 
May  9,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  May  23,  1972;  then  to  June  6,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  11,  1972,  acting  on  Alt.  Applic.  1030/1971, 
reads : 

“1.  The  proposed  vertical  enlargement  of  a  Tele¬ 
phone  Exchange  Building  in  a  Cl-5  in  RIO  and  R10 
districts  is  contrary  to  Section  22-10  and  requires  a  spe¬ 
cial  permit  from  the  Board  of  Standards  and  Appeals 
as  per  Section  22-21  Z.R. 

2.  There  are  no  Bulk  regulations  provided  for  Tele¬ 
phone  Exchange  Buildings  in  this  district.  Refer  to  the 
Board  of  Standards  and  Appeals  for  these  requirements.” 
and 

Whereas,  the  premises  and  surroundings  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
\\  hereas,  the  Board  has  determined  that  the  evidence  in 


the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  an  R10  and  Cl-5  district,  the  erection  of  four  additional 
stones,  to  an  existing  eight  story  telephone  exchange,  on 
condition  that  all  work  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  January  21 
1972,”  1  sheet  and  “March  14,  1972,”  35  sheets  and  that  all 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 


127-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-65  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  the  erection 
of  a  six  story  enlargement  to  an  existing  six  story  tele¬ 
phone  exchange  that  increases  the  degree  of  non-compliance 
in  floor  area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 3050  Cruger  Avenue,  southeast 
corner  of  Burke  Avenue,  block  front  between  Cruger 
Avenue  and  Holland  Avenue,  Block  4569,  Lot  25,  Bor¬ 
ough  of  The  Bronx.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  q 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  23,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  6,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  9,  1972,  acting  on  Alt.  Applic.  417/1971, 
reads : 

“1.  The  proposed  enlargement  exceeds  the  per¬ 
mitted  Floor  Area  Ratio  for  a  Cl-3  District  and  is 
contrary  to  Section  33-121  Z.R. 

2.  The  proposed  enlargement  has  front  walls  ex¬ 
ceeding  the  permitted  height  without  setback  and  is 
contrary  to  Section  33-431  Z.R. 

3.  The  proposed  enlargement  of  a  non-complying 
building  increases  the  degree  of  non-compliance  and  is 
contrary  to  Section  54-31  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-65  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-3  district,  the  erection  of  a  six-story  enlargement 
to  an  existing  six-story  telephone  exchange  that  increases 
the  degree  of  non-compliance  and  penetration  of  the  sky 
exposure  plane,  on  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re- 
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ceived  February  10,  1972,”  28  sheets  and  all  laws,  rules  and 
regulations  applicable  thereto  be  complied  with  and  substan¬ 
tial  construction  be  completed  within  one  year  of  the  date 
of  this  resolution. 


193-72-BZ 

APPLICANT — Lama  &  Vassalotti  for  Mobil  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  16,  1972— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-3  district,  the  enlarge¬ 
ment  in  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 415  Empire  Boulevard  and  458 
to  464  New  York  Avenue,  northwest  corner,  Block  1309, 
Lot  120,  Borough  of  Brooklyn.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
May  23,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  6,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1972,  acting  on  N.  B.  Applic.  74/1972,  reads : 

“1.  Proposed  demolition,  reconstruction  and  enlarge¬ 
ment  of  an  existing  gasoline  service  station  previously 
granted  by  the  B.  S.  A.  to  be  occupied  as  Automotive 
Service  Station,  Use  Group  #16,  presently.  located  in 
a  C2-3  district  mapped  within  an  R6  district  are  not 
permitted  as  of  right  and  contrary  to  Sect.  32-25  of  the 
Z.R.  and  B.S.A.  resolution  under  Cal.  #672-40-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  of  the  Zoning  Resolution,  to  permit 
in  a  C2-3  district,  the  enlargement  in  area  and  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  board,  on  condition  that  all  work  shall 
substantially  conform  to  drawings  filed  with  this  application 
marked  “Received  March  16,  1972,”  2  sheets  and  “May  26, 
1972”,  1  sheet  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  thereto  be  complied  with  and  substantial  construction 
be  completed  within  one  year  of  the  date  of  this  resolution. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED — 9914  to  9924  Farragut  Road 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 


8168,  Lot  38,  Borough  of  Brooklyn.  Community  Planning 
Board  #17. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition:  Peter  Tinervia. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1972,  at  2 
P.M. ;  hearing  closed. 

4Q73-BZY — Vols.  IV  to  VIII 

ACTION  OF  BOARD — Time  to  complete  construction 
extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  in  each  of  these  cases  the 
applicant  has  met  the  requirements  of  Section  11-324  of  the 
Zoning  Resolution  for  an  additional  extension  of  time  to 
complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  additional  extension  of  time  to  complete  construc¬ 
tion  to  December  15,  1972. 


165-72-A 

APPLICANT — Allen  B.  Terjesen  for  Anthony  Varriano, 
owner. 

SUBJECT — Application  March  1,  1972 — Filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 79  Tysen  Street,  east  side,  100 
feet  north  from  Fillmore  Street,  Block  70,  Lot  5,  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Allen  B.  Terjesen  and  Anthony  Varriano. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1972  on  N.B.  Applic.  992-71,  reads : 

“12.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  . city  map  as  per  Sect.  36  of  the  General  City  Law. 

13.  Proposed  bldg,  does  not  provide  required 
frontage  on  a  legal  street  or  frontage  space  as  re¬ 
quired  by  C26-401.1.” 

and 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  17,  1972,  acting  on  N.B.  Applic.  992-71,  Ob¬ 
jection  Nos.  12,  13,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalks,  curb,  curb  cut  and  pave¬ 
ment  to  the  middle  of  the  street  shall  be  in  accordance  with 
the  standards  of  the  Department  of  Highways ;  that  the 
building  shall  substantially  comply  with  drawings  marked 
“Received  March  1,  1972,”  4  sheets,  and  “April  28,  1972,” 
one  sheet;  and  that  all  laws,  rules  and  regulations  appli¬ 
cable  thereto  shall  be  complied. 
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246-72-A 


APPLICANT — Maurice  Intrator  for  Beson  Realty  Corpo¬ 
ration,  owner. 

SUBJECT— Application  April  6,  1972— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  of  cellar 
level  as  factory  and  garage. 

PREMISES  AFFECTED — 226-230  East  144th  Street,  south 
side,  24.10  feet  east  of  Canal  Place,  Block  2340,  Lots  221 
222,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Maurice  Intrator. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  . !..!!!!!  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  16,  1972  on  Alt.  Applic.  475-71,  reads  : 


‘6.  Use  of  a  non  fireproof  class  3,  5  story  structure, 
used  partly  as  a  factory  and  garage  at  the  cellar  level 
is  contrary  to  Section  C26-254  of  A.C.  and  is  hereby 
denied.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  March  16,  1972,  acting  on  Alt.  Applic.  475-71,  Ob¬ 
jection  No.  6,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shah  conform  with  drawings  marked  “Received 
May  31,  1972,  8  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  shall  be  complied  with. 


257-72-A 


APPLICANT — Kingsford  Company,  owner. 

SUBJECT— Application  April  13,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioners  re-  packaging  of  com- 
bustible  mixture  known  as  Kingsford  Charcoal  Lighter 
rluid  in  3-  ounce  plastic  containers  not  in  compliance  with 
regulations  of  New  York  City  Administrative  Code. 

APPEARANCES— 

For  Applicant:  John  R.  Lutz. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

TPIE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  . 

Negative:  . 

THE  RESOLUTION— 


,  hereas.  the  decision  of  the  Fire  Commissioner  datei 
March  13,  1972  on  Folder  #122-1724,  read™: 

.  ,^e  regTet  to  inform  you  that  your  aoplication  6 
register  your  product  ‘Kingsford  Charcoal  Lighte 
Fluid  a  combustible  mixture  (F.  P.  130°F.)  in  contain 
ers  as  follows :  32  ounce  P.  V.  C.  (plastic)  container 
with,  sealing  cap  is_  Disapproved.  Such  containers  an 
Mvr'ff  w’thJour  regulations  to  wit:  Sec.C-19- 

rn;i\mC^Adn]--Co1e  requires  that  combustible  mix- 
tures  be  packaged  in  glass  or  metal  containers.” 

and 


Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  Ap¬ 
peal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
March  13,  1972,  acting  on  Folder  #122-1724,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  draw¬ 
ings  marked  “Received  April  13,  1972,”  4  sheets;  on  further 
condition  that  the  label  on  the  container  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner ;  and 
that  in  all  other  respects  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  shall  be  complied  with. 

266-72-A 


APPLICANT — Therm-X  Chemical  &  Oil  Corporation 
owner. 


SUBJECT  Application  April  18,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixtures  known  as  Fuel  Gas  Line  Anti-freeze,  Tri- 
zone  Gas  Line  Anti-freeze,  Dry  Tank  Gas  Line  Anti-freeze 
and  Dry-O-Line  Anti-freeze  in  8  ounce  metal  containers 
with  a  pull-tab  for  opening  sealed  containers  not  in  com¬ 
pliance  with  reguations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant :  Leo  Rosenberg  and  Lee  Roth. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt  T  F 
Petraglia,  F.  D.  J 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  . 

Negative :  . 

THE  RESOLUTION— 


whereas,  the  decision  of  the  Fire  Commissioner,  dated 
Alai ch  22,  1972  on  Folder  #122-Pending,  reads: 

“We  regret  to  inform  you  that  your  application 
to  register  your  products,  Trizone  Gas  Line  Anti- 
Freeze,  Dry  Tank  Gas-Line  Anti-Freeze,  Dry  Fuel 
Gas-Line  Anti-Freeze  and  Dry  O’Lene  Gas-Line  Anti- 
Freeze,  which  are  flammable  mixtures  having  a  flash 
point  under  80°  F.  in  containers  as  follows :  8  oz. 
metal  containers  with  Pull-Tab  for  opening  sealed  con¬ 
tainers  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Sec.  C-19.59.0.C. 
NYC  _Adm.  Code  requires  that  containers  used  for 
packaging  flammable  mixtures  be  equipped  with  re- 
placeable  tops  or  caps.” 

and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions;  and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the 
Appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  March  22,  1972,  acting  on  Folder  #122-Pending,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  the  container  substantially 
comply  with  drawing  marked  “Received  April  18,  1972,” 
one  sheet ;  that  the  label  have  prominently  displayed  in¬ 
structions  that  the  entire  contents  are  to  be  emptied  upon 
initial  opening ;  that  the  label  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner ;  and  that  in 
all  other  respects  all  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with. 


449-71- A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 
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OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 22  Washington  Square  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Pe- 
traglia,  F.  D. 

For  Owner :  Phil  Kalker. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at 
2  P.M.,  hearing  closed. 

727-71-A— Vol.  II 

APPLICANT — Maxfield  &  Heywood  Blaufeux  for  Century 
Villa  Incorporated,  owner. 

SUBJECT — Application  reopened  April  11,  1972  as  Volume 
II — appeal  from  a  decision  of  the  Borough  Superintendent 
re-  portion  of  building  is  less  than  8%  of  the  total 
perimeter. 

PREMISES  AFFECTED— 9515  Avenue  N,  northside, 
102.10^2  feet  west  of  East  96th  Street,  Block  8279, 
Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Heywood  Blaufeux. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1972,  at  2 
P.M.,  for  continued  hearing;  applicant  to  file  corrected 
plans. 

136-72-A 

APPLICANT— H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  February  15,  1972 — Proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  entire  Block, 
1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Blocks  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole  and  P.  J.  Carvin. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1972,  at  2 
P.M.,  continued  hearing.  For  additional  information. 


164-72-A 

APPLICANT — Robert  C.  Marx  for  Minnesota  Mining  and 
Mfg.  Company,  owner. 


SUBJECT — Application  February  28,  1972 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “3M  brand  super  duty  rubbing 
compound  #5955”  in  one  gallon  hi-density  polyethlyne  bot¬ 
tle  containers  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Robert  C.  Marx. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 

Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1972,  at  2 
P.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


222-72-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  The  41  Madison  Company,  owner. 

SUBJECT — Application  March  27,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  glass  panels  in 
a  public  corridor. 

PREMISES  AFFECTED — 27-41  Madison  Avenue  and 
24-40  East  26th  Street,  southeast  corner,  Block  855,  Lot 
37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  A.  Zipser. 

ACTION  OF  BOARD — Laid  over  without  date,  at  the 
request  of  the  applicant. 


248-72-A 

APPLICANT — Buckley  &  Kisseloff  for  Samuel  Minskoff 
&  Sons,  owner. 

SUBJECT — Application  April  6,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  office 
building,  stair  enclosures,  escalators,  etc. 

PREMISES  AFFECTED— 650  Fifth  Avenue,  southwest 
corner  of  West  52nd  Street,  Block  1267,  Lots  41,  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1972,  at 
2  P.M.,  at  the  request  of  the  applicant. 


Adjourned:  3:05  P.M. 

James  P.  Mulroy,  Secretary 
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DOCKET 

New  Cases  Filed  up  to  June  13,  1972 

Cal.  No.  Dept.  Premises  Affected 

389-72-BZ — B.R. — 2294  Forest  Avenue  and  441  South 
Avenue,  southeast  corner,  Block  1685,  Lot  20,  Mariners 
Harbor,  Bprough  of  Richmond,  Community  Board  #1, 
N.B.  846-72,  re-  automotive  service  station,  C2-1  in 
R3-2  district. 


390-72-A— F.D. — Transportation  of  #2  fuel  oil  through¬ 
out  the  city  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 


391-72-BZ — B.B. — 223  to  227  East  51  Street,  north  side, 
260  feet  east  of  Third  Avenue  and  224  to  226  East  52 
Street,  Block  1325,  Lot  40,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #6,  N.B.  45-72,  re-  Synagogue  and  apart¬ 
ment  house,  R8  district. 


392-72-BZ — B.Bx. — 3611  Kingsbridge  Avenue,  west  side, 
125  feet  north  of  West  236th  Street,  Block  5766,  Lot 
771,  Borough  of  The  Bronx,  Alt.  No.  200-72,  re-  con¬ 
version  of  bar  and  restaurant  to  cabaret,  stores  and 
parking  C2-3  in  R6  district.  (Community  Board  #14) 


393-72-A — B.R. — Merrick  Court,  north  side,  345.92  feet 
east  of  Woodhaven  Avenue,  Block  864,  Lot  520,  Todt 
Hill,  Borough  of  Richmond,  N.B.  845-72,  re-  building 
not  fronting  legal  street,  General  City  Law. 


394-72-BZ — B.M. — 1189  to  1199  First  Avenue,  south¬ 
west  corner  of  East  65th  Street,  Block  1439,  Lot  30, 
Borough  of  Manhattan,  Community  Board  #8,  Alt.  No. 
471-72,  re-  proposed  eating  and  drinking  place,  C2-8 
district. 


395-72-BZ — B.B. — 934  De  Kalb  Avenue,  south  side,  310 
feet  west  of  Lewis  Avenue,  Block  1601,  Lot  20,  Borough 
of  Brooklyn,  Community  Board  #3,  N.B.  217-72,  re¬ 
proposed  store,  bulk,  parking  or  loading  regulations, 
R-6  district. 


396-72-A — B.Bx. — 200  City  Isand  Avenue,  east  side, 
820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx,  N.B.  256-71,  re-  provide  properly 
fire  rated  corridor  leading  to  north  stair  at  second  floor, 
Ml-1  district. 


DESIGNATIONS :  D — Department  of  Buildings;  B.B. — Department 
of  Buildmgs,  Brooklyn;  B.M.— Department  of  Buildings,  Manhattan; 
B.g.— Department  of  Buildings,  Queens;  B.R. — Department  of  Build- 
“JKS,  Richmond;  B.Bx.— Department  of  Buildings,  Bronx;  H.D.— 
Health  Department;  F.D. — Fire  Department. 


JULY  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  July  11,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

1847-61-BZ 

APPLICANT — David  Weinberg  for  L.  W.  I.  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension. of  term  of  variance  which  expires  October  23, 
’"7 2  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  21  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte- 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 


PREMISES  AFFECTED— 459-463  West  46th  Street,  north 
side,  100  feet  east  of  10th  Avenue,  Block  1056,  Lots  5,  6 
and  7,  Borough  of  Manhattan. 


627-70-BZ — Vol.  II 

APPLICANT — Dominick  Salvati  &  Son  for  George  An- 
gelastro,  owner;  Vincent  Scalamandre,  lessee. 

SUBJECT— Application  reopened  April  11,  1972  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
73-241  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict  in  an  existing  one  story  building  occupied  as  a  restau¬ 
rant  the  addition  to  the  uses  to  include  cabaret. 

PREMISES  AFFECTED — 2148  to  2150  Flatbush  Avenue, 
west  side,  140  feet  south  of  Quenton  Road,  Block  7889, 
Lot  49,  Borough  of  Brooklyn. 


176-72-BZ 

APPLICANT — Frank  A.  Vaccaro  for  C.  M.  Todd,  owner. 

SUBJECT— Application  March  9,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  an  accessory  garage  to  a  dwelling  that  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED — 476  St.  Paul  Avenue,  west  side, 
226.22  feet  south  of  Tressach  Road,  Block  611,  Lot  71, 
Stapleton,  Borough  of  Richmond,  Community  Board  #2. 


190-72-BZ 

APPLICANT— Larry  Meltzer  for  S.  Keith  Vendryes, 
owner;  Jamaica  Electroplating  Corporation,  lessee. 

SUBJECT — Application  March  14,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  silver 
plating  shop  with  accessory  offices  that  will  exceed  the 
permitted  floor  area  ratio. 

PREMISES  AFFECTED— 87-83  to  87-85  139th  Street, 
eastside,  70  feet  south  of  Hillside  Avenue,  Block  9685,  Lots 
50  &  51,  Jamaica,  Borough  of  Queens.  Community  Board 
#12. 


213-72-BZ 

APPLICANT — Harold  Weinberg  for  Jerry  Katz,  owner. 

SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  conversion  of 
a  one  family  dwelling  to  a  two  family  dwelling  that  in¬ 
creases  the  degree  of  non-compliance  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 5405  Glenwood  Road,  north 
side,  40.6  feet  east  of  East  54th  Street,  Block  7972,  Lot  9, 
Borough  of  Brooklyn.  Community  Board  #17. 


279-72-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Pasqualina  Iovino, 
owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution, _  to  permit  in  an  R5  district,  the  change  in  use 
of  an  existing  one  story  building  from  public  garage  to  an 
apparel  manufacturing  establishment  with  a  loading  berth 
less  than  the  required  size. 

PREMISES  AFFECTED — 46-56  Berriman  Street,  west 
side,  250  feet  north  of  Liberty  Avenue,  Block  3973,  Lot 
46,  Borough  of  Brooklyn  Community  Board  #5. 
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340-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Workmen’s  Circle 
Old  Age  Home  Foundation,  Incorporated,  known  as  Work¬ 
men’s  Circle  Home  and  Infirmary  for  the  Aged,  owner. 

SUBJECT — Application  May  11,  1972 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-64 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
erection  of  a  ten  story  community  facility  building  that 
exceeds  the  permitted  floor  area  ratio,  encroaches  on  the 
required  front  yard,  rear  yard  and  outercourt,  penetrates 
the  sky  exposure  plane  and  has  less  than  the  minimum 
distance  between  buildings. 

PREMISES  AFFECTED— 3155  Grace  Avenue,  southwest 
corner  of  Burke  Avenue,  Block  4777,  Lot  2,  Borough  of 
The  Bronx. 


357-72-BZ 

APPLICANT — Wolf  Popper  Ross  Wolf  and  Jones  for 
Union  of  Soviet  Socialist  Republics,  owner. 

SUBJECT— Application  May  19,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
multiple  dwelling  and  community  facility  complex  for  for¬ 
eign  diplomatic  use  that  encroaches  on  the  rear  and  side 
setbacks  and  has  less  than  the  required  parking. 

PREMISES  AFFECTED— 355  West  255th  Street,  block 
front  from  Fieldston  Road  to  Mosholu  Avenue,  Blocks 
5846,  5848,  Lots  1605,  1774,  Borough  of  The  Bronx,  Com¬ 
munity  Board  #14. 


361-72-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Marymount  Manhattan  College,  owner. 

SUBJECT— Application  May  19,  1972— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  RIO  and  R8  district,  the  erection  of  a 
27  story  community  facility  and  residential  building  that 
exceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio,  lot  area  per  room,  and  accessory 
parking  and  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 232  East  72nd  Street,  south  side, 
217.1  feet  east  of  Third  Avenue  and  213  to  221  East  71st 
Street,  Block  1426,  Lots  9,  11,  35,  Borough  of  Manhattan, 
Community  Board  #8. 


376-72-BZ 

APPLICANT— Charles  L.  Low  for  Charles  L.  Low  and 
Jack  Low,  owners. 

SUBJECT — Application  June  1,  1972 — decision  of  the 

Borough  Superintendent,  under  Sections  72-21  and  73-48  of 
the  Zoning  Resolution,  to  permit  in  an  M1-5B  district,  the 
erection  of  a  9  story  sport  and  recreation  center  that  will 
exceed  the  permitted  floor  area  ratio  and  accessory  parking, 
encroaches  on  the  required  rear  yard  and  rear  yard  equiva¬ 
lent,  penetrates  the  sky  exposure  plane  and  without  the  re¬ 
quired  loading  berths. 

PREMISES  AFFECTED — 311-321  West  Broadway,  east- 
side,  108.2  feet  north  of  Canal  Street,  Block  228,  Lot  12, 
Borough  of  Manhattan.  Community  Board  #8. 


377-72-A 

APPLICANT — Charles  L.  Low  for  Charles  L.  Low  and 
Jack  J.  Low,  owners. 

SUBJECT — Application  June  1,  1972 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  exits. 


PREMISES  AFFECTED— 311  to  321  West  Broadway, 
east  side,  108.2  feet  north  of  Canal  Street,  Block  228,  Lot 
12,  Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 


JULY  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  July  11,  1972  at  2  o’clock  at  80  Lafayette 

Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 

matters : 

219- 66-SM 

APPLICANT— Elevator  Specialties  Corporation— Emer¬ 
gency  lock. 

290-67-SM 

APPLICANT — Elizabeth  Iron  Works,  Incorporated— Open 
web  floor  beam. 

533-71-SM 

APPLICANT— Epic  Metals  Corporation— Component  part 
of  a  3  hour  fire  resistive  floor  construction. 

220- 72-SM 

APPLICANT— Wilson  Research  Corporation— Luminous 
ceiling. 

288-72-SM 

APPLICANT— Wilk-Stone  Products— Surfacing  material 
for  interior  and  exterior  use. 

309-72-SA 

APPLICANT— Sears,  Roebuck  and  Company— Humidifier. 

31 7-72- SM 

APPLICANT— Mac-Fab  Products,  Incorporated— Com¬ 
ponents  of  a  2  hour  fire  rated  floor-roof  assembly. 

327- 72-SM 

APPLICANT— Inland-Ryerson  Construction  Products  Com¬ 
pany-Two  hour  fire  rated  non-load  bearing  exterior  wall. 

328- 72-SM 

APPLICANT— Inland-Ryerson  Construction  Products  Com¬ 
pany-One  hour  fire  rated  non-load  bearing  exterior  wall. 

329- 72-SM 

APPLICANT— Inland-Ryerson  Construction  Products  Com¬ 
pany — non-combustible  exterior  wall  panels  and  liner 
panels. 

338-72-SA 

APPLICANT — P.  M.  Lattner  Manufacturing  Company— 
Lattner  Electric  boilers. 

238-72-A 

APPLICANT— Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 
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OWNER  OF  PREMISES— Nicholas  Vlassenko. 
SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40724. 

PREMISES  AFFECTED — 65  Grasmere  Avenue,  northeast 
corner  of  Crist  Street,  Block  3163,  Lot  1,  Grasmere, 
Borough  of  Richmond. 


244-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES — Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40725. 

PREMISES  AFFECTED— 27  Crist  Street,  north  side, 
56.17  feet  west  of  Sheridan  Avenue,  Block  3163,  Lot  40, 
Grasmere,  Borough  of  Richmond. 

201-72-A 

APPLICANT — Gruenwald,  Turk  &  Gillen  for  Jaabpon 
Realty  Corporation,  owner;  K-Mart  Enterprises,  Incorpo¬ 
rated,  lessee. 

SUBJECT — Application  March  17,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  storage  and  sale  of 
Ammunition  in  excess  of  two  hundred  rounds. 

PREMISES  AFFECTED — 2875  Richmond  Avenue,  south¬ 
east  corner  of  Yukon  Avenue,  Block  2460,  Lot  98,  New 
Springville,  Borough  of  Richmond. 

235-72-A 

APPLICANT— Irving  Heisler  for  Rivers  End  Apartments, 
Incorporated,  owner;  Westside  Towers  Incorporated, 
lessee. 

SUBJECT— Application  April  3,  1972— review  of  a  decision 
of  letter  dated  March  16,  1972  of  Department  of  Buildings. 

P-^£MISES  AFFECTED — 235  West  75th  Street  and  2151- 
2157  Broadway,  northwest  corner  and  230  West  76th 
Street,  Block  1167,  Lot  11,  Borough  of  Manhattan. 

289-72-A  “ 

APPLICANT  Nicholas  J.  Salvadeo  for  George  Aaman 
Jr.,  owner. 

SUcBJ?CT-Application  April  21,  1972 — filed  pursuant  to 
bection  06  General  City  Law  re-  building  not  fronting  on 
a  legal  street. 

PREMISES  AFFECTED — 20  Massachusetts  Street,  west 
side  176  feet  north  of  Hylan  Boulevard,  Block  7940  Lot 
45,  Tottenville,  Borough  of  Richmond. 

308-72-A 

APPLICANT— Leonard  F.  Rothkrug  for  Modular  Cities, 
incorporated,  owner. 

SUBJECT— Application  April  28,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  connections  to 
sewer  system. 

PREMISES  AFFECTED — 356  Hawthorne  Avenue,  south¬ 
west  corner  of  Darcey  Avenue,  Block  2086,  Lot  45,  Willow- 
brook,  Borough  of  Richmond. 


364-72-A 


APPLICANT— Leonard  F.  Rothkrug  for  Lefrak  5th  Ave¬ 
nue  Corporation,  owner;  Squibb-Beech  Nut  Corporation, 


SUBJECT— Application  May  25,  1972-appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  exit  dis¬ 
charge  of  stairs. 


PREMISES  AFFECTED — 32-46  West  57th  Street,  south 
side,  220  feet  east  of  Avenue  of  the  Americas  and  43-55 
West  56th  Street,  Block  1272,  Lots  8,  12,  58,  60  and  65, 
Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 


JULY  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  18,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

724-56-BZ 

APPLICANT — Richard  N.  Abrahams  for  Estate  of  Lillian 
Edeiblum,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  19, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h,  7i  and  7 A 
of  the  Zoning  Resolution,  permitting  partly  in  a  retail  use 
district  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
with  accessory  car  washing — non  automatic;  minor  repairs 
with  hand  tools  only,  office,  sales  and  storage  of  auto 
accessories,  and  parking  of  motor  vehicles  waiting  to  be 
serviced,  with  curb  cuts  located  within  75  feet  of  a  resi¬ 
dence  use  district  and  with  a  ground  sign  in  a  retail  use 
district. 

PREMISES  AFFECTED — 42-42  Francis  Lewis  Boulevard, 
west  side,  62.20  feet  south  of  42nd  Road,  Block  5373,  Lot 
26,  Bayside,  Borough  of  Queens. 


4-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kermit  Winslow, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  May  23,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  the  alteration  and 
maintenance  of  the  first  floor  of  existing  building  for  use 
as  a  funeral  chapel,  office  and  embalming  room. 

PREMISES  AFFECTED — 823  Lexington  Avenue  and  56 
Patchen  Avenue,  northwest  corner,  Block  1622,  Lot  49, 
Borough  of  Brooklyn. 


1018-55-BZ 

APPLICANT — Emanuel  Gover  for  Caroline  Kellerman  and 
Mary  Ellen  Burke,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  3,  1973- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  a  parking  lot  for 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 133-135  West  165th  Street  and 
1058-1066  Ogden  Avenue,  northeast  corner,  Block  2514, 
Lot  1,  Borough  of  The  Bronx. 


315-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT— Application  April  28,  1972— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-65  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of  a 
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one  story  and  penthouse  addition  to  a  telephone  exchange 
previously  before  the  Board. 

PREMISES  AFFECTED — 355  Forest  Avenue,  northwest 
corner  of  Hart  Boulevard,  Block  132,  Lot  159,  West 
Brighton,  Borough  of  Richmond,  Community  Board  #2. 


380-72-BZ 

APPLICANT — Larry  Meltzer  for  Temple  Shaare  Emeth, 
owner. 

SUBJECT — Application  June  2,  1972  decision  of  the  Borough 
Superintendent,  under  Sections  72-21  and  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  Synagogue,  School, 
and  Community  Center  that  encroaches  on  the  required 
front  yard  and  side  yard,  and  without  the  required  accessory 
parking. 

PREMISES  AFFECTED— 6012  to  6022  Farragut  Road, 
and  602  to  612  East  78th  Street,  southwest  corner,  Block 
7982,  Lot  49,  Borough  of  Brooklyn,  Community  Board  #17. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Congregation  Beth  Hamedrash  Hachodosh 
Talmad,  owner. 

SUBJECT — Application  June  6,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  erection  of  an 
11  story  Synagogue  and  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51  Street,  north 
side,  260  feet  east  of  Third  Avenue  and  224  to  226  East  52 
Street,  Block  1325,  Lot  40,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #6. 


394-72-BZ 

APPLICANT — Thomas  P.  Crinnion  Avenue  Associates  for 
Tittle  Tattle  Ltd.  owner. 


SUBJECT — Application,  June  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-8  district,  for  a  term  of  five 
years,  in  an  existing  20  story  building,  the  addition  to  the 
uses  of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1189  to  1199  First  Avenue, 
southwest  corner  of  East  65th  Street,  Block  1439,  Lot  30, 
Borough  of  Manhattan.  Community  Board  #8. 

SAMUEL  L.  BECKER,  Chairman 


JULY  18,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  18,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 


662-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots  11 
and  12,  Borough  of  Manhattan. 

SAMUEL  L.  BECKER,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  13,  1972,  10  A.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  May  30,  1972,  were 
approved  as  printed  in  the  Bulletin  of  June  8,  1972,  Vol.  57, 
No.  23. 


342-69-A 

APPLICANT — Harvey  Levitt  for  Levitt  Tires,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — to  reconsider 
Board’s  action  of  May  5,  1970  and  reopen  for  amendment. 
Previously  granted  on  condition,  on  application  by  the 
Fire  Commissioner  to  amend  the  Certificate  of  Occupancy 
requiring  the  installation  of  an  automatic  sprinkler  system 
throughout  the  building. 

PREMISES  AFFECTED — 2837  Atlantic  Avenue,  north¬ 
west  corner  of  Schenck  Avenue,  Block  3948,  Lots  34 
and  35,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harvey  Levitt  and  Jess  Abramson. 

ACTION  OF  BOARD — Resolution  of  May  5,  1970 

rescinded. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


Whereas,  this  application  was  granted  by  the  Board  on 
May  5,  1970 ;  and 

Whereas,  the  owner  requested  reopening  of  this  applica¬ 
tion,  reconsideration  of  the  Board’s  action  of  May  5,  1970 
and  amendment  of  the  resolution;  and 
Whereas, _  the  owner  stated  that  he  has  corrected  the 
conditions  cited  in  the  Fire  Commissioner’s  letter  dated 
June  6,  1969;  and  that  the  second  and  third  floors  of  the 
building  will  remain  vacant,  in  accordance  with  the  require¬ 
ments  of  Certificate  of  Occupancy  No.  193205 ;  and 
Whereas,  the  inspection  report  of  the  Fire  Department 
reads  as  follows : 

CITY  OF  NEW  YORK 
Fire  Department 
Headquarters  15th  Division 

May  19,  1972. 

To:  John  T.  O’Hagan,  Chief  of  Department 
From:  Francis  E.  Kennedy,  Deputy  Chief  of  Department 
Subject:  Sprinkler  Re-evaluation,  2837  Atlantic  Avenue 
Brooklyn,  N.  Y. 

I  respectfully  report  that  an  inspection  of  these  premises 
this  date  causes  me  to  recommend  that  this  order  be 
Dismissed. 

Reasons:  1.  Building  is  small  in  area  with  ample 
exterior  openings  on  three  sides. 

.  .2'  ,Fi.re  loading  is  moderate  on  the  first  floor, 
minimal  in  the  cellar  and  negative  on  the  2nd  and 
3rd  floors. 

3  Owner  states  that  he  will  not  use  the  2nd  or 
3rd  floors. 

Remarks:  I  further  recommend  that  the  present 
Certificate  of  Occupancy  be  changed  to  read:  “No 


storage  usage  to  be  permitted  on  floors  number  2 
and  3. 

Respectfully  submitted : 

(Sgd.)  Francis  E.  Kennedy 

Deputy  Chief  of  Department 
15th  Division,  Gr.  6  (Cov.) 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  adopted  on  May  5,  1970  on 
condition  that  the  premises  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


493-48-A— Vol.  II 

APPLICANT — Andrew  Tsarsis  for  S  and  S  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent  re-  second  means  of  egress  (Sec¬ 
tion  270  Labor  Law)  ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 1087-1093  Southern  Boulevard, 
west  side,  328  ft.  north  of  Westchester  Avenue,  Block 
2727,  Lot  45,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Andrew  Tsarsis. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  Q 


696-24-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Target  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7c  of  the  Zoning  Resolution  permitting  in  a  manufacturing 
and  residence  use  district,  the  change  in  occupancy  from 
public  garage,  to  public  garage,  motor  vehicle  repair  shop, 
touch  up  painting  and  spraying,  lubrication,  gasoline  tanks 
and  pumps,  welding,  storage  of  parts  and  office. 

PREMISES  AFFECTED — 1317-1327  36th  Street  and  123- 
139  Louisa  Street,  northeast  corner,  Block  5312,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  . !!!!!!!  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  February  25,  1959,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  May  29,  1962;  and 
Whereas,  the  resolution  was  amended  on  May  29,  1962  * 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
25,  1959,  as  amended  through  May  29,  1962,  by  adding 
thereto : 
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“that  the  building  may  be  altered,  substantially  as 
shown  on  revised  drawing  of  proposed  conditions  marked 
‘Received  April  20,  1972’,  one  sheet,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  72-72) 


825-28-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  15,  1972 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district,  the  proposed 
erection  and  maintenance  of  a  gasoline  service  station,  auto 
washing,  lubritorium,  sale  of  auto  accessories,  minor 
repairs  with  hand  tools  only,  parking  and  storage  of  cars. 

PREMISES  AFFECTED— 1982  Bronxdale  Avenue,  and 
1951-1961  Barns  Avenue,  northwest  corner  and  780-792 
Neill  Avenue,  Block  4261,  Lot  60,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  13,  1957,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  13,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  13,  1957,  as  amended 
through  October  15,  1957,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  the  resolution  adopted  bv  the  Board  on 
February  2,  1971  under  Calendar  Number  607-70-BZ, 
permitting  the  enlargement  of  this  automotive  service 
station,  the  existing  uses  may  continue  for  a  term  of  ten 
years  from  February  13,  1972 ;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (N.B.  822-56  and 
Alt.  140-70). 


435-53-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Concetta  Tuozzo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  March  6,  1972 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  retail  use  district,  the  change  in 
occupancy  from  five  car  garage  to  storage  and  bailing  of 
scrap  paper  and  rags. 

PREMISES  AFFECTED — 6712  11th  Avenue,  west  side, 
60  feet  south  of  67th  Street,  Block  5765,  Lot  44,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  13,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  10, 
1956,  as  amended  through  July  18,  1967,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  March  6,  1972, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2160-53) 


884-68-BZ 

APPLICANT — Charles  A.  Brown  for  The  New  York  So¬ 
ciety  for  the  Relief  of  the  Ruptured  and  Crippled,  Caspary 
Research  Building,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  April  22, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R9  district,  at  an  existing 
hospital  research  building,  the  erection  of  an  enlargement 
to  the  seventh  and  eighth  floors  that  will  penetrate  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 537-545  East  71st  Street, 
northwest  corner  of  Franklin  Delano  Roosevelt  Drive, 
Block  1483,  Lot  23,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  22,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  June  15,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
22,  1969,  as  amended  through  June  15,  1971  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  283-67) 


368-69-BZ 

APPLICANT — Charles  A.  Brown  for  The  New  York  So¬ 
ciety  for  the  Relief  of  the  Ruptured  and  Crippled  (Hos¬ 
pital  for  Special  Surgery),  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  July  22,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
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granted  on  condition,  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R9  district,  at  an  existing 
hospital  previously  before  the  Board,  the  erection  of  3  ad¬ 
ditional  stories  that  penetrate  the  sky  exposure  plane. 
PREMISES  AFFECTED— 527  to  539  East  70th  Street, 
528  to  540  East  71st  Street,  northwest  corner,  from  East 
70th  Street  to  East  71st  Street,  701  to  739  Franklin  D. 
Roosevelt  Drive,  Block  1482,  Lot  20,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Charles  A.  Brown. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  June  15,  1971 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1969  as  amended  through  June  15,  1971,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  22,  1972.”  (Alt.  282-67) 


253-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Fred  Gabriele,  In¬ 
corporated,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Su¬ 
perintendent;  previously  granted  on  condition  under  Sec¬ 
tions^  11-412  and  11-413  of  the  Zoning  Resolution,  permit¬ 
ting  in  an  R7-1  district,  the  reduction  in  area  of  an  existing 
one  story  building  previously  before  the  Board,  and  the 
change  in  use  from  laundry  and  offices  to  awning  manu¬ 
facturing  with  parking  in  the  open  area. 

PREMISES  AFFECTED — 388  to  392  East  198th  Street, 
south  side,  75.18  feet  east  of  Decatur  Avenue,  Block  3278, 
Lots  77  and  78,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  term  imposed. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  14,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
14,  1970,  by  adding  thereto: 

“that  the  premises  may  be  arranged  and  used  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  con¬ 
ditions  marked  ‘Received  May  31,  1972’,  two  sheets,  for 
a  term  of  ten  years  from  the  date  of  this  resolution,  on 


condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  on  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Alt.  43-70) 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion 
of  that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family 
dwelling. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  William  A.  Acker¬ 
man,  John  B.  Beck  and  David  Coleman. 

For  Opposition:  Witalis  Teul,  Hyman  Silverman,  Fern 
Chapnick,  Margot  G.  Farino,  Natan  V.  Bertman  and 
Lewi  11  P.  Feit. 

For  Administration:  Gerald  Collins,  Dept,  of  Highways. 
ACTION  OF  BOARD — Laid  over  to  June  27th,  1972,  at 
10  A.M.,  for  the  purpose  of  obtaining  additional  informa¬ 
tion.  Continued  hearing. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  William  A.  Acker¬ 
man,  John  B.  Beck  and  David  Coleman. 

For  Administration :  Gerald  Collins,  Dept,  of  Highways. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at 
10  A.M.,  for  the  purpose  of  obtaining  additional  informa¬ 
tion.  Continued  hearing. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district  the  inclusion, 
of  that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family  dwell¬ 
ing. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 
21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  William  A.  Ackerman, 
John  B.  Beck  and  David  Coleman. 

For  Opposition:  Witalis  Teul  and  Hyman  Silverman. 

For  Administration :  Gerald  Collins,  Highway  Dept. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


417-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 
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SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  William  A.  Ackerman, 
John  B.  Beck  and  David  Coleman. 

For  Administration:  Gerald  Collins,  Highway  Dept. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclusion 
of  that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family  dwell¬ 
ing. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition :  Fern  Chapnick  and  Margat  G.  Torino. 
For  Administration:  Gerald  Collins,  Highway  Dept. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — -Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Administration:  Gerald  Collins,  Highway  Dept. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


420-7 1-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclusion 
of  that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family  dwell¬ 
ing. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition :  L.  Feil  and  Witalis  Teul. 


For  Administration:  Gerald  Collins,  Highway  Dept. 
ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Administration:  Gerald  Collins,  Highway  Dept. 

ACTION  of  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


422-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family 
dwelling. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Opposition:  Hyman  Silverman. 

For  Administration :  Gerald  Collins,  Highway  Dept. 

ACTION  of  BOARD— Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


423-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

For  Administration:  Gerald  Collins,  Highway  Dept. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


750-71-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Salvatore 
Castelli,  owner. 

SUBJECT— Application  December  6,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  two  story  and  basement,  two  family  dwelling  with  a 
doctor’s  office  that  exceeds  the  permitted  lot  coverage,  has 
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less  than  the  required  lot  area  per  room  and  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED — 2501  Cropsey  Avenue,  north¬ 
east  corner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough 
of  Brooklyn.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  Harriet  Jacobs. 
For  Opposition:  Andrew  A.  Verdi  and  Ann  Verdi. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  2 
P.M.  Hearing  closed.  For  decision. 


791-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  Dorothy,  Harriet, 
Francis  T.  and  Raymond  C.  Murphy,  owner;  Castle  Keep, 
Incorporated,  lessee. 

SUBJECT — Application  December  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED- — 3397  East  Tremont  Avenue, 
east  side,  26.47  feet  north  of  Bruckner  Boulevard,  Block 
5309,  Lots  7  and  54,  Borough  of  The  Bronx.  Community 
Board  #10. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  continued  hearing ;  applicant  to  submit  additional 
information ;  previously  inspected. 


95-72-BZ 

APPLICANT — Edwin  Storch  for  Dorothy  De  Nicola, 
owner. 

SUBJECT— Application  January  25,  1972— decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  one 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED — 189-11  45th  Avenue,  north  side 
100  feet  east  of  189th  Street,  Block  5515,  Lot  41,  Flushing 
Borough  of  Queens,  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  Rudolph  Chlupsa,  Catherine  Talkington, 
Josephine  Grigas  and  Louis  F.  Neuhaus. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  continued  hearing;  previously  inspected. 


125-72-BZ 


AP^ICANT—Dominick  Salvati  and  Son  for  Carl  J. 

Mazzara,  owner. 

SUBJECT— Application  February  9,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  Ml-1  district,  in  an  existing 
three  story  building  the  conversion  of  the  first  floor  store 
to  residential  use. 


PREMISES  AFFECTED — 6223  14th  Avenue,  northeast 
corner  of  63rd  Street,  Block  5734,  Lot  1,  Borough  of  Brook- 
lyn. 


APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 
For  Opposition :  None. 


ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 

128- 72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vagines, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED — 23-04  33rd  Street,  west  side,  25 
feet  south  of  23rd  Avenue,  Block  835,  Lot  44,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  A.  Yarish. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
2  P.M.  For  decision.  Hearing  closed. 

129- 72-BZ 

APPLICANT — Charles  M.  Spindler  for  Andrew  Vagines, 
owner. 

SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  yard. 

PREMISES  AFFECTED— 23-08  33rd  Street,  west  side.  55 
feet  south  of  23rd  Avenue,  Block  835,  Lot  45,  Astoria,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  M.  Yarish. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
2  P.M.  For  decision.  Hearing  closed. 

159-72-BZ 

APPLICANT — Morton  S.  Cahn  for  H.  &  R.  Associates, 
owner. 

SUBJECT — Application  February  24,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  on  a  plot 
developed  with  retail  stores,  the  addition  to  the  use  of 
one  store  occupied  as  a  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 127-19  Merrick  Boulevard, 
north  side,  from  Andersen  Road  to  Selover  Road,  Block 
12488,  Lot  1,  Springfield  Gardens,  Borough  of  Queens, 
Community  Board  #12. 

APPEARANCES— 

For  Applicant:  Morton  S.  Cahn  and  James  Notting¬ 
ham,  Jr. 

For  Opposition :  Marcus  L.  Bramer. 

ACTION  OF  BOARD — Laid  over  to  J[uly  5,  1972,  at  10 
A.M.,  Continued  hearing.  Previously  inspected.  For  the 
purpose  of  the  applicant  submitting  additional  information. 

162-72-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Edward 
Lauria,  owner. 


MINUTES 


SUBJECT — Application  February  25,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erection 
of  a  one  story  retail  store  with  accessory  ice  vending  ma¬ 
chine,  parking  and  signs. 

PREMISES  AFFECTED— 4212  Hylan  Boulevard,  north¬ 
east  corner  of  Robinson  Avenue,  Block  5315,  Lot  1,  Great 
Kills,  Borough  of  Richmond,  Community  Board  #4. 

APPEARANCES— 

For  Applicant :  Anthony  M.  Salvati. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1972,  at  2 
P.M.,  for  decision;  applicant  to  file  revised  drawing;  prev¬ 
iously  inspected;  hearing  closed. 


186-72-BZ 

APPLICANT — Noah  N.  Sherman  for  Riverside  Memorial 
Chapel,  Incorporated,  owner. 

SUBJECT — Application  March  13,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  enlargement 
in  lot  area  of  an  existing  funeral  establishment  previously 
before  the  Board  for  use  as  accessory  parking. 

PREMISES  AFFECTED— 152-158  East  179th  Street, 
southwest  corner  of  Creston  Avenue,  Block  2806,  Lots  37, 
40,  Borough  of  The  Bronx,  Community  Board  #5. 

APPEARANCES— 

For  Applicant:  Noah  N.  Sherman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  the  purpose  of  the  applicant  submitting  addi¬ 
tional  information.  Continued  hearing.  Previously  in¬ 
spected. 


210-72-BZ 

APPLICANT — Stephen  B.  Jacobs  for  H.  Kluft  and  B. 
Finkel,  owners. 

SUBJECT — Application  March  23,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  the  erection  of 
a  seven  story  and  mezzanine  multiple  dwelling  that  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 432-434  East  88th  Street,  south 
side,  257  feet  east  of  York  Avenue,  Block  1567,  Lot  35, 
Borough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  10 
A.M.,  for  hearing,  at  the  request  of  Community  Planning 
Board  #8. 


253-72-B  Z 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  April  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclusion 
of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  and  lot  area  for  a  development  of  two  family  res¬ 
idences  with  accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 797  Armstrong  Avenue,  east 
side,  40.15  feet  north  of  Genesee  Avenue,  Block  5470,  Lot 
2,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at  2 
P.M.  Hearing  closed. 


901-67-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  The  Dime  Savings  Bank  of  Brooklyn,  owner. 

SUBJECT — Application  October  3,  1967 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  &  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  within  an 
R5  district,  at  an  existing  bank  previously  before  the 
Board,  the  rearrangement  of  the  accessory  parking  and 
drive-in  banking  facilities. 

PREMISES  AFFECTED— 1901  to  1911  86th  Street,  8501- 
8523  19th  Avenue,  northeast  corner,  1902-1910  85th  Street, 
Block  6345,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


679-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electroknit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  C8-1  and  R6  dis¬ 
trict,  the  enlargement  in  area  of  an  existing  clothing  manu¬ 
facturing  and  knitting  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED — 2302  Neptune  Avenue,  south¬ 
west  corner  of  West  23rd  Street,  Block  7015,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  . .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  16,  1972,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  May  30,  1972 ;  then  to  June  13, 
1972;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1972,  acting  on  Alt.  Applic.  1426/1971, 
reads : 

“1.  Proposed  enlargement  of  an  existing  knitting 
mill  (U.G.  17)  in  a  C8-1  district  granted  by  the  Board 
Resolution  Cal.  615-66-BZ  is  contrary  to  Sec.  32-25 
of  the  Zoning  Resolution. 

(Note:  Lot  lines  in  R6  district  are  within  25'  of  the 
C8  district). 

2.  Provide  a  30'  yard  within  the  C8  district  on  the 
zoning  lot  abutting  the  R6  district  as  per  Sec.  33-292 
of  the  Zoning  Resolution.” 


567 


MINUTES 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  and  R6  district,  the  enlargement  in  area  of  an 
existing  clothing  manufacturing  and  knitting  establishment 
previously  before  the  Board,  on  condition  that  all  work 
shall  substantially  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  October  19,  1971,”  3  sheets,  and 
“June  5,  1972,”  2  sheets;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  _  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


137-72-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Simone  and  Mary 
Scotto,  owner. 

SUBJECT— Application  February  15,  1972— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  (b)  and  72- 
21  of  the  Zoning  Resolution,  to  permit  in  an  R5  district, 
the  addition  to  the  use  of  an  accessory  residential  parking 
facility  to  include  non-transient  parking  that  exceeds  the 
permitted  number  of  spaces  and  without  the  required 
screening. 

PREMISES  AFFECTED— 486  to  496  Autumn  Avenue, 
west  side,  50  feet  north  of  Glenmore  Avenue,  Block  4200, 
Lots  30  and  32,  Borough  of  Brooklyn.  Community  Board 

#5. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
May  30,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  June  13,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1972,  acting  on  Alt.  Applic.  308/1970, 
reads : 

“1.  Proposed  public  parking  lot  for  28  non-transient 
pleasure  type  cars  (Use  Group  8)  on  a  zoning  lot  locat¬ 
ed  within  an  R5  district  is  contrary  to  Sec.  22-10  of 
Zoning  Resolution. 

2.  Proposed  fence  separating  parking  lot  from 
street  &  adjoining  lots  must  be  at  least  6'-0"  high,  be  of 
fire  resistant  material  &  at  least  50%  of  its  area  be  en¬ 
closed  as  per  Sec.  25-66  of  Z.R. 

3.  The  proposed  parking  lot  layout  &  design  as  sub¬ 
mitted  is  not  adequate  to  permit  convient  access  &  man- 
uvering  &  is  therefore  contrary  to  Sec.  25-62  of  Zoning 
Resolution. 

4.  Permitted  parking  cannot  exceed  50%  of  the  re¬ 
quired  open  space  as  per  Sec.  25-64  of  Zoning  Resolu¬ 
tion 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 


Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  enttiled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  addition  to  the  use  of  an  accessory  resi¬ 
dential  parking  facility  to  include  non-transient  parking  that 
exceeds  the  permitted  number  of  spaces  and  without  the  re¬ 
quired  screening,  on  condition  that  all  work  shall  substantial¬ 
ly  conform  to  drawings  filed  with  this  application  marked 
“Received  February  25,  1972,”  3  sheets,  and  “June  2,  1972,” 
one  sheet ;  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolu¬ 
tion. 


204-72-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Anthony  Gua- 
rino,  owner. 

SUBJECT — Application  March  21,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  enlargement  in  area  and  the 
change  in  use  of  an  existing  one  story  building  from  store 
to  funeral  establishment. 

PREMISES  AFFECTED— 258-272  Avenue  X,  southwest 
corner  of  West  3rd  Street,  Block  7192,  Lot  6,  Borough  of 
Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  Harriet  Jacobs. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION : 


Whereas,  a  public  hearing  was  hed  on  this  application  on 
May  30,  1972,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  13,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  20,  1972,  acting  on  Alt.  Applic.  277/1972,  reads: 

“1.  Proposed  change  of  use  from  a  public  super¬ 
market  Use  Group  #6,  to  a  funeral  establishment  Use 
Group  #7,  in  a  Cl-2  in  R4  District  is  contrary  to  Sec¬ 
tion  32-162  of  the  Z.R.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-27  of  the  Zoning  Resolution,  to  permit 
in  a  Cl-2  district,  on  a  plot  previously  before  the  Board,  the 
enlargement  in  area  and  the  change  in  use  of  an  existing  one 
story  building  from  store  to  funeral  establishment,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  March  21, 
1972,”  6  sheets,  and  “June  5,  1972,”  2  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  thereto  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


568 


MINUTES 


209-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Hi  Arch  Garage, 
Incorporated,  owner. 

SUBJECT — Application  March  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  and  R5  district,  in  con¬ 
junction  with  the  erection  of  a  one  story  auto  repair  and 
taxi  service  establishment,  the  expansion  of  the  accessory 
parking  into  the  residence  district. 

PREMISES  AFFECTED— 127-01  Metropolitan  Avenue, 
northeast  corner  of  127th  Street,  Block  9249,  Lot  65,  Kew 
Gardens,  Borough  of  Queens.  Community  Board  #9. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  Lewis  J.  Katz. 
For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  30,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  13,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1972,  acting  on  Alt.  Applic.  1004/1971, 
reads : 

“1.  Proposed  open  attendant  parking  Use  Group 
8  is  not  permitted  in  residential  district  as  per  Sec. 
22-00  of  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  C8-1  and  R5  district,  in  conjunction  with  the 
erection  of  a  one-story  auto  repair  and  taxi  service  estab¬ 
lishment,  the  expansion  of  the  accessory  parking  into  the 
residence  district,  on  condition  that  all  work  shall  substan¬ 
tially  conform  to  drawings  filed  with  this  application  marked 
“Received  March  22,  1972,”  5  sheets,  and  “June  9,  1972,” 
one  sheet;  on  further  condition  that  the  dense  planting 
in  accordance  with  Section  36-56  of  the  Zoning  Resolution 
be  installed  in  the  northly  lot  line;  and  that  all  laws,  rules 
and  regulations  applicable  thereto  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


Adjourned:  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  13,  1972,  2  P.M. 

Present:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta. 


584-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Tip  Top  Homes  Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C8-1  district,  the  erection  of  a  one 
story  building  for  use  as  a  clothing  manufacturing  estab¬ 
lishment. 

PREMISES  AFFECTED— 9914  to  9924  Farragut  Road, 
and  602  to  616  East  100th  Street,  southwest  corner,  Block 
8168,  Lot  38,  Borough  of  Brooklyn.  Community  Planning 
Board  #17. 

APPEARANCES— 

For  Applicant:  Heywood  Blaufeux. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
February  22,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  March  21,  1972;  then  to  April  25, 
1972;  then  to  May  9,  1972;  then  to  May  23,  1972;  then  to 
June  6,  1972;  then  to  June  13,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971,  acting  on  N.  B.  Applic.  283/1971, 
reads : 

“1.  Proposed  factory,  Use  Group  #17,  in  a  C8-1 
district  is  not  permitted  as  of  right,  Sec.  32-00  Z.  R. 

2.  There  are  no  bulk,  parking  and  loading  regula¬ 
tions  for  a  manufacturing  use  in  a  C8-1  district,  same 
shall  be  referred  to  the  Board  for  determination,  Sec¬ 
tion  33-00,  36-00  and  36-60  Z.  R. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  ap¬ 
plicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C8-1  district,  the  erection  of  a  one-story 
building  for  use  as  a  clothing  manufacturing  establishment 
on  condition  that  all  work  shall  substantially  conform  to 
drawings  filed  with  this  application  marked  “Received 
September  1,  1971,”  2  sheets  and  “June  9,  1972,”  1  sheet; 
on  further  condition  that  the  hours  of  operation  be  limited 
to  8  a.m.  to  6  p.m.  and  that  all  laws,  rules  and  regulations 
applicable  thereto  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  of  the  date  of 
this  resolution. 

644-51-SM 

APPLICANT — Granco  Steel  Products  Company,  Unit  of 
National  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Melvin  C.  Oestreich. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
644-51-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name,  additional  steel  form  units  and  shear  connec¬ 
tors,  and  their  additional  uses. 

Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  St.  Louis,  Missouri,  requested  that  the  resolu¬ 
tion  adopted  July  27,  1954  and  amended  through  January  28, 
1969  under  Calendar  Number  644-51-SM  be  reopened  and 
amended  as  to  change  of  corporate  name,  additional  steel 
form  units  and  shear  connectors,  and  their  additional  uses. 

PROPOSED  USES :  Fire  rated  floor-ceiling  assemblies 
using  steel  form  units  and  shear  connectors. 

DESCRIPTION :  The  applicant  has  requested  a  change  of 
corporate  name  from  Granco  Steel  Products  Company,  sub¬ 
sidiary  of  Granite  City  Steel  Company,  to  Granco  Steel 
Products  Company,  Unit  of  National  Steel  Corporation. 

The  previously  approved  Cofar  steel  form  units  are  re¬ 
designated  and  divided  into  two  Types,  Cl  and  C2.  Both 
types  are  made  in  three  gauges,  No.  24,  No.  22,  and  No.  20. 
Type  Cl  has  corrugations  of  4  9/16"  in  pitch  and  1  5/16"  in 
pitch  and  1  5/16"  in  depth.  Type  C2  has  corrugations  of  6" 
in  pitch  and  2"  in  depth.  Cofar  simultaneously  serves  as  a 
form  unit  for  concrete  and  the  main  concrete  reinforcement. 
The  form  units  are  supported  on  and  fastened  to  the  main 
concrete  or  steel  structural  framing  members  Transverse 
“T-wires”  welded  across  each  corrugation  of  the  form  units 
furnish  the  necessary  distribution  steel  and  provide  mech¬ 
anical  anchorage  between  the  concrete  and  the  steel.  Maxi¬ 
mum  allowable  stress  in  Cofar  form  units  are  as  follows : 
20,000  psi  for  wet  concrete  load  in  middle  Ys  of  span,  30,000 
psi  for  wet  concrete  plus  20  psf  construction  load  in  middle 
Ys  of  span,  30,000  psi  for  wet  concrete  load  over  permanent 
supports,  40,000  psi  for  wet  concrete  load  and  temporary 
construction  load  over  permanent  supports.  Design  strength 
tables  are  included  in  Catalogue  99-10  January,  1972,  on  file 
with  the  application. 

The  Type  C2  shear  connectors  are  used  with  the  Type  C2 
form  units  and  3,000  psi  minimum  strength  concrete.  Their 
capacities  are  11,000  lbs.  per  connector  when  welded  to 
beams  and  16,500  lbs.  per  connector  when  welded  to  girders. 
The  shear  connectors  are  made  from  No.  8  gauge  steel  and 
are  3J4"  high,  5"  long  at  the  top,  6"  long  at  the  bottom,  and 
1  y2"  thick. 

The  Type  C2  shear  connector  and  Type  C2  form  unit  are 
used  as  components  in  Underwriters’  Laboratories  Design 
Nos.  D910  (formerly  No.  7-3  Hr),  No.  D911  (formerly  No. 
3-2  Hr),  and  No.  D817  (formerly  No.  76-3  Hr).  The 
previously  approved  Granco  Arch  Shear  Connector  is  used 
with  the  Type  Cl  form  unit  as  components  in  Underwriters’ 
Laboratories  Design  No.  D817.  Both  form  units  and  shear 
connectors  are  used  as  components  of  Design  No.  D817  with 
beam  construction  in  accordance  with  Underwriters’  Labora¬ 
tories  specifications  for  this  Design.  The  sprayed  fireproofing 
beam  protection  specified  by  Design  No.  D817  is  sprayed 
onto  the  underside  of  the  steel  deck  for  a  distance  of  6"  from 
both  sides  of  the  flange  of  the  supporting  beam.  The  beam 
protection  of  Design  No.  D817  is  substituted  for  the  beam 
protection  ordinarily  used  in  Design  Nos.  D910  and  D911. 

INSPECTION  AND  TEST:  The  values  of  the  ultimate 
strengths  of  the  Type  Cl  and  C2  steel  form  units  and  Type 
C2  shear  connectors  which  are  necessary  to  calculate  the 
design  strengths  tabulated  in  Catalogue  99-10  were  deter¬ 


mined  by  load  tests  which  were  witnessed  and  certified  by 
R.  W.  Hunt  Company,  Engineers. 

The  use  of  the  form  units  and  shear  connectors  in  the 
Design  Nos.  as  stated  above  and  the  substitution  of  the 
sprayed  beam  protection  of  Design  No.  D817  for  Design 
Nos.  D910  and  D911  have  been  approved  by  Underwriters’ 
Laboratories. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  27,  1954  and  amended 
through  January  28,  1969  under  Calendar  Number  644-51- 
SM  be  reopened  and  amended  as  to  change  of  corporate 
name,  additional  steel  form  units  and  shear  connectors,  and 
their  additional  uses  as  described  above,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

734-54-SM 

APPLICANT — Granco  Steel  Products  Company,  Unit  of 
National  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Melvin  C.  Oestreich. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  . '...!!  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
734-54-SM — Amendment  to  resolution  as  to  change  in  cor¬ 
porate  name. 

Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  Granite  City,  Illinois,  requested  that  the  resolu¬ 
tion  adopted  June  28,  1955  and  amended  through  July  15, 
1958  under  Calendar  Number  734-54-SM  be  reopened  and 
amended  as  to  change  in  corporate  name. 

PROPOSED  USE:  Steel  roof  deck. 

DESCRIPTION :  The  request  is  to  show  a  change  in 
corporate  name  from  Granco  Steel  Products  Company,  a 
subsidiary  of  Granite  City  Steel  Company,  to  Granco  Steel 
Products  Company,  unit  of  National  Steel  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  28,  1955  and  amended 
through  July  15,  1958  under  Calendar  Number  734-54-SM 
be  reopened  and  amended  as  to  the  change  in  corporate  name 
herein  described  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendments  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu- 
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facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


233-58-SA 

APPLICANT — York- Shipley,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  :  _ 
233-58-SA — Amendments  to  resolution  as  to  additional 
models  of  oil  fired  furnaces. 

York-Shipley,  Incorporated,  York,  Pennsylvania,  requested 
that  the  resolution  adopted  March  29,  1960  and  as  amended 
through  April  6,  1965  under  Calendar  233-58-SA  be  re¬ 
opened  and  amended  so  as  to  include  additional  models  of 
oil  fired  furnaces. 

PROPOSED  USE:  Oil  fired  furnaces. 

DESCRIPTION :  The  requested  Models  known  as  SDF-15 
through  SDF-25  are  similar  to  the  presently  approved  SDF 
Series  except  they  are  of  smaller  size,  having  BTU  input 
ranging  from  150,000  to  250,000  BTU/Hr. 

The  requested  Models  known  as  SDF-225  through  SDF- 
300  are  similar  to  the  presently  approved  SDF-200  Series 
except  that  they  are  of  larger  size,  having  a  BTU  input 
ranging  from  2,225.000  to  3,000,000  BTU/Hr. 
INSPECTION  AND  TEST:  The  furnaces  have  been  ap¬ 
proved  by  the  Underwriter’s  Laboratories. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  29,  1960  and  as 
amended  through  April  6,  1965  under  Calendar  233-58-SA 
be  reopened  and  amended  so  as  to  include  the  additional  oil 
fired  furnaces  as  herein  described  on  condition  that  the 
requirements  of  the  resolution  adopted  March  29,  1960  and 
as  amended  through  April  6,  1965  under  Calendar  233-58-SA 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

57-60-SM 

APPLICANT — Granco  Steel  Products  Company,  Unit  of 
National  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Melvin  C.  Oestreich. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


— -  .  .  <_>/ 

Commissioner  Agusta  . .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
57-60-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  St.  Louis,  Missouri,  requested  that  the  resolu¬ 
tion  adopted  June  7,  1960  under  Calendar  Number  57-60- 
SM  be  reopened  and  amended  as  to  change  of  corporate 
name. 

PROPOSED  USE:  Four  hour  fire  rated  floor  and/or 
roof  assembly. 

DESCRIPTION :  The  applicant  has  requested  a  change  of 
corporate  name  from  Granco  Steel  Products  Company,  sub¬ 
sidiary  of  Granite  City  Steel  Company,  to  Granco  Steel 
Products  Company,  Unit  of  National  Steel  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  7,  1960  under  Calen¬ 
dar  Number  57-60-SM  be  reopened  and  amended  as  to 
change  of  corporate  name  from  Granco  Steel  Products  Com¬ 
pany,  subsidiary  of  Granite  City  Steel  Company,  to  Granco 
Steel  Products  Company,  Unit  of  National  Steel  Corpora¬ 
tion,  on  condition  that  the  requirements  of  the  original 
resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal. 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

618-60-SM 

APPLICANT — Donn  Products,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Eugene  Carraro. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
618-60-SM — Amendment  to  resolution  as  to  additional  ceiling 
grid  system. 

Donn  Products,  Incorporated,  Westlake,  Ohio,  requested 
that  the  resolution  adopted  February  21,  1961  and  amended 
through  July  16,  1968  under  Calendar  Number  618-60-SM 
be  reopened  and  amended  as  to  an  additional  ceiling  grid 
system. 

PROPOSED  USE:  Ceiling  grid  system. 

DESCRIPTION :  The  grid  is  the  Donn  Coordinator  Ceiling 
System.  The  runners  are  made  from  24  guage  steel.  They 
are  hat-shaped,  with  dimensions  of  1  )4"  high  x  21%6"  wide. 
The  two  vertical  legs  are  double  ply  and  are  separated  by 
a  D%6"  wide  center  web.  The  web  is  1"  above  the  bottom 
of  tire  vertical  legs.  The  flanges  on  the  outsides  of  the 
bottoms  of  the  vertical  legs  are  Yz"  wide.  The  center  web 
is  punched  with  1"  x  \\y2"  holes  spaced  15"  on  center.  The 
runners  accommodate  the  use  of  standard  lay-in  acoustical 
tile  and  lighting  fixtures  in  accordance  with  the  runner 
load  carrying  capacities.  The  runner  configurations  include 
a  30"  x  30"  module  with  28"  x  28"  fixture,  60"  x  60"  module 
with  24"  x  24"  fixture,  60"  x  60"  module  with  V  x  4" 
fixture,  one  direction  concealed  grid  with  runners  60"  apart, 
and  one  direction  exposed  grid  with  runners  60"  apart.  The 
load  carrying  capacities  of  the  runners  in  pounds  per  lineal 
foot  for  different  lengths  of  span  are  as  follows :  2'  -  6"  span, 
39  lbs.  per  lin.  ft. ;  4'  span,  36.5  lbs.  per  lin.  ft. ;  5'  span, 
13.0  lbs.  per  Jin.  ft. ;  6'  span,  7.5  lbs.  per  lin.  ft. ;  7'  span, 
4.8  lbs.  per  lin.  ft.  The  runners  are  suspended  by  No.  12 
hanger  wire  5'  o.c.  Additional  hanger  wires  are  provided 
at  the  four  corners  of  each  light  fixture. 

INSPECTION  AND  TEST:  The  load  carrying  capacities 
listed  above  were  determined  by  Herron  Testing  Labora¬ 
tories,  Incorporated  (No.  G-2568,  on  file).  These  represent 
the  loads  necessary  to  deflect  the  centers  of  the  runners 
%60  of  the  lengths  of  the  spans. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  21,  1961  and 
amended  through  July  16,  1968  under  Calendar  Number 
618-60-SM  be  reopened  and  amended  as  to  an  additional 
ceiling  grid  system,  the  Donn  Coordinator  Ceiling  System, 
on  condition  that  the  runners  shall  be  suspended  by  straps 
when  hung  more  than  6"  and  that  the  requirements  of  the 
original  resolution  and  previous  amendments  shall  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


931-60-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
931-60-SA — Amendment  to  resolution  as  to  additional  models 
of  gas-oil  furnaces. 

York-Shipley,  Incorporated,  York,  Pennsylvania,  requested 
that  the  resolution  adopted  November  14,  1961  and  as 
amended  through  April  6,  1965  under  Calendar  931-60-SA  be 
reopened  and  amended  so  as  to  include  additional  models  of 
furnaces. 

PROPOSED  USE:  Gas-oil  fired  furnaces. 
DESCRIPTION :  The  requested  models  known  as  SDF-15 
through  SDF-25  are  similar  to  the  presently  approved  SDF 
Series  except  they  are  of  smaller  size,  having  BTU  input 
ranging  from  150,000  to  250,000  BTU/HR. 

The  requested  models  known  as  SDF-225  through  SDF- 
300  are  similar  to  the  presently  approved  SDF-200  Series 
except  they  are  of  larger  size,  having  BTU  input  ranging 
from  2,225,000  to  3,000,000  BTU/hr. 

INSPECTION  AND  TEST :  The  furnaces  have  been  ap¬ 
proved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1961  and  as 
amended  through  April  6,  1965  under  Calendar  931-60-SA 
be  reopened  and  amended  so  as  to  include  the  additional  gas¬ 
oil  fired  furnaces  as  herein  described  on  condition  that  the 
requirements  of  the  resolution  adopted  November  14,  1961 
and  as  amended  through  April  6,  1965  under  Calendar  931- 
60-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the 
annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


933-60-SA 

APPLICANT — York-Shipley,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
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tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 
Commissioner  Agusta  .  5 

Negative:  .  ® 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
933-60-SA— Amendment  to  resolution  as  to  additional  mod¬ 
els  of  gas  fired  furnaces. 

York- Shipley,  Incorporated,  York,  Pennsylvania  re¬ 
quested  that  the  resolution  adopted  November  14,  1961  and 
as  amended  through  April  6,  1965  under  Calendar  933-60-SA 
be  reopened  and  amended  so  as  to  include  additional  models 
of  gas-fired  furnaces. 

PROPOSED  USE:  Gas  fired  furnace. 

DESCRIPTION :  The  requested  models  known  as  SDF-15 
through  SDF-25  are  similar  to  the  presently  approved  SDF 
Series,  except  they  are  of  smaller  size  having  BTU  input 
ranging  from  150,000  to  250,000  BTU/Hr. 

The  requested  models  known  as  SDF-225  through  SDF- 
300  are  similar  to  the  presently  approved  SDF-200  Series 
except  they  are  of  larger  size,  having  a  BTU  input  ranging 
from  2,225,000  to  3,000,000  BTU/Hr. 

INSPECTION  AND  TEST:  The  furnaces  have  been  ap¬ 
proved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  14,  1961  and  as 
amended  through  April  6,  1965  under  Calendar  933-60-SA 
be  reopened  and  amended  so  as  to  include  the  additional  fur¬ 
naces  as  herein  described  on  condition  that  the  requirements 
of  the  resolution  adopted  November  14,  1961  and  as  amended 
through  April  6,  1965  under  Calendar  933-60-SA  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


241-62-SM 

APPLICANT— Granco  Steel  Products  Company,  Unit  of 
National  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Melvin  C.  Oestreich. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
241-62-SM — Amendment  to  resolution  as  to  change  of  cor¬ 


porate  name.  .  . 

Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  St.  Louis,  Missouri,  requested  that  the  resolu¬ 
tion  adopted  October  23,  1962  and  amended  May  28,  1968 
under  Calendar  Number  241-62-SM  be  reopened  amended 
as  to  change  of  corporate  name. 

PROPOSED  USE:  Non-combustible  roof  decks. 
DESCRIPTION:  The  applicant  has  requested  a  change 
of  corporate  name  from  Granco  Steel  Products  Company, 
subsidiary  of  Granite  City  Steel  Company,  to  Granco  Steel 
Products  Company,  Unit  of  National  Steel  Corporation. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  23,  1962  and 
amended  May  28,  1968  under  Calendar  Number  241-62-SM 
be  reopened  and  amended  as  to  change  of  corporate  name 
from  Granco  Steel  Products  Company,  subsidiary  of  Granite 
City  Steel  Company,  to  Granco  Steel  Products  Company, 
Unit  of  National  Steel  Corporation,  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 


(Sgd.)  John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

156-63-SM 

APPLICANT— Granco  Steel  Products  Company,  Unit  of 
National  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Melvin  C.  Destreich. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  6 

Negative:  .  ^ 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
156-63-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  St.  Louis,  Missouri,  requested  that  the  resolu¬ 
tion  adopted  July  9,  1963  and  amended  through  December  19, 
1967  under  Calendar  Number  156-63-SM  be  reopened  and 
amended  as  to  change  in  corporate  name. 

PROPOSED  USE:  Shear  connectors  for  composite  steel 
and  concrete  floor  and/or  roof  construction. 
DESCRIPTION :  The  applicant  has  requested  a  change  of 
corporate  name  from  Granco  Steel  Products  Company,  sub- 
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sidiary  of  Granite  City  Steel  Company,  to  Granco  Steel 
Products  Company,  Unit  of  National  Steel  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1963  and  amended 
through  December  19,  1967  under  Calendar  Number  156-63- 
SM  be  reopened  and  amended  as  to  change  in  corporate 
name  from  Granco  Steel  Products  Company,  subsidiary  of 
Granite  City  Steel  Company,  to  Granco  Steel  Products  Com¬ 
pany,  Unit  of  National  Steel  Corporation,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num- 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  corporate  name,  change  of  address  or  to  submit 
the  annual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


h/rfh°lVeJJ  thl  Board  of  Standards  and  Appeals  does 
Kieby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


607-63-SA 

APPLICANT— Combustion  Equipment  Associates,  Incor¬ 
porated,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen- 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  e 

Negative :  . . .  q 

THE  RESOLUTION— 

An7^E£EAAS’  Athe  r<?ort  of  a  Committee  on  Test  reads : 
OU/-60-SA  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  trade  names. 

Combustion  Equipment  Associates,  Incorporated,  New 
York  New  T  ork  requested  that  the  resolution  adopted  June 
I19,65, under  Calendar  Number  607-63-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Gas  and/or  oil  burner. 

S!?  n.51  ffiTth?  m Pih  h7GfhaS  bT  n0  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  burners 

mi°ZStS  Equipment  Associates,  Incorporated  has  sub- 

sffired  fro,^aAltfSh0rW+1ung  the Tari°iis  transactions  that  tran- 
spired  from  the  date  of  the  original  application  to  March  1970 
at  which  time  the  corporation  became  known  as  Combustion 
Equipment  Associates,  Incorporated. 

Further  Combustion  Equipment  Associates,  Incorporated 
requested  that  the  approved  burners  be  manufactured  by  the 
following  names:  Todd-CEA,  Incorporated,  Siemon  Manu- 

T^Tr!  a  ' £pany  a£d  t0  be  marketed  under  the  trade  names 
I  odd-CEA,  Power  Flame  and  Flame  Tech. 

RECOMMENDATION :  The  Committee  on  Test  re~om- 
mends  that  the  resolution  adopted  June  15,  1965  under  Calen¬ 
dar  Number  607-63-SA  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer,  new  owner  being  Combus¬ 
tion  Equipment  Associates,  Incorporated,  and  to  permit  the 


approved  burners  to  be  manufactured  by  Todd-CEA,  Incor¬ 
porated,  Siemon  Manufacturing  Company  and  to  be  marketed 
under  the  trade  names  Todd-CEA,  Power  Flame  and  Flame 
Tech  on  condition  that  the  requirements  of  the  resolution 
adopted  June  15,  1965  under  Calendar  Number  607-63-SA  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


237-67-SM 

APPLICANT — Granco  Steel  Products  Company,  Unit  of 
National  Steel  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Melvin  C.  Destreich. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
237-67-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  St.  Louis,  Missouri,  requested  that  the  resolu¬ 
tion  adopted  December  19,  1967  under  Calendar  Number 
237-67-SM  be  reopened  and  amended  as  to  change  of 
corporate  name. 

PROPOSED  USE:  Three  hour  fire  rated  floor-ceiling  con¬ 
struction. 

DESCRIPTION :  The  applicant  has  requested  a  change  of 
corporate  name  from  Granco  Steel  Products  Company,  sub¬ 
sidiary  of  Granite  City  Steel  Company,  to  Granco  Steel 
Products  Company,  Unit  of  National  Steel  Corporation. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  19,  1967  under 
Calendar  Number  237-67-SM  be  reopened  and  amended  as 
to  change  of  corporate  name  from  Granco  Steel  Products 
Company,  subsidiary  of  Granite  City  Steel  Company,  to 
Granco  Steel  Products  Company,  Unit  of  National  Steel 
Corporation,  on  condition  that  the  requirements  of  the 
original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of.  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
hme  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revoca¬ 
tion  of  approval. 


574 


MINUTES 


(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  hereby 
amend  the  above  cited  resolution  in  accordance  with  the 
above  report. 

583-68-SM 

APPLICANT — H.  H.  Robertson  Company,  owner. 
APPEARANCES— 

For  Applicant:  H.  L.  McGrath  Jr.  and  J.  C.  Ottinger. 
ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
583-68-SM — Amendment  to  resolution  as  to  substitution  of 
sprayed  cementitious  fireproofing. 

H.  H.  Robertson  Company,  New  York  City,  requested 
that  the  resolution  adopted  April  1,  1969  under  Calendar 
Number  583-68-SM  be  reopened  and  amended  as  to  the 
substitution  of  sprayed  cementitious  fireproofing. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling  as¬ 
sembly. 

DESCRIPTION :  The  assembly  is  Underwriters’  Labora¬ 
tories  Design  Number  D840  (26 7)  with  Q-Lock  steel  floor 
and  form  units  and  sprayed  asbestos  fireproofing.  The  fire¬ 
proofing  is  sprayed  to  a  thickness  of  Y\" . 

The  request  is  to  substitute  Mono-Kote  IV  asbestos-free 
fireproofing  for  the  sprayed  asbestos  fireproofing.  The  fire¬ 
proofing  is  applied  to  the  density  specified  by  Underwriters’ 
Laboratories  Design  Number  D840. 

INSPECTION  AND  TEST :  The  substitution  of  asbestos- 
free  Mono-Kote  IV  for  Mono-Kote  III  with  asbestos  has 
been  made  under  the  Calendar  Numbers  filed  by  the  manu¬ 
facturer  of  Mono-Kote  III  and  IV,  the  Zonolite  Division  of 
W.  R.  Grace  and  Company  (152-64-SM  and  60-60-SM). 
The  substitutions  were  based  upon  the  recommendations  of 
Underwriters’  Laboratories.  Underwriters’  Laboratories  or¬ 
iginally  approved  the  use  of  Mono-Kote  III  with  Q-Lock 
steel  floor  and  form  units  for  Design  Number  267  (D840). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  1,  1969  under  Calen¬ 
dar  Number  583-68-SM  be  reopened  and  amended  as  to  the 
substitution  of  sprayed  cementitious  asbestos  fireproofing  with 
Mono-Kote  IV  asbestos-free  cementitious  sprayed  fireproofing 
on  the  floor-ceiling  assembly  detailed  under  Underwriters’ 
Laboratories  Design  Number  D840,  except  that  the  density 
shall  average  20  lbs./cu.  ft.  with  a  minimum  of  18  Ibs./cu.  ft. 
when  used  with  Q-Lock  steel  floor  and  form  units,  on  con¬ 
dition  that  the  requirements  of  the  original  resolution  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  corporate  name,  change  of  address 


or  to  submit  the  annual  affidavit  will  be  cause  for  revoca¬ 
tion  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


307-69-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  Gerald  F.  Brandman. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 
307-69-SM — Amendment  to  resolution  as  to  additional  uses 
of  two  hour  fire  rated  shaft  enclosure  wall. 

National  Gypsum  Company,  Buffalo,  New  York,  requested 
that  the  resolution  adopted  June  9,  1970  under  Calendar 
Number  307-69-SM  be  reopened  and  amended  as  to  addi¬ 
tional  uses  of  two  hour  fire  rated  shaft  enclosure  wall. 

PROPOSED  USE:  Two  hour  fire  rated  shaft  enclosure 
wall,  (noncombustible) 

DESCRIPTION :  The  request  is  to  allow  the  use  of  Gold 
Bond  Metaledge  Corewall  Partition  System  for  interior  cor¬ 
ridors  in  buildings  classified  occupancy  group  J-l  or  J-2  of 
combustible  construction  group  II  exceeding  two  stories  in 
height  and  buildings  classified  occupancy  group  J-l  or  J-2  of 
combustible  construction  group  II  occupied  exclusively  by 
not  more  than  one  family  on  each  story  without  boarders, 
roomers  or  lodgers  and  exceeding  three  stories  in  height.  A 
further  request  is  to  allow  the  use  of  Gold  Bond  Metaledge 
Corewall  Partition  System  for  stair  enclosures  in  buildings 
classified  occupancy  group  J-l  or  J-2  of  combustible  con¬ 
struction  group  II  exceeding  three  stories  in  height  and  build¬ 
ings  classified  occupancy  group  J-2  occupied  exclusively  by 
not  more  than  one  family  on  each  story  without  boarders, 
roomers,  or  lodgers  and  exceeding  three  stories  in  height. 
INSPECTION  AND  TEST:  Sections  C26-604.2(h)  (i)  (c) 
and  C26-604.8(i)  (f)  of  the  New  York  City  Building  Code 
require  a  two  hour  fire  rated  masonry  wall  for  the  locations 
listed  above.  A  3"  hollow  gypsum  tile  masonry  wall  with 
34"  plaster  on  one  side  was  compared  with  Gold  Bond  Metal¬ 
edge  Corewall  Partition  System  by  Pittsburgh  Testing 
Laboratory  and  the  Gypsum  Association.  The  Corewall  with¬ 
stood  a  larger  transverse  load,  60.7  psf  to  43.2  psf,  withstood 
a  larger  load  in  the  “baseball  bat”  test  (load  required  to  push 
a  2"  diameter  pipe  through  test  specimen  supported  24"  o.c.), 
1903  lbs.  to  573,  and  was  dented  less  in  the  “bowling  ball” 
test  (16.8  lbs.  bowling  ball  swung  against  the  test  specimen 
from  a  height  of  3  feet),  2"  to  2%". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  9,  1970  under  Calen¬ 
dar  Number  307-69-SM  be  reopened  and  amended  as  to  the 
additional  uses  listed  above  of  the  Gold  Bond  Metaledge 
Corewall  Partition  System  (two  hour  fire  rated  shaft  en¬ 
closure  wall)  under  C26-604.2(h)  (i)  (c)  and  C26-604.8.- 
(c)  (f)  Building  Code  of  the  City  of  New  York  on  condition 
that  the  requirements  of  the  original  resolution  be  complied 
with. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report.  _ 

196-71-SM 

APPLICANT — P.P.G.  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  Robert  P.  Connally 
ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
196-71-SM — Amendment  to  resolution  as  to  additional  use  of 
noncomb'ustible  board. 

H.  M.  Cole  for  P.  P.  G.  Industries,  Incorporated  re¬ 
quested  that  the  resolution  adopted  May  25,  1971  under 
Calendar  196-71-SM  be  reopened  and  amended  so  as  to 
permit  the  approved  material  to  be  used  as  a  firestop. 
PROPOSED  USE:  Noncombustible  insulation  board. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  board. 

The  request  is  to  permit  the  use  of  this  board  as  fire¬ 
stopping  material  under  the  provisions  of  C26-504.7  Building 
Code  of  the  City  of  New  York. 

As  the  material  was  approved  as  an  noncombustible  ma¬ 
terial,  it  would  meet  the  requirements  of  C-26-504.7(a)  for 
use  as  firestopping. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  25,  1971  under 
Calendar  196-71-SM  be  reopened  and  amended  so  as  to 
permit  the  use  of  the  approved  material  Fiber  Glass  Insula¬ 
tion  Board  as  firestopping  material  under  the  provisions 
of  C26-504.7  on  condition  that  the  boards  used  for  such 
purpose  shall  be  the  board  designated  as  WP30,  WP40 
and  WP60  having  densities  of  3,  4  and  6  lbs./cu.  ft.  respec¬ 
tively.  The  Committee  further  recommends  that  the  restric¬ 
tion  imposed  in  the  original  approval  as  to  the  limitation 
of  not  permitting  the  use  in  areas  where  the  temperature 
exceeds  400°F.  be  lifted  and  that  all  other  requirements  of 
the  resolution  adopted  May  25,  1971  under  Calendar  196- 
71-SM  be  complied  with. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


765-71-SM 

APPLICANT — SSP  Construction  Equipment  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
765-71-SM — SSP  Construction  Equipment  Corporation, 
Pomona,  California,  filed  for  approval  of  the  Miller  High 
Lift  Block,  model  314-F-18-2,  under  the  provisions  of  New 
York  City  Local  Law  No.  73-1969. 

PROPOSED  USE:  Hook  block  for  multiple  reeving. 
DESCRIPTION:  The  block  has  three  14"  cast  steel 
sheaves  designed  for  cable  with  roller  bearings  mounted 
on  a  sheave  pin.  Each  sheave  has  individual  lubrication. 
The  main  frame  is  welded  heavy  steel  plate.  An  enclosed 
sheave  guard  prevents  the  wire  rope  from  jumping  out  of 
the  grooves  in  the  sheaves.  The  hook  and  trunnion  mounted 
below  the  sheaves  are  forged  steel. 

INSPECTION  AND  TEST:  The  block  was  successfully 
load  tested  by  John  A.  Batchelor  Company,  Incorporated, 
Los  Angeles,  to  36  tons,  twice  the  working  load. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Miller  High  Lift  Block,  Model 
314-F-18-2,  with  a  working  load  of  18  tons,  under  the  pro¬ 
visions  of  New  York  City  Local  No.  73-1969.  The  lift  blocks 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  765-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


216-72-SA 

APPLICANT — Temperature  Control,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
216-72-SA — Temperature  Control,  Incorporated,  Norcross, 
Georgia,  filed  for  approval  of  TCI  Model  Number  CFC- 
304-G450  Roof  Mounted  Air  Conditioning  and  Heating  Units 
under  the  provisions  of  Article  12  and  Article  14  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Heating  and  cooling  units  for  com¬ 
mercial  or  industrial  use. 

DESCRIPTION  :  The  casings  and  panels  of  the  unit  are  of 
.U50"  aluminum  sheet.  The  cabinet  is  insulated  throughout 
with  1"  thick  fiberglass.  The  air  plenum  is  an  integral  part 
of  the  unit.  The  compressors  are  gas  cooled  Copelametic 
semi-hermetic  type.  They  are  used  with  R-22  refrigerant. 

The  compressors  are  equipped  with  discharge  and  suc¬ 
tion  service  valves,  vibration  isolator  mounting,  motor  over¬ 
load  and  short  circuit  protection  devices,  crankcase  heaters, 
and  oil  sight  glasses. 

Refrigerant  piping  is  made  of  copper  and  brazed  at  the 
joints  with  silver  alloy.  The  refrigerant  system  includes 
a  moisture  indicating  sight  glass,  refrigerant  dryer,  thermo¬ 
static  expansion  valve,  pressure  relief  valve,  shut  off  valve 
at  the  condenser  outlet,  and  liquid  line  solenoid  valve  to 
allow  pump  down  of  refrigerant. 

Condenser  coils  are  made  of  copper  tubing  with  aluminum 
fins.  The  coils  are  designed  for  counterflow  and  ambient 
temperatures  of  up  to  105°  F.  The  condenser  fans  are 
propeller  type,  belt  driven,  vertical  discharge. 

Evaporator  coils  are  made  of  copper  tubing  with  aluminum 
fins  with  at  least  four  rows.  Thermostatic  expansion  valves 
control  refrigerant  in  the  evaporator  section.  Evaporator 
blowers  are  balanced,  double  inlet,  forward  curved  blades, 
v-belt  drive  with  adjustable  pulley,  and  designed  for 
external  static  pressure  of  W.  C. 

Filters  are  2"  fiberglass  throw-away. 

Controls  include  high-low  pressure  control,  oil  failure  con¬ 
trol,  blower  sail  switch,  anti-short  cycle  circuit,  overload 
protection  on  compressor  and  all  motors,  and  low  voltage 
transformer  for  control  circuit  and  remote  thermostat. 

A  manually  adjustable  damper  in  the  return  air  damper 
prior  to  the  filter  section  provides  up  to  25%  introduction 
of  outdoor  air. 

The  gas  heating  section  includes  an  aluminized  steel  heat 
exchanger  and  burner.  Controls  include  a  pressure  regulator, 
main  burner  and  pilot  manual  shut-off  cocks,  solenoid  gas 
valve,  limit  switch,  low  voltage  transformer,  and  automatic 
pilot  re-ignition  system.  The  unit  with  gas  heating  has  the 
evaporator  coil  downstream  from  the  heat  exchanger  and 
the  refrigeration  system  provides  liquid  line  solenoid  valve 
for  non-recycling  pump  down.  The  heating  elements  are 
two  gas  furnaces  with  builtin  draft  diverter,  limit  control, 
and  safety  pilot  of  the  thermocouple  type. 

Conditioned  air  is  supplied  through  an  air  duct  joining 
the  unit  on  the  roof  and  the  area  below. 

INSPECTION  AND  TEST:  The  unit  was  inspected  by 
Packer  Engineering  Associates,  Incorporated,  Naperville, 
Illinois,  and  was  certified  to  comply  with  the  appropriate 
standards  of  UL  (Nos.  465,  559,  795),  ASME  (Boiler  and 
Pressure  Vessel  Code),  and  USASI  (Z21.34). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  TCI  Model  Number  CFC-304-G450 
Roof  Mounted  Air  Conditioning  and  Heating  Units  under 
the  provisions  of  Article  12  and  Article  14  of  the  Building 
Code  of  the  City  of  New  York.  The  units  shall  be  per¬ 
manently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  216-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 


ship,  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


254-72-SM 

APPLICANT — H.  L.  McGrath,  Jr.  for  H.  H.  Robertson, 
Company,  owner. 

APPEARANCES— 

For  Applicant:  H.  L.  McGrath,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
254-72-SM — H.  L.  McGrath,  Jr.,  for  H.  H.  Robertson  Com¬ 
pany,  Pittsburgh,  Pennsylvania,  filed  for  approval  of  Models 
QL-WKX,  QL-99,  QL-TKX,  and  QL-121  Steel  Decking 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Components  of  two  hour  fire  rated  floor 
ceiling  assemblies. 

DESCRIPTION :  The  steel  decking  is  used  in  the  following 
floor-ceiling  assemblies :  Underwriters’  Laboratories  Design 
Numbers  D840  (2 67)  and  D902  (300). 

The  assembly  of  Design  Number  D840  is  topped  with  3pJ" 
measured  from  top  plane  of  deck  of  3000  psi  lightweight- 
aggregate  concrete.  No.  10  SWG  uncoated  steel  wire  fabric 
is  embedded  in  the  concrete.  The  steel  decking,  welded  to  the 
supports,  is  located  below  the  concrete.  A  2"  wide  cloth  ad¬ 
hesive  tape  is  applied  along  the  contour  of  the  joints  of  the 
decking.  The  tape  is  optional  for  fluted  decking.  Approved 
sprayed  fiber  fireproofing  (11  pcf)  is  applied  to  a  thickness 
of  Y"  around  the  8"  supporting  beam.  Shear  connector  studs, 
Y"  diameter  x  3"  long,  headed  type  or  equivalent  per  AISC 
specifications,  are  optionally  welded  to  the  top  flange  of  the 
beam  through  the  steel  form  units. 

The  assembly  of  Design  Number  D902  is  topped  with  Ay2" 
measured  from  top  plane  of  deck  of  3500  psi  sand-gravel 
concrete.  The  remainder  of  the  assembly  is  essentially  the 
same  as  Number  D840,  except  that  the  joint  covering  tape 
is  required,  not  optional,  for  fluted  decking  and  the  optional 
use  of  shear  connector  studs  is  not  included. 

The  steel  decking  units  are  3"  deep  fluted  (QL-99  and 
QL-121)  and  cellular  (QL-WKX  and  QL-TKX).  The 
gauges  of  steel  used  for  the  decking  are  as  follows :  QL-99, 
22  to  16;  QL-WKX,  20/20  to  16/14;  QL-121,  22  to  16; 
QL-TKX,  20/20  to  16/14.  The  side  joints  are  welded  at  a 
maximum  spacing  of  5'  o.c. 

INSPECTION  AND  TEST:  The  QL-99  and  QL-TKX 
steel  decking  was  fire  tested  by  Underwriters’  Laboratories 
(File  R2689-15,  Assignment  71NK916,  on  file)  and  the  re¬ 
sults  were  compared  with  previous  fire  tests  performed  upon 
the  assemblies  of  Design  Numbers  D840  and  D902  using 
decking  similar  to  QL-WKX  and  QL-121.  As  a  result, 
Underwriters’  Laboratories  gave  two  hour  fire  ratings  to  the 
floor-ceiling  assemblies  of  Design  Numbers  D840  and  D902 
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using  QL-WKX,  QL-99,  QL-TKX,  and  QL-121  steel 
decking. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  QL-WKX,  QL-99,  QL-TKX,  and 
QL-121  Steel  Decking  as  components  of  two  hour  fire  rated 
floor-ceiling  assemblies  (Underwriters’  Laboratories  Design 
Numbers  D840  and  D902).  Plans  submitted  to  the  Depart¬ 
ment  of  Buildings  showing  proposed  use  of  this  construction 
shall  include  the  drawings  contained  in  the  test  report  cited 
above  and  shall  be  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  254-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  aprovals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownershin,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


261-72-SA 

APPLICANT — Ritter  Company,  owner. 

APPEARANCES— 

For  Applicant :  Leroy  Cousins. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
261-72-SA — Ritter  Company,  Rochester,  New  York,  filed  for 
approval  of  the  Model  A  VacuumAire  Motor  Pump  under 
the  provisions  of  RS16,  PI  14. 11  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Vacuum  pump. 

DESCRIPTION :  The  pump  supplies  a  regulated  vacuum 
of  between  2  and  9  psi  pressure  to  up  to  four  dental  opera¬ 
tions.  The  pump  is  equipped  with  a  solids  collector  trap 
which  retain  solids  and  permits  the  passage  of  liquids.  The 
water  ring  pump  operates  as  follows :  Water  is  metered  into 
the  pump  by  a  metering  valve  at  the  rate  of  gallon  per 
minute.  The  water  fills  part  of  the  space  between  each  pair 
of  impeller  blades.  The  impeller  is  powered  by  an  induction- 
capacitor  type  motor.  The  rotation  of  the  impeller  forces 
water  around  the  circular  wall  of  the  pump.  The  pump 
housing  is  eccentric  from  the  impeller  and  as  the  impeller 
rotates,  water  is  forced  into  and  out  of  each  segment  of  the 
impeller.  Each  outward  surge  of  water  creates  a  partial 
vacuum  that  draws  air  into  the  segment  through  the  inlet 
port.  As  each  segment  of  the  impeller  (18  segments)  moves 
toward  the  discharge  port,  more  water  is  accumulated  within 
the  vanes,  which  compresses  the  entrapped  air.  The  com¬ 
pressed  air  and  part  of  the  water  is  released  through  the 
discharge  port.  The  discharged  water  is  replaced  and  the 
cycle  is  repeated.  The  complete  cycle  occurs  55,200  times 


per  minute  (RPM  multiplied  by  impeller  segments).  The 
pump  moves  40  cubic  feet  of  air  per  minute  (60°F.  and  at¬ 
mospheric  pressure). 

The  pump  is  supplied  from  the  potable  water  supply. 
Three  valves  prevent  back-siphonage  and  contamination. 
Water  enters  through  a  solenoid  valve  which  opens  auto¬ 
matically  when  the  pump  is  turned  on.  The  water  then  passes 
through  a  double  ball  check  valve.  Two  spring  loaded  stainless 
steel  balls  in  this  valve  seal  against  rubber  seats  whenever  the 
incoming  flow  stops.  After  the  check  valve,  incoming  water 
passes  through  a  vacuum  breaker  valve.  Failure  of  pressure 
in  the  water  supply  piping  allows  this  valve  to  open  and 
admit  air  to  the  water  piping,  which  prevents  back-siphonage. 
An  exhaust  muffler  reduces  discharge  noise  and  discharges 
waste  material  directly  into  a  sewer  line. 

INSPECTION  AND  TEST :  The  pump  is  adequately 
prevented  from  contaminating  the  potable  water  supply,  as 
described  above.  Discharge  of  waste  is  provided  for. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  A  VacuumAire  Motor 
Pump  under  the  provisions  of  RS  16,  P114.ll  of  the  Build¬ 
ing  Code  of  the  City  of  New  York  on  condition  that  when 
the  pumps  are  used  in  a  central  system  in  a  hospital  or  in¬ 
stitution,  the  exhaust  shall  discharge  separately  to  the  out¬ 
door  air  above  the  roof  or  at  other  locations  as  permitted 
by  the  Commissioner  of  the  Department  of  Buildings.  The 
pumps  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  261-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  an¬ 
nual  affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


262-72-SA 

APPLICANT — Hewlett-Packard  Company,  owner. 
APPEARANCES— 

For  Applicant:  Joseph  A.  Pinto. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  reommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
262-72-SA — Hewlett-Packard  Company,  Avondale,  Pennsyl¬ 
vania,  filed  for  approval  of  Model  Nos.  700,  402,  7620,  7610, 
and  5700  Gas  Chromatographs  under  the  provisions  of 
C19-91.0  Administrative  Code. 

PROPOSED  USE:  Gas  chromatograph. 

DESCRIPTION :  The  instrument  is  used  for  separating  a 
mixture  of  chemicals  into  individual  components.  The  mix¬ 
ture  is  introduced  usually  by  injection,  into  a  flowing  stream 
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of  inert  gas  within  the  instrument.  The  gas  stream  carries 
the  chemical  sample  into  a  column  where  the  components 
are  separated.  The  column  is  contained  in  an  oven  whose 
temperature  may  be  controlled.  A  detector  gives  an  electrical 
signal  as  each  component  of  the  mixture  passes  through. 
The  sample  introduction  section  and  detector  are  maintained 
at  an  elevated  temperature.  The  two  types  of  detectors  are 
used.  Helium  or  nitrogen  carrier  gas  is  used  when  the 
detector  is  a  thermal  conductivity  type.  When  a  flame 
ionization  detector  is  used,  hydrogen  is  mixed  with  the 
carrier  gas  at  the  column  exit  and  is  burned  at  a  small  jet. 
Air  or  oxygen  is  introduced  at  the  detector  to  support  com¬ 
bustion.  The  various  models  of  the  gas  chromatograph 
differ  only  in  design  details. 

INSPECTION  AND  TEST:  The  gas  chromatograph  is 
not  subject  to  any  provisions  of  the  New  York  City  Building 
Code.  The  use  of  gases  which  may  be  stored  under  pres¬ 
sure  is  subject  to  C19-91  of  the  New  York  City  Administra¬ 
tive  Code  (Fire  Department  Chapter). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Model  Nos.  700,  402,  7620,  7610,  and 
5700  Gas  Chromatographs  under  the  provisions  on  condi¬ 
tion  that  the  gases  used  with  the  chromatographs  shall  be 
stored  in  accordance  with  C19-91  of  the  New  York  City 
Administrative  Code  and  all  necessary  permits  for  the  stor¬ 
age  of  the  gases  as  specified  by  09-91  shall  be  obtained 
from  the  Fire  Department.  The  gas  chromatographs  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  262-72-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  material,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change  of 
ownership,  change  of  corporate  name,  change  of  address  or 
to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


285-72-SA 

APPLICANT — Bernie  &  Bob  Leventhal  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Bernie  Leventhal. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
285-72-SA — Bernie  and  Bob  Leventhal  Incorporated,  Massa- 
pequa,  New  York,  for  Webster  Division,  Andro  Corporation, 
Tulsa’  Oklahoma,  filed  for  approval  of  Water  Chillers. 
Modeis  CRE,  CRC,  and  CPK,  all  10A  through  142A2  and 


40C  through  151C2,  under  the  provisions  of  C26-107.2  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Water  chillers. 

DESCRIPTION :  The  air  cooled  chillers  are  electrically 
operated  equipment  with  horsepowers  between  10  and  140  for 
cooling  water  to  temperatures  between  40°F.  and  50°F.  The 
numerical  parts  of  the  model  designations  represent  the  ton¬ 
nages  of  refrigeration.  Model  CPK  is  a  complete  packaged 
chiller,  including  an  air  cooled  condenser,  direct  expansion 
cooler,  refrigeration  compressor  and  all  necessary  electrical 
and  refrigeration  controls  in  a  single  package.  It  is  intended 
for  outdoor  use.  Model  CRC  utilizes  a  remote  mounted  air 
cooled  condenser,  which  is  field  piped  with  interconnecting 
refrigeration  tubing  to  the  compressor  and  cooler  package. 
The  condenser  is  used  outdoors  and  the  compressor  and 
cooler  are  used  indoors.  Model  CRE  utilizes  a  remote 
mounted  cooler  section  which  is  field  piped  to  the  com¬ 
pressor-condenser  section.  The  compressor-condenser  section 
is  used  outdoors.  The  evaporators  are  shell  and  removable 
tube  bundle  design.  The  tubes  are  y  O.D.  copper  with 
an  extruded  aluminum  fin.  The  foamed  polyurethane  in¬ 
sulation  of  the  evaporators  is  protected  by  a  steel  jacket. 
The  compressors  are  accessible  hermetic  with  suction  gas 
cooled  motors  with  horsepower  ratings  of  10,  15,  20,  25, 
30,  and  35.  The  condensers  employ  a  spiral  fin  circular 
tube  design.  Water  receivers  with  fusible  plugs  and  optional 
relief  valves,  purge  valves,  and  liquid  indicators  are  supplied. 
Standard  accessories  include  a  high  pressure  safety  control, 
low  pressure  safety  and  operating  control,  oil  failure  switch, 
crankcase  heater,  freeze  safety  thermostat,  thermal  expansion 
valve,  temperature  controller,  capacity  modulation,  com¬ 
pressor  and  fan  motor  starter  or  contactor,  liquid  line  sol¬ 
enoid,  and  sight  glass  and  filter/drier. 

INSPECTION  AND  TEST:  All  pressure  vessels  under  6" 
in  diameter  and  all  electrical  components  and  materials  are 
approved  by  Underwriters’  Laboratories.  All  pressure  vessels 
over  6"  in  diameter  are  constructed  in  accordance  with  the 
ASME  code  and  assigned  National  Board  numbers.  All  wir¬ 
ing  is  done  within  the  applicable  provisions  of  the  National 
Electrical  Code.  All  refrigeration  piping  is  in  accordance 
with  ASA  B  9.1,  Code  for  Mechanical  Refrigeration 
Equipment. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Water  Chillers,  Models  CRE,  CRC, 
and  CPK,  all  10A  through  142A2  and  40C  through  151C2, 
under  the  provisions  of  C26-107.2  of  the  Building  Code  of 
the  City  of  New  York.  The  water  chillers  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
285-72-SA  ” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  corporate  name,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


286-72-SM 

APPLICANT— Frankel  Associates,  Incorporated,  owner. 
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APPEARANCES— 

For  Applicant :  M.  Oster. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
286-72-SM — Frankel  Associates,  Incorporated,  New  York 
City,  filed  for  approval  of  Neva-Flame  Sharkstooth-Gauze 
and  Muslin  under  the  provisions  of  the  Flameproofing  Rules 
of  the  Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Flameproof  fabrics. 

DESCRIPTION :  Neva-Flame  Muslin  is  a  scenery  fabric 
upon  which  theatrical  scenes  are  printed  for  backgrounds 
used  in  stage  settings. 

Neva-Flame  Sharkstooth-Gauze  is  a  mesh  type  fabric 
used  primarily  as  illusion  curtains  on  stage. 

INSPECTION  AND  TEST:  Both  fabrics  were  tested  by 
the  Better  Fabrics  Testing  Bureau  (No.  7468,  on  file)  under 
the  provisions  of  the  Flameproofing  Rules  of  the  Board 
and  met  all  requirements. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Neva-Flame  Sharkstooth  Gauze 
and  Muslin  under  the  provisions  of  the  Flameproofing  Rules 
of  the  Board  of  Standards  and  Appeals.  The  fabrics  shall 
be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  286-72-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  _  change  of  corporate  name,  change  of  address  or  to 
submit  the  annual  affidavit  will  be  cause  for  revocation  of 
approval. 

(Sgd.)  John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

25S-72-SA  “ — 

APPLICANT— Bruno  Appliance  Corporation  for  Whirl¬ 
pool  Corporation,  owner. 

SUBJECT— Application  April  12,  1972— Whirlpool  Food 
Waste  Disposers  Models  Nos.  SMD40,  SO,  60  80 

approval  of.  ’ 

APPEARANCES— 

For  Applicant:  Wilbur  F.  Troy. 

-ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at 


727-71-A — Vol.  II 

APPIUCANT— Maxfield  Blaufeux  and  Heywood  Blaufeux 
tor  Century  Villa,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  as 


Volume  II  subject  to  regular  procedure — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  full  time  paid 
attendant  for  thirteen  cars,  portion  of  building  is  less  than 
8%  of  the  total  perimeter ;  previously  denied. 

PREMISES  AFFECTED — 9515  Avenue  N,  north  side, 
102.10^4  feet  west  of  East  96th  Street,  Block  8279,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

Negative: . ’  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1972  on  N.  B.  Applic.  260-71,  reads : 

“1)  The  proposed  bldg,  is  contrary  to  Sec.  C26-401.1 
Admin.  Bldg.  Code  in  that  the  portion  of  the  bldg,  which 
is  facing  on  a  street  is  less  than  8%  of  the  total  perim¬ 
eter  of  the  bldg.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  March  9,  1972,  acting  on  N.  B.  Applic. 
260-71  Objection  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conform  to  drawings  marked  “Received  June  8, 
1972,  1  sheet  and  all  laws,  rules  and  regulations  applicable 

thereto  be  complied  with. 


172-72-A 

APPLICANT — Herman  J.  Jessor  for  Twin  Pines  Village, 
Incorporated,  owner. 

SUBJECT  Application  March  7,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  electrical  power 
of  steam  generating  plants  are  classified  as  D-l  in  Refer¬ 
ence  Standard  RS3-3  Building  Code,  City  of  New  York. 
PREMISES  AFFECTED— 165  Elmira  Loop,  northeast 
of  rBroo°klynCh0ederS  Avenue’  BIock  4452’  Lot  8S.  Borough 
APPEARANCES— 

For  Applicant:  Herman  J.  Jessor  and  W.  H.  Correale. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 

Commissioner  Agusta .  r 

Negative:  . * *  . .  ^ 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  February  29,  1972  on  N.B.  Applic.  50-70,  reads: 

!•  Electrical  Power  or  Steam  Generating  Plants 

aSS1^C4  a^-  D_1,  ^  Reference  Standard  RS3-3, 
Building  Code,  City  of  New  York.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  granted 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  29,  1972,  acting  on  N.B.  Applic.  50-70  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  for  permission  to  install  the 
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power  plant  under  the  D-2  classification  and  Reference 
Standard  RS3-3  of  the  Department  of  Buildings,  on  condi¬ 
tion  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 


182-72-A 

APPLICANT — Charles  M.  Spindler  for  First  National 
City  Bank,  owner. 

SUBJECT — Application  March  8,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  elevator  in  readiness. 
PREMISES  AFFECTED — 254  Park  Avenue  South,  north¬ 
west  corner  of  East  20th  Street,  Block  849,  Lot  36,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Capt.  John  Petragila  and  Lt.  John 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  7,  1972,  reads : 

_  “In  reply  to  your  request  of  March  6,  1972  for  a 
Quick  Response  Elevator  Service  at  the  above  premises 
is  hereby  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  7,  1972,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  Quick  Response  Service  be  in  accordance  with 
Calendar  No.  630-56-GR  be  installed  and  the  grant  is  for  a 
term  of  ten  years  and  the  sprinkler  system  have  a  central 
office  connection  and  on  condition  that  the  building  shall  con¬ 
form  to  drawings  marked  “Received  March  8,  1972,”  1  sheet 
and  all  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with. 

183-72-A 

APPLICANT — Charles  M.  Spindler  for  Grokash  Corpora¬ 
tion,  owner. 

SUBJECT — Application  March  8,  1972 — Appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Elevator  in  Readi¬ 
ness. 

PREMISES  AFFECTED — 236-238  West  30th  Street,  south 
side,  300  feet  east  of  8th  Avenue,  Block  779,  Lot  63 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Administration:  Capt.  John  Petraglia  and  Lt.  John 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 


March  7,  1972,  reads : 

“1.  In  reply  to  your  request  of  March  6,  1972  for 
a  Quick  Response  Elevator  Service  at  the  above  premises 
is  hereby  denied.” 

and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  March  7,  1972,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  Quick  Response  Service  be  in  accordance  with 
Calendar  No.  630-56-GR  be  installed  and  the  grant  is  for  a 
term  of  ten  years  and  the  sprinkler  system  have  a  central 
office  connection  and  on  further  condition  that  the  building 
shall  conform  to  drawings  marked  “Received  March  8,  1972.” 
1  sheet  and  all  laws,  rules  and  regulations  applicable  thereto 
shall  be  complied  with. 


188-72-A 

APPLICANT — Kenneth  L.  Meyer  for  Garry  Laboratories, 
owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flamma¬ 
ble  mixture  known  as  “Engine  Tune  Up”  and  “Gas 
Stinger”  in  15  fl.  oz.  containers,  metal  cans  without  re¬ 
placeable  tops  or  caps. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Capt.  John  Petraglia  and  Lt.  John  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Vice  Chairman  Klein, 
Commissioner  Madigan,  Commissioner  Nolan  and 


Commissioner  Agusta .  5 

N egative : .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  24,  1972  on  Folder  #122-3886,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘Engine  Tune  Up’  (F.  F.  99°F.) 
and  ‘Gas  Stinger’  (F.  F.  88 °F.)  which  are  classified  as 
Flammable  Mixtures  in  containers  as  follows :  15  fi. 
oz.  metal  cans  without  replaceable  caps  or  tops  is  Dis¬ 
approved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C19.59.0.C  NYC  Adm.  Code 
requires  that  Flammable  Mixtures  be  packaged  in  con¬ 
tainers  equipped  with  replaceable  tops  or  caps.” 
and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  February  24,  1972,  acting  on  Folder  #122-3886 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  shall  substan¬ 
tially  comply  with  drawings  filed  with  this  application  marked 
“Received  April  19,  1972,”  1  sheet  and  that  the  label  have 
prominently  displayed  instructions  that  the  entire  contents  be 
emptied  on  opening  in  language  such  as  will  be  satisfactory 
to  the  Fire  Commissioner  and  in  all  other  respects  all  applic¬ 
able  laws,  rules  and  regulations  shall  be  complied  with. 


746-71-A 

APPLICANT — Aaron  Halpern  for  New  York  Phoenix 
School  of  Design,  owner. 
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SUBJECT — Application  December  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stair  at  center 
of  building  to  be  enclosed. 

PREMISES  AFFECTED — 160  to  162  Lexington  Avenue, 
northwest  corner  of  30th  Street,  Block  886,  Lot  21,  Borough 
of  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1972,  at  2 
P.M.,  at  the  request  of  the  applicant. 


136-72-A 

APPLICANT — H.  M.  Cole  for  Trinity  Place  Company, 
owner. 

SUBJECT — Application  February  IS,  1972 — proposed  lock¬ 
ing  system  for  doors  opening  into  interior  enclosed  stairs, 
Local  Law  76  of  1968. 

PREMISES  AFFECTED— 1  Liberty  Plaza,  Entire  Block, 
1  to  25  Cortlandt  Street,  149  to  171  Broadway,  77  to  99 
Liberty  Street  and  1  to  15  Church  Street,  Blocks  50,  62, 
Lots  2,  12,  17,  1,  7  and  8,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  P.  J.  Carvin. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D. 
ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  2 
P.M.,  for  continued  hearing;  previously  inspected. 


166-72-A 

APPLICANT — Sol  Feinberg  for  Castle  Coal  &  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  trucks  through  the  city  streets  not  in  conformity 
with  the  requirements  of  administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Capt.  John  F.  Petraglia  and  Lt.  John 
P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at  2 
P.M.,  for  decision;  hearing  closed. 

187-72-A 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT— Application  March  14,  1972— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  egress  and  loca¬ 
tion  of  gasoline  dispensary  pump. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Abraham  Grossman. 

ACTION  OF  BOARD— Laid  over  to  June  20,  1972,  at  2 
P.M.,  for  decision;  applicant  to  file  corrected  plans  -  hear¬ 
ing  closed. 

191-72-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 

SUBJECT— Application  March  15,  1972— Appeal  from  a 
decision  of  the  Fire  Commissioner,  re-  transportation  of 
fuel  oil  in  New  York  City. 

APPEARANCES— 

For  Applicant:  Raymond  L.  Reeves. 

For  Administration:  Lt.  John  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1972,  at 
2  P.M.  for  revised  plans.  Continued  hearing-. 


225-72-A 

APPLICANT — Bernard  Goodman. 

OWNER  OF  PREMISES— Shelter  Realty  Corporation. 
SUBJECT — Application  March  28,  1972 — Revocation  of 
Alteration  Permit  No.  1595-69  and  1596-69. 

PREMISES  AFFECTED— 206-210  East  17th  Street,  south 
side,  120  feet  east  of  Third  Avenue,  Block  897,  Lots  69, 
71,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Bernard  Goodman  and  Michael  A. 

Schwartz  (represents  owner). 

For  Opposition :  I.  Minkin,  Building  Dept. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  2 
P.M.,  for  decision.  Hearing  closed. 


238-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of 
Buildings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT— Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40724. 

PREMISES  AFFECTED — 65  Grasmere  Avenue,  north¬ 
east  corner  of  Crist  Street,  Block  3163,  Lot  1,  Grasmere, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  B.  D. 

For  Owner :  Philip  S.  Levine. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1972,  at  2 
P.M.,  for  continued  hearing,  for  the  purpose  of  obtaining 
additional  information. 


244-72-A 

APPLICANT — Joseph  Stein,  Commissioner,  Dept,  of  Build¬ 
ings. 

OWNER  OF  PREMISES— Nicholas  Vlassenko. 

SUBJECT — Application  April  4,  1972 — Revocation  of  Cer¬ 
tificate  of  Occupancy,  #40725. 

PREMISES  AFFECTED — 27  Crist  Street,  north  side,  56.17 
feet  west  of  Sheridan  Avenue,  Block  3163,  Lot  40,  Gras¬ 
mere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  I.  Minkin,  B.  D. 

For  Owner:  John  J.  Turvey. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1972,  at  2 
P.M.,  for  further  discussion  with  the  commissioners. 


248-72-A 

APPLICANT — Buckley  and  Kisseloff  for  Samuel  Minskoff 
&  Sons,  owner. 

SUBJECT — Application  April  6,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  office 
building,  stair  enclosures,  escalators,  etc. 

PREMISES  AFFECTED — 650  Fifth  Avenue,  southwest 
corner  of  West  52nd  Street,  Block  1267,  Lots  41,  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  John  Foley,  John 
Van  Heusen,  Thomas  Durco,  Armind  Fokhale  and  Stan¬ 
ley  Abercrombie. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  2 
P.M.,  continued  hearing.  For  the  Mid-Town  Planning  and 
City  Planning  Commission  to  confer  on  the  plans. 

Adjourned  :  3  :30  P.M. 

James  P.  Mulroy,  Secretary 
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DOCKET 

New  Cases  Filed  up  to  June  20,  1972 
Cal.  No.  Dept.  Premises  A  ffected 

397-72-BZ — B.Q.- — 141-75  Springfield  Boulevard,  south¬ 
east  corner  of  Edgewood  Avenue,  Block  13063,  Lot  55, 
Springfield  Gardens,  Borough  of  Queens,  Community 
Board  #13,  N.B.  4935-48,  re-  new  certificate  of  occupancy 
for  storage  and  sales  of  building  supplies,  R3-2  district. 


398-72-BZ — B.R. — 245  Forest  Avenue,  northeast  corner 
of  Ridgewood  Place,  Block  130,  Lot  49,  New  Brighton, 
Borough  of  Richmond,  Community  Board  #2,  Alt.  No. 
266-71,  re-  lot  area,  open  space  and  floor  area  ratio,  R-4 
district. 


399-72-A — B.R. — 245  Forest  Avenue,  northeast  corner  of 
Ridgewood  Place,  Block  130,  Lot  49,  New  Brighton, 
Borough  of  Richmond,  Alt.  No.  266-71,  re-  cellar  occu¬ 
pancy,  exists  and  fire  escapes,  R-4  district. 


400-72-BZ — B.R. — 255  Forest  Avenue,  northwest  cdrher 
of  Ridgewood  Place,  Block  131,  Lot  56,  New  Brighton, 
Borough  of  Richmond,  Alt.  No.  265-71  (Community 
Board  #2),  re-  lot  area,  open  space  and  floor  area  ratio, 
R-4  district. 


401-72-A — B.R. — 255  Forest  Avenue,  northwest  corner 
of  Ridgewood  Place,  Block  131,  Lot  56,  New  Brighton, 
Borough  of  Richmond,  Alt.  No.  265-71,  re-  cellar  occu¬ 
pancy,  exits  and  fire  escapes,  R-4  district. 


402-72-BZ — B.Bx. — 625  East  Fordham  Road,  northwest 
corner  of  Belmont  Avenue,  Block  3273,  Lots  225,  243, 
Borough  of  The  Bronx,  Community  Board  #6,  Alt.  No. 
343-69,  re-  proposed  extension  of  used  car  sales  lot,  C8-1 
and  R-6  district. 


409- 72-SA — Patterson-Kelley  Company  Incorporated, 
P-KW,  P-KW  12  through  360,  tanks  1  through  23  auto¬ 
matic  heated  domestic  water  heaters,  manufactured  by 
Patterson-Kelley  Company  Incorporated,  Appliance. 

410- 72- S  A — Patterson-Kelley  Company  Incorporated, 
P-K  400,  401-16  through  412-36  automatic  heated  do¬ 
mestic  water  heaters,  manufactured  by  Patterson-Kelley 
Company  Incorporated,  Appliance. 


411-72-SM — Eaton  Corporation  Controls  Division,  dole 
model  PA-200  boom  length  angle  system,  manufactured 
by  Eaton  Corporation  Controls  Division,  Material. 


412-72-BZ  B.Bx.  751  East  Gunhill  Road,  northeast 
corner  of  Holland  Avenue,  Block  4699,  Lots  1,  84,  Bor¬ 
ough  of  The  Bronx,  Community  Board  #13,  Alt.  No. 
re~  proposed  change  of  use  to  furniture  store  R-6 

district. 


B-B-— 2537  to  2561  86th  Street,  2002  to  2032 
Stillwell  Avenue,  northwest  corner  and  2538  85th  Street 
Block  6860,  Lots  21,  28,  32,  Borough  of  Brooklyn,  Com¬ 
munity  Board  #11,  N.B.  174-72,  re-  automobile  laundry 
and  automotive  service  station,  C8-2  and  R-5  district. 


414-72-SA  De\  dtuss  Company  Division  of  Champion 
Spark  Plug  Company,  electrostatic  fluidized  bed  various 
models,  manufactured  by  DeVilbiss  Company  Division 
ot  Champion  Spark  Plug  Company,  Appliance. 


J!4'72'SA~~Eclipse  Lookout  Company,  HC-LT,  VHC- 
„  heat  transfer  units  manufactured  by  Eclipse  Lookout 
Company,  Appliance. 


pany  types  A,  B,  S,  l^s  N,  3-N  and  ribform  roof  decks 
manufactured  by  Inland-Ryerson  Construction  Products 
Company,  Material. 


403-72-BZ — B.Q. — 148-45  89th  Avenue,  northwest  corner 
of  150th  Street,  Block  9693,  Lot  42,  Jamaica,  Borough  of 
Queens,  Alt.  No.  674-71  (Community  Board  #12),  re¬ 
increase  in  number  of  zoning  rooms  increases  the  degree 
of  density,  R-6  district. 


404-72-BZ — B.B. — 535  Coney  Island  Avenue,  and  44  to 
50  Hinckley  Place,  southeast  corner,  Block  5114,  Lots  1 
3,  Borough  of  Brooklyn,  Community  Board  #14,  N.B’ 
199-72,  re-  automotive  service  station  and  retail  store 
C2-3  district. 


405-72-A — F.D. — Packaging  of  combustible  mixture 
known  as  “Hercules  windshield  washer  anti-freeze  and 
glass  cleaner  in  one  gallon  high  density  polyethylene 
containers  not  in  compliance  with  the  regulations  of  the 
Administrative  Code. 


406- 72-A— B.B.  1454  49th  Street,  south  side,  220  feet 
west  of  15th  Avenue  Block  5642,  Lot  29,  Borough  of 
Brooklyn,  Alt.  No.  608-72,  re-  conversion  of  a  doctors 
office  to  a  synagogue,  R-6  district. 

407- 72-SM— Richmond  Screw  Anchor  Company  Division 
or  bhattuck  Denn  Mining  Corporation,  Richmond  screw 
anchor  insert  LCB-1,  3/4",  1",  \yA»  diameter  for  structural 
and  other  connections  or  erection  purposes,  manufactured 
by  Richmond  Screw  Anchor  Company  Division  of  Shat- 
tuck  Denn  Mining  Corporation,  Material. 


417-72-SM— InHnd-Ryerson  Construction  Products  Com- 
pany  3  V  composite  floor  deck,  and  3"  N1FV  composite 
cellufloor,  manufactured  by  Inland-Ryerson  Construction 
Products  Company,  Material. 

tion  ProductTcompCatnyf<Mat'eHa1.ai1^~RyerSOn 

419-72-SM— Inland-Ryerson  Construction  Products  Com- 
hvnyfnk,PeHS  p’  B-  S’  N,  3"  N  roof  decks,  manufactured 
Maters  yerS°n  Constructl°n  Products  Company, 


420-72-BZ— B.Bx— 750  Grand  Concourse,  southeast  cor- 

ThP  PE  r6  StreCt’  B1°ck  24S8’  Lot  26’  Borough  of 
I  he  Bronx,  Community  Board  #4,  Alt.  No.  8-71  re- 

Rg-cgl' distHcetaSe  ^  aPtS  ^  existing  multiple  dwelling, 


r  -r~'  A  ■%  r  s  i  - *  .  auumeast  cor- 

"er  °f  E*st  156tk  Str.eTet>  Block  2458,  Lot  26,  Borough 

nLT16  ?rwnfiXV'oHt#-N°:  8~71,  re~  proposed  sub-cellar 
apartment,  R8-C8-3  district. 


422-72-SA— Dunham-Bush  Incorporated,  iron  fireman  or 
Dunham-Bush  gas  oil  burners,  manufactured  by  Dunham- 
Bush  Incorporated,  Appliance. 


p0K75nn^PSt?T°erKenneycmS1^n^  TncorPorated, 
P  K  500,  505-36  IT  through  514-66  23T,  vertical  and  hori¬ 
zontal  automatic  heated  domestic  water  heaters,  manu¬ 
factured  by  Patterson-Kelley  Company  Incorporated 
Appliance.  ’ 


DESIGNATIONS:  D — Department  of  Building*  p  t*  r* 
of  Biiildinss  Brooklyn;  B.M.— Department  of  Buildings  Manhattan* 
B.Q.— Department  of  Buildings,  Queens;  B.R.— Department  of  Buildl 
B.Bx.  Department  of  Buildings  Bronx*  PT  ri 
Health  Department;  F.D.— Fire  Department  *  ’  °  ’  H 
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JULY  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  18,  1972,  at  10  o’clock  at  80  Lafayette 
Street,  '9th  floor,  New  York,  N.  Y.  10013  on  the  following 
matters : 

724-56-BZ 

APPLICANT— Richard  N.  Abrahams  for  Estate  of  Lillian 
Edelblum,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  November  19, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h,  7i  and  7  A 
of  the  Zoning  Resolution,  permitting  partly  in  a  retail  use 
district  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
with  accessory  car  washing — non  automatic;  minor  repairs 
with  hand  tools  only,  office,  sales  and  storage  of  auto 
accessories,  and  parking  of  motor  vehicles  waiting  to  be 
serviced,  with  curb  cuts  located  within  75  feet  of  a  resi¬ 
dence  use  district  and  with  a  ground  sign  in  a  retail  use 
district. 

PREMISES  AFFECTED — 42-42  Francis  Lewis  Boulevard, 
west  side,  62.20  feet  south  of  42nd  Road,  Block  5373,  Lot 
26,  Bayside,  Borough  of  Queens. 


4-57-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kermit  Winslow, 
owner. 

SUBJECT— Application  for  consideration — reopening  for^ex- 
tension  of  term  of  variance  which  expired  May  23,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  the  alteration  and 
maintenance  of  the  first  floor  of  existing  building  for  use 
as  a  funeral  chapel,  office  and  embalming  room. 

PREMISES  AFFECTED — 823  Lexington  Avenue  and  56 
Patchen  Avenue,  northwest  corner,  Block  1622,  Lot  49, 
Borough  of  Brooklyn. 


1018-55-BZ 

APPLICANT — Emanuel  Gover  for  Caroline  Kellerman  and 
Mary  Ellen  Burke,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  April  3,  1973 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  local  retail  use  district,  a  parking  lot  for 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 133-135  West  165th  Street  and 
1058-1066  Ogden  Avenue,  northeast  corner,  Block  2514, 
Lot  1,  Borough  of  The  Bronx. 

315-72-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  April  28,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-65  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  and  penthouse  addition  to  a  telephone  exchange 
previously  before  the  Board. 

PREMISES  AFFECTED — 355  Forest  Avenue,  northwest 
corner  of  Hart  Boulevard,  Block  132,  Lot  159,  West 
Brighton,  Borough  of  Richmond,  Community  Board  #2. 

380-72-BZ 

APPLICANT — Larry  Meltzer  for  Temple  Shaare  Emeth, 
owner. 


SUBJECT — Application  June  2,  1972  decision  of  the  Borough 
Superintendent,  under  Sections  72-21  and  73-64  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  Synagogue,  School, 
and  Community  Center  that  encroaches  on  the  required 
front  yard  and  side  yard,  and  without  the  required  accessory 
parking. 

PREMISES  AFFECTED— 6012  to  6022  Farragut  Road, 
and  602  to  612  East  78th  Street,  southwest  corner,  Block 
7982,  Lot  49,  Borough  of  Brooklyn,  Community  Board  #17. 


391-72-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Congregation  Beth  Hamedrash  Hachodosh 
Talmad,  owner. 

SUBJECT — Application  June  6,  1972 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  erection  of  an 
11  story  Synagogue  and  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio  and  lot  coverage,  has  less  than 
the  required  lot  area,  open  space  ratio,  and  lot  area  per 
room,  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 223  to  227  East  51  Street,  north 
side,  260  feet  east  of  Third  Avenue  and  224  to  226  East  52 
Street,  Block  1325,  Lot  40,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #6. 


394-72-B  Z 

APPLICANT — Thomas  P.  Crinnion  Avenue  Associates  for 
Tittle  Tattle  Ltd.  owner. 

SUBJECT— Application,  June  9,  1972— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-8  district,  for  a  term  of  five 
years,  in  an  existing  20  story  building,  the  addition  to  the 
uses  of  the  first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 1189  to  1199  First  Avenue, 
southwest  corner  of  East  65th  Street,  Block  1439,  Lot  30, 
Borough  of  Manhattan.  Community  Board  #8. 


108-72-BZ 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT — Application  January  28,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  public  school. 

PREMISES  AFFECTED— 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx.  Community  Board  #12. 

Laid  over  from  June  20,  1972,  for  continued  hearing, 

for  the  purpose  of  publishing  Administrative  Appeal. 

396-72-A 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT — Application  June  13,  1972 — provide  properly 
fire  rated  corridor  leading  to  north  stair  at  second  floor. 

PREMISES  AFFECTED — 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx. 

SAMUEL  L.  BECKER,  Chairman 


JULY  18,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  18,  1972,  at  2  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 


587 


CALENDAR 


662-71-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots  11 
and  12,  Borough  of  Manhattan. 


191-72-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 
SUBJECT — Application  March  15,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  transportation  of  Fuel 
oil  in  New  York  City. 


bustible  mixture  known  as  “Hercules  windshield  washer 
anti-freeze  and  glass  cleaner”  in  one  gallon  high  density 
polyethylene  containers  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 

SAMUEL  L.  BECKER,  Chairman 


SEPTEMBER  6,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  September  6,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

157-72-BZ 

APPLICANT — Ludwig  P.  Bono  for  Pro  Deo  Guild,  owner. 

SUBJECT— Application  February  24,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
residential  second  floor  to  an  existing  one  story  commer¬ 
cial  building  that  creates  non-compliance  in  floor  area 
ratio,  open  space  ratio,  lot  area  per  room  and  encroach¬ 
ment  into  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 5768  Mosholu  Avenue,  south 
side,  278.2  feet  west  of  Post  Road,  Block  5855,  Lot  2249, 
Borough  of  The  Bronx.  Community  Board  #14. 


267-72-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Grymes  Hill  Manor  Estates, 
Incorporated. 

SUBJECT — Application  April  19,  1972 — for  Modification  of 
Certificate  of  Occupancy  re-  yard  hydrant. 

PREMISES  AFFECTED — 53  Seth  Court,  north  side,  400 
feet  west  of  Howard  Avenue,  Block  596,  Lot  100,  Grymes 
Hill,  Borough  of  Richmond. 


168-72-BZ  — 

APPLICANT — Fred  Strauss,  owner. 

SUBJECT— Application  March  2,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  maintenance  of 
an  off-site  accessory  parking  facility  for  a  motor  vehicle 
repair  shop. 

PREMISES  AFFECTED — 652-654  Onderdonk  Avenue 
southeast  corner  of  Linden  Street,  Block  3454,  Lot  24’ 
Ridgewood,  Borough  of  Queens.  Community  Board  #5.  ’ 


378-72-A 

APPLICANT — Otis  Elevator  Company  for  Memorial  Hos¬ 
pital  for  Cancer  and  Allied  Diseases. 

SUBJECT  Application  June  1,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  food  and  ma¬ 
terial  lifts  with  transfer  devices. 

PREMISES  AFFECTED — 1269  York  Avenue,  419  to  445 
East  67th  Street,  northwest  corner,  Block  1462,  Lots  5  1 
Borough  of  Manhattan. 


390-72-A  - - 

A^,PLICANT — Sol  Feinberg  for  Cormier  and  Ebony 
Trucking  Incorporated,  owner. 

SUBJECT  Application  June  7,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  #2 
fuel  oil  in  tank  trailer  trucks  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  City  of  New 
York. 


405-72-A  - - 

APPLICANT — Hercules  Incorporated,  owner. 

SUBJECT— Application  June  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com- 


174-72-BZ  ~ 

APPLICANT — Eugene  Sicignane,  owner. 

SUBJECT— Application  March  7,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  a  public  parking  lot. 

PREMISES  AFFECTED — 86  to  90  Steuben  Street,  west 
side  d03.83/4  feet  south  from  Park  Avenue,  Block  1893 
Lots  10  11,  42  and  43,  Borough  of  Brooklyn.  Com¬ 
munity  Board  #2. 


221-72-BZ  *  ~ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kastpark  Apartments,  Inc.,  owner. 

SUBJECT— Application  March  27,  1972— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter 
to  permit  in  an  R10  district,  the  erection  of  a  24  story 
multiple  dwelling  without  the  required  accessory  parking 

PREMISES  AFFECTED — 1006- 1 008  Fifth  Avenue,  east 
side,  27.2  feet  south  of  East  82nd  Street  and  2  East  82nd 
^treet,  Block  1493,  Lots  68,  70,  71,  72,  Borough  of  Man¬ 
hattan.  Community  Board  #8. 

SAMUEL  L.  BECKER,  Chairman 


588 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  20,  1972,  10  A.M. 

Present :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  and  afternoon,  June  6,  1972,  were  approved 

as  printed  in  the  Bulletin  of  June  15,  1972,  Vol.  57,  No.  24. 

340-41-BZ 

APPLICANT — Lama  and  Vassalotti  for  Gulf  Oil  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  May  1,  1972- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7f  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  for  a  term  of  years, 
the  erection  and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 72-09  Main  Street,  southeast 
corner  of  72nd  Avenue,  Block  6660,  Lot  1,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative :  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1941,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  20,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1941,  as  amended  through  March  26,  1963,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  May  1,  1972,  to 
permit  .  .  .;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  110-62) 


389-51-BZ— Vol.  I 

APPLICANT — H.  M.  Cole  for  Tracco-Bogota,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  7, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  extension 
of  garage  use  on  West  56th  Street  (Lot  40)  presently  used 
as  a  storage  garage,  to  be  extended  into  building  located 
on  Lot  39,  presently  used  as  a  non-storage  (three  pleasure 
cars;  balance  dead  storage). 

PREMISES  AFFECTED— 108-112  West  56th  Street,  south 
side,  150  feet  west  of  Avenue  of  the  Americas,  Block  1008, 
Lots  39  and  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  H.  M.  Cole. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I,  on  March  11,  1952,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  20,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  11, 
1952,  as  amended  through  October  7,  1969,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  three  years  from  October  7,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  526-51) 

404-52-BZ 

APPLICANT — McGee  and  Morsellino  for  Louise  Foley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  17, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  business  and  unre¬ 
stricted  use  district  the  reconstruction  and  extension  of 
existing  gasoline  service  station  to  include  adjoining  exist¬ 
ing  lot  used  for  parking  and  storage  of  motor  vehicles, 
to  include  gasoline  service  station,  lubritorium,  car  wash, 
storage  and  sale  of  accessories,  motor  vehicle  repairs  and 
office  and  to  permit  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 86-10  Whitney  Avenue,  south¬ 
west  corner  of  88th  Street,  Block  1579,  Lot  20,  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative:  . . . ; .  0 

Absent:  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  9,  1952,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  20,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  9,  1952,  as  amended  through  June  16,  1970,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  17,  1972, 
to  permit  the  parking  of  motor  vehicles  awaiting  ser¬ 
vice  .  .  . ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  1729-52) 

795-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sgt.  Meyer  Levin 
Memorial  Hall  Association,  Incorporated,  owner. 
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SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  9,  1972 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
building  for  public  function  and  meeting  rooms. 

PREMISES  AFFECTED— 1624  East  14th  Street,  west 
side,  180  feet  south  of  Avenue  P,  Block  6776,  Lot  16, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ....  4 


Negative :  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
July  9,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  20,  1972,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  9, 
1957,  as  amended  through  December  2,  1958,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  July  9,  1972,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2864-55) 


852-56-BZ — Vol.  Ill 


APPLICANT — Meyer  Press  for  Harberk  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension,  of  term  of  variance  which  expired  March  13,  1972 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  one  story  building  as  a  motor  vehicle 
repair  shop  including  wheel  alignment,  brake  testing  and 
brake  repairs. 

P  REMISES  AFFECTED — 143-05  Liberty  Avenue  and 
102-41  i°  102-47  Remington  Street,  northeast  corner,  Block 
10020,  Lot  138,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Meyer  Press. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


VOTE— 


Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  '  4 

Negative:  .  ”*  q 

Absent :  Vice  Chairman  Klein  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
III,  on  March  13,  1962,  on  certain  conditions;  and 
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Tune  ?nRE1Q79a  p“b1^  hean>  held  on  this  application  on 
June  20,  1972,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

nrfee°Pien  and  a,mend  the  ^solution  adopted  on  March 
13.  1962  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 


“granted  for  a  term  of  ten  years  from  March  13,  1972, 
to  permit  .  .  .;  on  condition  that  illuminated  signs  comply 
with  those  permitted  in  a  C-l  district  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects;  and  that  a  new  Certifi¬ 
cate  of  Occupancy  shall  be  obtained.”  (N.B.  4151-61) 

30-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joseph  Tanen- 
baum,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  September  17, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  and  residence  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  washing  (non-automatic)  minor 
repairs  (hand  tools  only),  office  storage  and  sales  of  auto 
accessories  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 136-31  to  136-39  35th  Avenue, 
northwest  corner  of  Leavitt  Street,  Block  4951,  Lot  71, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative :  .  o 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  17,  1957,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  20,  1972,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  17,  1957,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

granted  for  a  term  of  ten  years  from  September  17, 
1972,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  3995-56) 

842-68-BZ  ~ 

APPLICANT — Max  Siegel  Associates  for  Derwood 

Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  June  15, 
19/2  decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  73-62  of  the  Zoning 
Resolution  permitting  in  an  R7-1  and  C8-3  district,  in  an 
existing  six  story  multiple  dwelling,  the  conversion  of  the 
doctors’  offices  in  the  cellar  to  apartments  that  increases 
the  degree  of  non-compliance  in  floor  area  ratio,  open 
space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 910-916  Sheridan  Avenue,  east 
side,  175  feet  south  of  East  163rd  Street,  Block  2454,  Lot 
11,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative  . •  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  CommissionerAgusta  .  4 
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Negative:  .  0 

Absent:  Vice  Chairman  Klein .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  15,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  extension  of  time  to  ob¬ 
tain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  15, 
1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  15,  1972.”  (Alt.  525-68) 


185-71-BZ 

APPLICANT— Mok  and  Sonber  for  The  Abbey  Funeral 
Director  Incorporated,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  time  to  complete,  which  expires  June  22, 
1972— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  73-27  of  the  Zoning 
Resolution,  permitting  in  a  Cl -A  district  at  an  existing 
funeral  establishment  previously  before  the  Board,  the  erec¬ 
tion  of  two  additional  stories  and  without  the  required 
loading  berth. 

PREMISES  AFFECTED— 888  Lexington  Avenue,  south¬ 
west  corner  of  66th  Street,  Block  1400,  Lot  58,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Mok  and  Frank  Coleman. 
ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative: . . .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  22,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  22, 
1971,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  22,  1972.”  (Alt.  890-70) 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  October  24,  1972,  at  10 
A.M.,  at  the  request  of  the  applicant. 


528-71-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  August  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 133-44  150th  Street,  and  149-17 
North  Conduit  Avenue,  northwest  corner,  Block  12116, 
Lot  1,  South  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ronald  Ogur. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1972,  at  10 
A.M.,  at  the  request  of  the  applicant. 


108-72-BZ 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board 
of  Education,  City  of  New  York,  owner. 

SUBJECT — Application  January  28,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  two  story  and  cellar  public  school. 

PREMISES  AFFECTED — 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx.  Community  Board  #12. 

APPEARANCES— 

For  Applicant :  Bennie  Thompson,  Annabelle  Hecker, 
Rosalie  Phillips,  Joseph  C.  Schmitt,  Julia  J.  Miscurski, 
R.  R.  Schottland  and  Aileen  B.  Ryan. 

For  Opposition:  Fay  Jordaene,  Robert  Barschere,  Jack 
Trainer,  Isabelle  Egdarf  and  Patrick  J.  Guarino. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1972,  at  10 
A.M.,  for  continued  hearing,  for  the  purpose  of  publishing 
Administrative  Appeal. 

396-72-A 

APPLICANT — L.  E.  Tuckett  and  Thompson  for  Board  of 
Education,  City  of  New  York,  owner. 

SUBJECT — Application  June  13,  1972 — provide  properly  fire 
rated  corridor  leading  to  north  stair  at  second  floor. 

PREMISES  AFFECTED — 200  City  Island  Avenue,  east 
side,  820.44  feet  north  of  Pilot  Street,  Block  5641,  Lot  280, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Bennie  Thompson. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1972,  at  10 
A.M.,  for  the  purpose  of  publication. 

149-72-BZ 

APPLICANT — Harold  Weinberg  for  Berl  Goldhirsch, 
owner. 

SUBJECT — Application  February  22,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-3  district,  in  an  existing 
three  story  building,  the  enlargement  in  area  of  the  second 
floor  apartment  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  the  lot 
area  requirement. 

PREMISES  AFFECTED — 199  Lee  Avenue,  northeast  cor¬ 
ner  of  Heyward  Street,  Block  2226,  Lot  1,  Borough  of 
Brooklyn,  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Harold  Weinberg  and  Nathan  Kirshen- 
baum. 
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For  Opposition:  Ruth  Silverman  and  Irving  Gay. 
ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  10 
A.M.,  for  the  purpose  of  obtaining  additional  information. 
Continued  hearing. 


158-72-BZ 

APPLICANT — Vincent  B.  Agusta  for  Joseph  Ferrarella, 
owner. 

SUBJECT — Application  February  24,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  in  an  existing 
one  story  commercial  building,  the  conversion  of  three 
retail  stores  to  funeral  establishment. 

PREMISES  AFFECTED— 67-61  to  67-71  Eliot  Avenue 
and  66-70  to  66-80  68th  Street,  northwest  corner,  Block 
2780,  Lot  100,  Maspeth,  Borough  of  Queens.  Community 
Board  #2. 

APPEARANCES— 

For  Applicant :  George  Fuchs. 

For  Opposition:  John  Barbato,  Vincent  Santoro,  Andrew 
Cassese  and  William  H.  Fiedler. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  2 
P.M.,  for  decision;  previously  inspected;  hearing  closed. 


205-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Max  Berman, 
Miklos  Tischler  and  Regina  Tischler,  owners. 

SUBJECT — Application  March  21,  1972— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
five  story  health  related  facility  that  exceeds  the  permitted 
floor  area  ratio  and  lot  coverage,  encroaches  on  the  required 
front  and  side  yards  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED— 3002-3038  West  35th  Street. 
3502-3512  Surf  Avenue,  southwest  corner  and  3501-3511 
Riegelman  Boardwalk,  Block  7065,  Lot  25,  Borough  of 
Brooklyn.  Community  Board  #13. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Nat  Blomas  and 
R.  I.  Pezenik. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  10 
A.M.,  for  continued  hearing;  applicant  to  file  drawings; 
previously  inspected. 


208-72-BZ 

APPLICANT — McGee  &  Morsellino  for  Merrall  Realtj 
Company,  owner. 

SUBJECT— Application  March  22,  1972— decision  of  th< 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  erectior 
of  a  three  level  parking  garage  with  accessory  automobik 
rental  office  and  automotive  service  shop. 

PREMISES  AFFECTED — 95-10  Ditmars  Boulevard 
southeast  corner  of  95th  Street,  Block  1072,  Lots  1,  23  anc 
4_,  Astoria,  Borough  of  Queens.  Community  Board  #3 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  John  Booker,  Harry  Bishop,  Esthei 
Brackeen  Mfldred  Osgood,  Clementine  Holmes,  Harolc 
J.  Ellis  Helen  Marshall,  Alice  Pressley,  Trevis  Mallard 
Sylvan  H.  Greemdge,  Dorothy  Harris,  Elsie  B.  Perrv 
M.  Vernon  Jones  and  K.  Madison. 

A?pISfN  OF  BOARD— Laid  over  to  June  27,  1972,  at 
•  M.,  tor  decision;  hearing  closed;  previously  inspected. 


241-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Soldiers’,  Sailors’ 
and  Airmen’s  Club  of  New  York,  Steven  C.  Lyras  and 
James  C.  Conforti,  Jr.,  owners. 

SUBJECT — Application  April  5,  1972 — decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R10  district,  the  erection  of  a 
26  story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  and  lot  coverage,  has  less  than  the  required  lot 
area  per  room,  encroaches  on  the  required  tower  setback 
and  has  a  non-complying  arcade. 

PREMISES  AFFECTED — 281-287  Lexington  Avenue  and 
132-136  East  37th  Street,  southwest  corner,  Block  892,  Lots 
61,  62,  63,  Borough  of  Manhattan.  Community  Board  #6. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Richard  Lang. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  10 
A.M.,  at  the  request  of  the  Community  Planning  Board  #6. 


280-72-BZ 


Company,  owner. 

SUBJECT— ApolicatiQn  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
that  the  required  lot  area,  the  erection  of  a  three,  story, 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 

AFFECTED — 29-33  Bell  Boulevard,  east  side, 
32.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  13,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 


For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition  :  Allan  Pagensky,  Donna  Alexander,  Annie 
M.  Anderson,  Tore  A.  Anderson,  Edith  Lea  Schnall, 
Uaire  Shulman,  Mary  Munaeo,  A.  Tronato,  H.  E. 
Ponard,  Joseph  A.  Baum. 

A^JP^  OF  BOARD— Laid  over  to  July  5,  1972,  at  10 
A.M.,  for  additional  information.  Continued  hearing. 


281-72-BZ 


APPLICANT  McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT— Application  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
area  per  room  and  encroaches  on  the  required  side  and 
rear  yards. 


X  /-Vi.  _L  1  E.U-  iJUMicvdlU  S1HP 

3-°i‘8t>feet  s?uth  of  29th  Avenue>  Block  6054,  Lot  14,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 


For  Applicant:  Joseph  P.  Morsellino. 

A  a OF'  BOARD— Laid  over  to  July  5,  1972,  at  10 
A.M.,  for  additional  information.  Continued  hearing. 


282-72-BZ 

APPLICANT— McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 


592 


MINUTES 


SUBJECT— Application  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story, 
two  family  dwelling,  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio  and  lot 
per  room  and  encroaches  on  the  required  side  and  rear 
yards. 

PREMISES  AFFECTED— 29-29  Bell  Boulevard,  east  side, 
279.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  17,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  10 
A.M.,  for  additional  information.  Continued  hearing. 


283-72-BZ 

APPLICANT— McGee  and  Morsellino  for  Salmar  Equities 
Company,  owner. 

SUBJECT — Application  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  on  a  plot  with  less 
than  the  required  lot  area,  the  erection  of  a  three  story,  two 
family  dwelling  that  exceeds  the  permitted  floor  area  ratio, 
has  less  than  the  required  open  space  ratio  and  lot  area  per 
room  and  encroaches  on  the  required  side  and  rear  yards. 

PREMISES  AFFECTED— 29-27  Bell  Boulevard,  east  side, 
257.84  feet  south  of  29th  Avenue,  Block  6054,  Lot  18,  Bay- 
side,  Borough  of  Queens.  Community  Board  #11. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1972,  at  10 
A.M.,  for  additional  information.  Continued  hearing. 


284-72-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  405  East  Associ¬ 
ates,  owner ;  Hippopotamus  Club,  lessee. 

SUBJECT— Application  April  20,  1972— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-9  district,  in  an  existing  five 
story  building,  the  conversion  of  the  basement  and  first 
floor  from  furniture  showroom  and  storage  to  restaurant 
with  limited  cabaret. 

PREMISES  AFFECTED — 403-405  East  62nd  Street,  north 
side,  81  feet  east  of  First  Avenue,  Block  1457,  Lot  5,  Bor¬ 
ough  of  Manhattan.  Community  Board  #8. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  Oliver  Coquelin. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1972,  at  10 
A.M.,  for  the  purpose  of  providing  changes  on  the  plans. 
Continued  hearing. 


293-72-BZ 

APPLICANT — Peirez,  Karmiol  and  Ackerman  for  Peter 
Kalikow,  owner. 

SUBJECT — Application  April  20,  1972 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-8  district,  the  erection  of  a  24  story 
residence  without  the  required  accessory  parking. 
PREMISES  AFFECTED — 301  to  303  East  87th  Street  and 
1682  to  1690  Second  Avenue,  northeast  corner,  Block  1550, 
Lots  1,  2  and  3,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  Ackerman  and  Philip  Birnbaum. 


For  Opposition:  Walpulga  Kessler,  Robert  McEvoy  and 
Robert  Moeklur. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1972,  at  2  P.M., 
for  decision.  Hearing  closed. 


339-72-BZ 

APPLICANT — Peter  R.  Gray  for  Sal  Surace,  owner. 

SUBJECT — Application  May  9,  1972 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  and  C8  district,  the  erection 
of  a  four  story  and  cellar  multiple  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio,  lot  area  per  room  and  accessory  parking 
and  extends  into  the  C8  district. 

PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens.  Community  Board  #2. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Peter  R.  Gray. 

For  Opposition:  Anthony  Terrana,  Theresa  Reda,  Joseph 
Meak,  Allie  Frey,  Vincent  &  Jennie  Pellitteri,  Patrick 
Cahill,  John  Callahan,  Louise  D.  Gucker  and  others. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1972,  at 
10  A.M.,  for  continued  hearing ;  applicant  to  file  additional 
information ;  previously  inspected. 


113-72-BZ 

APPLICANT — McGee  and  Morsellino  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner ;  American  Oil  Company,  lessee. 
SUBJECT — Application  February  2,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C4  district,  the  recon¬ 
struction  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 166-06  Hillside  Avenue  and 
87-73  Merrick  Boulevard,  southeast  corner,  Block  9818, 
Lot  56,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


and  Commissioner  Nolan  .  3 

Negative:  .  0 

Not  Voting  :  Commissioner  Agusta  .  1 

Absent:  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  6,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  20,  1972 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  24,  1972,  acting  on  N.B.  Applic.  631/1971, 
reads : 

“1.  Automotive  service  stations  are  not  permitted 
as  of  right  in  a  C4  District.  (See  A.Z.  R.  32-31).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
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under  Section  73-211  of  the  Zoning  Resolution,  to  permit  in  a 
C4  district,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
April  20,^  1972,”  1  sheet,  “June  5,  1972,”  4  sheets,  and  “June 
15,  1972,  1  sheet,  and  that  all  laws,  rules  and  regulations 

applicable  thereto  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


211-72-BZ 

APPLICANT — Charles  A.  Brown  of  Rogers,  Butler,  Bur- 
gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies, 
owner. 

SUBJECT— Application  March  23,  1972— decision  of  the 
Borough  Superintendent  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  construction 
of  a  non-profit  residence  for  the  elderly  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  with  off-site  acces¬ 
sory  parking. 

PREMISES  AFFECTED — 343-357  100th  Street,  9924  4th 
Avenue  northwest  corner,  Block  6134,  Lots  28,  33,  Borough 
ot  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan 
Commissioner  Nolan  and  Commissioner  Agusta  ’  4 

Negative  i .  q 

Absent :  Vice  Chairman  Klein .  1 


212-72-B  Z 

APPLICANT— Charles  A.  Brown  of  Rogers,  Butler,  Bur- 

gun  &  Bradbury  for  The  Graham  Home  for  Old  Ladies 
owner.  ’ 

SUBJECT— Application  March  23,  1972 — decision  of  the 
borough  Superintendent  under  Sections  72-21  and  73-451 
of  the  Zoning  Resolution,  to  permit  in  an  R6  district  the 
construction  and  maintenance  of  an  off-site  accessory  park¬ 
ing  facility  for  a  non-profit  residence  for  the  elderly. 

"^^CTED — 10002-08  4th  Avenue  and  350 
iOOth  Street,  southwest  corner,  Block  6137,  Lot  61,  Borough 
of  Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

AC1  ION  OF  BOARD— Application  withdrawn  at  the  re- 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan 
Commissioner  Nolan  and  Commissioner  Agusta  .  ’  4 

Negative  i .  q 

Absent :  Vice  Chairman  Klein  .  .  j 

Adjourned:  2:15  P.M. 


James  P.  Mulroy,  Secretary 
REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  20,  1972,  2  P.M. 

Present :  Chairman  Becker,  Commissioner  Madigan 
Commissioner  Nolan  and  Commissioner  Agusta. 


128-72-BZ 


APPLICANT — Charles  M.  Spindler  for  Andrew  Vaginas, 
owner. 


SUBJECT — Application  February  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  and  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 23-04  33rd  Street,  west  side,  25 
feet  south  of  23rd  Avenue,  Block  835,  Lot  44,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  ’  4 

Negative :  .  0 

Absent :  Vice  Chairman  Klein . j 

THE  RESOLUTION— 


Whereas  a  public  hearing  was  held  on  this  application  on 
May  40,  1972,  after  due  notice  by  publication  in  the  Bulletin- 
laid  over  to  June  13,  1972;  and 

,n)V,HErREAS'  the  de™  of  the  Borough  Superintendent, 
reads-  anUar?  20 >  *972,  acting  on  N.B.  Applic.  11/1972, 


“1.  Front  yard  of  less  than  10'-0"  in  an  R5  Zone  is 
contrary  to  Sec.  23-45  Z.R. 

2.  F.A.R.  &  O.S.R.  are  contrary  to  Sec.  23-142  Z.R. 
4.  Lot  area  per  room  is  contrary  to  Sec.  23-223 

Z.K. 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 

J eC0S  l?ppfortIs  Endings  required  to  be  made  under 

section  72-2 1  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved^,  that  the  Board  of  Standards  and  Appeals  does 
nereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
3”  „.5  d^tr,lct>  th^  ^ection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room 
and  encroaches  on  the  required  front  yard,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  February  10  1972  ”  six 
sheets  and  “June  15,  1972,”  1  sheet,  and  that  all’ laws,’ rules 
and  regulations  applicable  thereto  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


129-72-BZ 

APPLICANT— Charles  M.  Spindler  for  Andrew  Vaginas 
owner.  ’ 

SUBJECT— Application  February  10,  1972— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R5  district,  the  erection  of  a 
three  story,  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
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ratio  and  lot  area  per  room  and  encroaches  on  the  re¬ 
quired  front  yard. 

PREMISES  AFFECTED— 23-08  33rd  Street,  west  side,  55 
feet  south  of  23rd  Avenue,  Block  835,  Lot  45,  Astoria, 
Borough  of  Queens.  Community  Board  #1. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

Por  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissions  Nolan  and  Commissioner  Agusta .  4 

Negative :  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


V  hereas,  a  public  hearing  was  held  on  this  application 
on  May  30,  1972,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  June  13,  1972;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  20,  1972,  acting  on  N.B.  Applic.  12/1972, 
reads : 

“1.  Front  yard  of  less  than  lO'-O"  in  an  R5  Zone 
is  contrary  to  Sec.  23-45  Z.R. 

2.  F.A.R.  &  O.S.R.  are  contrary  to  Sec.  23-142 

Z.R. 

3.  Lot  area  per  room  is  contrary  to  Sec.  23-223 
Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has 
less  than  the  required  open  space  ratio  and  lot  area  per  room 
and  encroaches  on  the  required  front  yard,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  February  10,  1972,”  six 
sheets  and  “June  15,  1972,”  1  sheet,  and  that  all  laws,  rules 
and  regulations  applicable  thereto  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


144-72-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  February  17,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  con¬ 
struction  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  housing  development. 

PREMISES  AFFECTED — 844  Gates  Avenue,  south  side, 
65  feet  west  of  Reid  Avenue,  Block  1636,  Lots  23,  29,  30, 
31,  Borough  of  Brooklyn.  Community  Board  #3. 

APPEARANCES— 

For  Applicant:  Max  B.  Schreiber  and  Joseph  Schecter. 
For  Opposition :  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
Board — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta .  4 

N  egative :  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  6,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  19,  1972,  acting  on  Alt.  Applic.  56/1972,  reads: 

“1.  Inasmuch  as  the  proposed  off-site  parking  spaces 
are  located  in  an  R6  Zone,  said  proposal  is  contrary  to 
25-52  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-451  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-451  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  the  construction  and  maintenance  of  an  off-site 
accessory  parking  facility  for  a  housing  development,  on  con¬ 
dition  that  all  work  shall  substantially  conform  to  drawings 
filed  with  this  application  marked  “Received  June  9,  1972,” 
3  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
thereto  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 

253-72-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  April  10,  1972 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  inclu¬ 
sion  of  that  portion  of  the  plot  within  the  bed  of  a  mapped 
street  and  lot  area  for  a  development  of  two  family  resi¬ 
dences  with  accessory  parking  within  the  front  yard. 
PREMISES  AFFECTED — 797  Armstrong  Avenue,  east 
side,  40.15  feet  north  of  Genesee  Avenue,  Block  5470,  Lot 
2,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  .  4 

Negative : .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  13,  1972,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1972,  acting  on  N.  B.  Applic.  1936/1971, 
reads : 

“1.  Proposed  inclusion  of  that  portion  of  a  lot  which 
is  part  of  a  mapped  street  for  the  purpose  of  determining 
the  area  of  a  zoning  lot  for  zoning  purposes  is  contrary 
to  Section  12-10  of  the  Zoning  Resolution. 
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2.  Proposed  accessory  parking  in  a  required  front 
yard  is  contrary  to  Section  23-44  of  the  Zoning  Resolu¬ 
tion. 

Above  objections  will  also  apply  to  the  following 
applications:  N.  B.  1937/71  to  N.  B.  1953/71  inclusive.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  inclusion  of  that  portion  of  the  plot  within  the 
bed  of  a  mapped  street  as  lot  area  for  a  development  of  two 
family  residences  with  accessory  parking  within  the  front 
yard,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  “Received 
April  10,  1972,”  16  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


218-72-BCR 


APPLICANT — Joseph  Stein  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY — C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT— Reference  Standard  RS  5-5  (ASTM  E-84 
Standard  Method  of  Test  for  Surface  Burning  Characteris¬ 
tics  of  Building  Materials — 1961)  Amendment  to. 

APPEARANCES— 

For  Applicant :  J.  Minkin,  Bldg.  Dept. 

ACTION  OF  BOARD — Application  granted  and  Reference 
Standard  RS-5  amended. 


THE  VOTE— 


Affirmative:  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta 

Negative: . 

Absent :  Vice  Chairman  Klein . 

(New  matter  is  shown  in  Italics) 

THE  RESOLUTION— 


4 

0 

1 


Whereas,  public  hearings  were  held  on  April  25th,  1972, 
May  9th,  1972,  and  May  16th,  1972,  after  due  notice;  and 

V\  hereas,  the  applicant  submitted,  by  letter  dated  May 
11th,  1972,  a  request  to  amend  the  original  requested  amend¬ 
ment,  dated  March  24,  1972,  and 

Whereas,  the  Board  determined  that  the  request  of  May 
i  i  ’nva*idated  the  original  request  for  amendment 
dated  March  24,  1972  and  did,  therefore,  deny  the  request  for 
amendment  dated  March  24,  1972  and  did,  subsequently,  re¬ 
opened  the  application  to  consider  the  requested  amendment 
dated  May  11th,  1972,  and 

Whereas,  a  public  hearing  was  held  on  June  20  1972 
after  due  notice,  and 

Whereas,  the  Board  has  determined  that  Reference  Stand¬ 
ard  Kb  5-5  should  be  amended. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  amend  the  designated  Refer¬ 
ence  Standard  RS  5-5  (ASTM  E-84  Standard  Method  of 
lest  for  Surface  Burning  Characteristics  of  Building  Ma¬ 
terial— 1961)  as  follows : 


Reference  Standard  5-5 

a)  ASTM  E-84  Standard  Method  of  Test  for  Sur¬ 
face  Burning  Characteristics  of  Building  Materials  .  .  . 
1961,  or 

b)  a  combination  of  small  scale  tests  and  engineering 
evaluations  acceptable  to  the  commissioner  in  conjunction 
zvith  evaluations  of  full  scale  tests  conforming  zvith 
ASTM  E-84  for  a  variety  or  assemblies  or  combinations 
of  materials.  In  the  case  of  fire-retardant  treated  zvood, 
the  small  scale  tests  utilized  in  conjunction  zvith  the  full 
scale  tests  shall  conform  to  either  ASTM  E69-50  Stand¬ 
ard  Method  of  Test  for  combustible  properties  of  treated 
zvood  by  the  fire-tube  apparatus  or  ASTM  E  160-65 
Standard  Method  of  Test  for  combustible  properties  of 
treated  zvood  by  the  crib  test. 


698-71-A 

APPLICANT— Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT  Application  October  28,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  “Jet-Start  Starting  Fluid  In¬ 
jection  System”  in  950  cc  steel  pressurized  container,  con¬ 
tainer  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petragha,  Fire  Department. 

ACTION  OF  BOARD — Application  zvithdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 
Commissioner  Nolan  and  Commissioner  Agusta  4 

Negative:  .  g 

Absent:  Vice  Chairman  Klein  .  i 


164-72-A 

^?ir^£ANT — Robert  C.  Marx  for  Minnesota  Mining  an 
Mfg.  Company,  owner. 

SUBJECT— Application  February  28,  1972— appeal  from 
decision  oi  the  Fire  Commissioner  re-  packaging  of  com 
bustible  mixture  known  as  “3M  brand  super  duty  rubbin 
compound  # 5955  in  one  gallon  hi -density  polyethylen 
bottle  containers  not  in  compliance  with  the  regulations  c 
the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Robert  C.  Marx. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt  J.  F 
Petragha,  Fire  Department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Becker,  Commissioner  Madigan 
^  Commissioner  Nolan  and  Commissioner  Aemsta 
N  egative :  . 

Absent :  Vice  Chairman  Klein 
THE  RESOLUTION— 

\\  hereas  the  decision  of  the  Fire  Commissioner,  datei 

March  8,  1972  on  Folder  #122-1050 (B),  reads: 

“We  regret  to  inform  you  that  your  application  t< 
register  your  product  ‘3M  Brand  Super  Duty  Rubbini 
Compound  #5955  a  combustible  mixture  having  a  flasl 
P?\nt  °.f,  (T.O.C.)  in  containers  as  follows:  on< 

(1)  gallon  Hi-density  polyethlyne  bottle  is  Disapproved 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C-19.62.0.b  NYC  Adm.  Code  require: 
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that  combustible  mixtures  packaged  for  commercial  use 
be  placed  in  metal  containers :  re-  1  gal.  size.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
March  8,  1972,  acting  on  Folder  #122-1050(B)  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  draw¬ 
ing  filed  June  15,  1972,  1  sheet;  on  further  condition  that 
the  label  on  the  container  be  in  such  style  and  wording  as 
is  satisfactory  to  the  Fire  Commissioner,  and  that  in  all 
other  respects  all  other  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with. 

187-72-A 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  March  14,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  egress  and  loca¬ 
tion  of  gasoline  dispensary  pump. 

PREMISES  AFFECTED— 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Becker,  Commissioner  Madigan, 


Commissioner  Nolan  and  Commissioner  Agusta  ....  4 

Negative :  .  0 

Absent :  Vice  Chairman  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1972  on  Alt.  Applic.  567-70,  reads : 

“C2 — Two  means  of  egress  required  from  cellar 
C26-273  (6.1. 2.2.3)  (3)  a. 

C3 — Two  means  of  egress  required  from  all  floors 
C26-273  (6.1. 2.2.3)  (3)  a. 

C6 — Doors  to  swing  in  direction  of  egress  C26-284. 
C8— As  per  department  memo,  gasoline  dispensary 
pump  to  be  20'  in  from  building  line. 

C9 — Two  means  of  egress  from  storage  garage 
required  as  per  Sect.  C26-273  (  6.1.2.4)  d  (8).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  18,  1972,  acting  on  Alt.  Applic.  567-70, 
Objection  Nos.  C2,  C3,  C8  and  C9,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  Objection  C6  be  complied  with;  that 
the  building  shall  conform  to  drawings  marked  “Received 
May  26,  1972,”  3  sheets,  and  “June  15,  1972,”  4  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  thereto  shall 
be  complied  with. 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressured  Products. 

APPEARANCES— 

For  Applicant:  None. 


For  Administration :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  September  12,  1972, 
at  2  P.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1972, 
at  2  P.M.,  at  the  request  of  the  Building  Department, 
to  await  the  opinion  from  the  Corporation  Counsel. 

166-72-A 

APPLICANT — Sol  Feinberg  for  Castle  Coal  &  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  March  2,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  trucks  through  the  city  streets  not  in  conformity 
with  the  requirements  of  administrative  Code  of  City  of 
New  York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg  and  Joseph  Kaming. 

For  Administration :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at 
2  P.M.,  to  allow  for  consultation  by  the  applicant  with 
the  Board’s  counsel. 


191-72-A 

APPLICANT — Royal  Petroleum  Corporation,  owner. 

SUBJECT — Application  March  15,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner,  re-  transportation  of  Fuel 
oil  in  New  York  City. 

APPEARANCES— 

For  Applicant :  Raymond  L.  Reeves. 

For  Administration :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 

Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1972,  at  2 
P.M.,  for  continued  hearing ;  applicant  to  submit  additional 
information. 

195-72-A 

APPLICANT — Harry  Soled  for  Rabbi  M.  Rosenbaum, 
owner. 

SUBJECT — Application  March  16,  1972 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  height  in  Class 
IV  building. 

PREMISES  AFFECTED— 1358  East  13th  Street,  west 
side,  2403.4  feet  south  of  Elm  Avenue,  Block  6741,  Lot  41, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1972,  at  2  P.M., 
for  applicant  to  submit  revised  plans  and  for  decision; 
hearing  closed. 
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230-72-A 

APPLICANT — Chemetron  Corporation,  Cardox  Division, 
owner ;  Kirsch  Beverage,  lessee. 

SUBJECT — Application  March  30,  1972 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-storage  of  carbon  di¬ 
oxide  in  24  ton  receivers. 

PREMISES  AFFECTED — 112-02  15th  Avenue,  south  side, 
between  112th  Street  and  114th  Street,  Block  4065,  Lot  1, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Dan  Gallagher. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 

Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  2  P.M., 
for  decision;  applicant  to  file  corrected  plans;  hearing 
closed. 


247-72-A 

APPLICANT — Walter  L.  Kent  for  Lexeleven  Corporation, 
owner;  Gray  Young  Enterprises,  lessee. 

SUBJECT — Application  April  6,  1972 — review  of  a  decision 
of  the  Borough  Superintendent  re-  zoning  matter. 
PREMISES  AFFECTED — 1567  Second  Avenue,  west  side, 
62.2  feet  north  of  East  81st  Street,  Block  1527,  Lot  123, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Walter  L.  Kent  and  Charles  E.  Duross. 

ACTION  OF  BOARD — Laid  over  without  date;  applicant 
to  file  building  zone  application. 

267-72-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Grymes  Hill  Manor  Estates, 
Incorporated. 

SUBJECT  Application  April  19,  1972 — for  Modification  of 
Certificate  of  Occupancy  re-  yard  hydrant. 

PREMISES  AFFECTED — 53  Seth  Court,  north  side,  400 
feet  west  of  Howard  Avenue,  Block  596,  Lot  100,  Grymes 
Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag- 

lio  I?  IY 


For  Opposition:  Lloyd  B.  Tamarin  and  Irving  W.  Konigs- 
berg. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1972,  at  2 
P.M.,  for  continued  hearing;  applicant  to  submit  additional 
information. 


268-82-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Nicoletta  Liantonio. 
SUBJECT — Application  April  19,  1972 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 1371-1373  Rogers  Avenue,  east 
side,  26  feet  north  of  Farragut  Road,  Block  5229,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag¬ 
lia,  F.  D. 

For  Opposition:  Hugh  P.  Fox. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1972,  at  2 
P.M.,  for  decision;  hearing  closed. 


321-72-A 

APPLICANT— Norman  L.  Rieffman  for  East  New  York 
Properties,  owner. 

SUBJECT— Application  May  4,  1972— appeal  from  a  de¬ 
cision  _  of  the  Borough  Superintendent  re-  omission  of 
standpipe. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue 
southwest  corner  of  Wortman  Avenue,  Block  4389  Lot  l’ 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Sol  Niego. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1972,  at  2 
P.M.,  for  continued  hearing;  applicant  to  file  additional 
information. 


Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 
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